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EXECUTIVE SUMMARY 


Morrison Hershfield Limited, completed a Contamination Overview Study (COS) for the 
proposed Kanata Light Rail Transit alignment and surrounding area (the study area) to 
identify the potential for contamination to affect the design or construction of the project. 

The COS was conducted in accordance with generally accepted professional practices for 
such studies, and followed the Ministry of Transportation of Ontario (MTO) Environmental 
Guide for Contaminated Property Identification and Management, October, 2006, the 
Canadian Standards Association (CSA) Standard Z768-01 - Phase I Environmental Site 
Assessment, and aspects of Ontario Regulation 153/04. 

The scope of work for the COS included a site history and records review, a windshield 
survey, data evaluation and generation of this report. The records review was conducted 
relying on former environmental reports, aerial photographs, EcoLog ERIS records and 
information from the City of Ottawa’s Historical Land Use Inventory and the Federal 
Contaminated Sites Inventory. 

Based on our findings of the COS, we identified that the study area includes twenty-two (22) 
Potentially Contaminating Activities (PCAs) with “high” to “low” relative potential 
environmental risk according to their likelihood of impacting construction activities. 

The PCAs with “high” relative potential risk according to their likelihood of impacting 
construction activities are as follows: 

• Highway 417 - De-icing of transportation corridors (i.e road salt contamination) 

*Note: Salt impacts from roadway de-icing activities are likely 
along/nearby all roadways within the study area. 

The PCAs with “medium” relative potential risk according to their likelihood of impacting 
construction activities are as follows: 

• Former rail lines crossing study area between Eagleson Road and Moodie Drive 

• Land between Corkstown Road and Highway 417, south of the Abbot Point of Care 
- Unknown source of TCE contamination 

• 1655 Maple Grove Road - Maple Grove Works Yard (USTs and ASTs) and Snow 
Disposal Facility 

• Highway 417 - Various spills along roadway and shoulder/ditch 

*Note: Potential former spills, both recorded and un-recorded, may 
exist along all roadways within the study area. The busier the roadway, 
the higher the likelihood of existing spills. 

The PCAs with “low” relative potential risk according to their likelihood of impacting 
construction activities are as follows: 

• 411 Corkstown Road - Wesley Clover Parks Campground 



• 401 Corkstown Road - Wesley Clover Parks Equestrian Park 

• 1 Haanel Drive - CANMET Research Complex 

• 115 Roland Michener Drive and Earl Grey Drive (various locations) - Kanata 
Centrum Shopping Centre and OC Transpo Stations 

• 214 Didsbury Road - Kanata Patrol Yard 

• 8000 Campeau Drive - Kanata Ford Sales automobile retailer 

• 570 Terry Fox Drive - Petro Canada Gas Station 

• 500 Terry Fox Drive - Canadian Tire Gas Station 

• 225 Huntmar Drive - Esso Gas Station, USTs 

• 2500 Palladium Drive - Palladium Autopark 

• 1000 Palladium Drive - Canadian Tire Centre 

• 150 Katimavik Road - Computer equipment manufacturing 

• 260 Hearst Way - Manufacturing Businesses (various items) 

• 750 Palladium Drive - Manufacturing of electronics, equipment and/or furniture 

• 10 Hearst Way - Commercial, industrial and Provincial businesses or 
organizations 

• 50 Colchester Square - Select Tailor Dry Cleaning 

• 8211-8231 Campeau Drive - Commercial Retail Use 

PCAs identified in this report have the potential to have adversely impacted the subsurface 
and those with “medium” to “high” potential risk require further assessment to determine the 
potential to impact design and construction of the Kanata LRT. 
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1. INTRODUCTION 

Morrison Hershfield Limited (MH) completed a Contamination Overview Study (COS) for the 
Kanata Light Rail Transit (LRT), located between Moodie Drive and Palladium Drive. The 
alignment shown on Figure 1, in Appendix A, was taken from the most recently available 
design documents, and the study area is an offset of 250 m from this alignment. 

The proposed Kanata extension would extend LRT service approximately 11 km westward 
from Moodie Drive to Palladium Drive, and would include the addition of eight stations. The 
extension would improve service reliability to the Kanata suburb and help remove the need 
to replace bus rapid transit technology for the West Transitway Extension before it reaches 
its expected lifespan. 

This COS was completed for the City of Ottawa (the City) as part of a Planning and 
Environmental Assessment (EA) Study, for which Parsons is the lead consultant and MH is 
a significant sub-consultant. The purpose of the COS is for project planning and design 
purposes and in order to identify potential or actual environmental concerns resulting from 
current or past activities on the corridor or on neighboring properties. 

1.1 Scope of Work 

The study approach and nomenclature for this COS was adopted from a variety of 
sources. The approach is the industry standard for assessing contamination at the 
planning stages of transit and transportation projects. 

First, the general approach for assessing contamination within a transportation 
corridor and the title of the study, “Contamination Overview Study”, was adopted 
from the Ministry of Transportation of Ontario (MTO) Environmental Guide for 
Contaminated Property Identification and Management, October, 2006. This guide 
outlines the tasks involved (records review, site reconnaissance, analysis, reporting), 
and makes a distinction between a COS which is intended to assess a corridor or 
study area, and a Phase I Environmental Site Assessment (ESA) which is intended 
to assess a specific site. 

Second, to the extent possible for a corridor or study area rather than a site, the COS 
conformed to Canadian Standards Association (CSA) Standard Z768-01 - Phase I 
Environmental Site Assessment. 

Third, the nomenclature for Potentially Contaminating Activities (PCAs) and Areas of 
Potential Environmental Concern (APECs) is loosely adopted from Ontario 
Regulation 153/04, as amended. A PCA is an activity within the study area with the 
potential to affect the project, whereas an APEC is an area within a specific property 
that is potentially contaminated. This COS identifies PCAs, but does not identify 
APECs. 

A detailed scope of work is provided below .Records Review 

The records review consisted of desk-top review of the following data sources: 
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a) Physiographic, Geological and Hydrogeological Maps and Reports 

b) Historical and Current Aerial Photographs and Satellite Imagery 

c) Existing Environmental Reports 

d) The Federal Contaminated Sites Inventory (FCSI) 

e) Historical Land Use Inventory (HLUI) 

f) EcoLog Eris Report 
Site Reconnaissance 

This assessment included a “windshield” level site reconnaissance of the study area 
to broadly identify operations (e.g., gasoline sales), land use (e.g., industrial), or 
conditions (e.g., evidence of actual contamination) with the potential to cause 
contamination which could have an impact on construction activities. The site 
reconnaissance does not constitute a complete assessment of the study area, and it 
is noted that all observations were made from publicly accessible lands. 

Analysis 

In conducting the COS, PCAs were ranked according to their likelihood of impacting 
construction activities. Rankings of “low”, “medium” or “high” have been assigned on 
the basis of a number of factors including information about the potential source, the 
physical setting, and the contemplated construction activities. This is, by definition, a 
subjective exercise which is undertaken based on the available information and the 
professional judgment of the assessor. 

Reporting 

Reporting was carried out in general conformance with the MTO guide, as discussed 
above. 

Exclusions 

The COS specifically excludes any intrusive investigation. 

1.2 Contents of Report 

This section of the report provides information on the context for the study, the scope 
of work and the layout of the report. Section 2 provides information on the physical 
setting of the study area necessary to assess the potential for contamination to 
impact the construction activities. Sections 3 and 4 summarize the results of the 
records review and site reconnaissance, respectively. Identified Potentially 
Contaminating Activities are described in Section 5. Conclusions and 
recommendations are presented in Section 6. The qualifications of the assessors are 
presented in Section 7, while limitations of the report are stated in Section 8. 
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References are provided in Section 9. Figures and supporting documents are 
provided in the appendices. 


liH 
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2. STUDY AREA 


2.1 General 

The Kanata LRT extension extends westward from the Moodie Drive/Highway 417 
interchange to Huntmar Drive. The proposed alignment is located to the north and 
runs roughly parallel to Highway 417. At Huntmar Drive, the proposed alignment 
turns southward and terminates at Hazeldean Road. The study area for the COS 
was defined as everything within 250 metres of the proposed alignment, as shown 
on Figure 1, in Appendix A. 

The study area is generally urbanized and is transected by numerous multi-use 
pathways, roadways and Highway 417. The land use in the area is comprised of a 
combination of light industrial (e.g., manufacturing, storage), commercial (e.g., strip 
malls, gas retailers) residential, and recreational (e.g., soccer fields, hockey arenas). 
Major exceptions include the forested and agricultural lands within the National 
Capital Commission (NCC) Greenbelt and pockets of undeveloped land nearby 
Huntmar Drive. 

2.2 Topography and Drainage 

The study area ranges in elevation from approximately 70 to 115 metres above sea 
level (masl). The topography peaks between Eagleson Road and Moodie Drive, and 
dips down to 70 masl towards the Moodie Drive/Highway 417 interchange and down 
to 105 masl towards Eagleson Road. The topography in the study area is relatively 
flat to the west of Eagleson Road. 

The study area is transected by the Carp River and its tributaries, numerous 
streams, and unnamed drainage ditches. In the urbanized areas, drainage on the 
streets and surrounding industrial, commercial and residential properties is also 
collected by storm sewers. 

2.3 Physiography and Surface Geology 

According to “The Physiography of Southern Ontario” (Chapman and Putman, 1984), 
the study area falls within the Ottawa Valley clay plain, limestone plain and shallow 
till plain. 

According to Armstrong and Dodge (2007), the surficial geology is comprised of 
Champlain Sea and glacial deposits on Paleozoic terrain. The majority of the study 
area consists of fine to medium textured glaciomarine deposits of silt, clay, and minor 
sand and gravel, overlying glacial till and/or bedrock (Richards, 1982). 
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2.4 Bedrock Geology 

The study area lies within the Ottawa Embayment (commonly referred to as the St. 
Lawrence Lowlands). The area generally consists of relatively flat lying Paleozoic 
Era sedimentary rocks that lie unconformably above Precambrian basement rocks. 
Precambrian basement is exposed at surface in some areas to the north of the study 
area. 

The Paleozoic bedrock geology beneath the study area consists of the Bobcaygeon 
Formation (limestone, with minor shales) and the Verulam Formation (limestone and 
shale) of the Simcoe Group, Nepean Sandstone of the Potsdam Group, and the 
March Formation (sandstone and dolostone) of the Beekmantown Group. The strata 
was deposited in a terrestrial to shallow marine environment associated with a 
widespread epeiric sea that transgressed the margins of the Precambrian Shield 
during the early Paleozoic (Sanford, 1993; Ontario Geological Survey, 2011). 

The Ottawa area is characterized by west-east and northwest-southeast oriented 
normal faults that are considered a part of the extensive, northwest-trending Ottawa- 
Bonnechere Graben (Ontario Geological Survey, 2011). The proposed Kanata 
extension would be transected by multiple northwest to southwest trending faults, 
including the Hazeldean Fault. The Hazeldean Fault runs on the edge of the Carp 
Hills where the Precambrian rock was thrust up above the limestone. A number of 
splays emanating from the Hazeldean Fault run through the western portion of the 
study area. 

2.5 Hydrogeology 

The Ordovician bedrock, comprised of dolostone, sandstone and minor shale is 
variable in permeability but capable of providing domestic to municipal water supply. 

Review of the water well records for the area (MOECC, 2016) shows that there are a 
number of wells in the study area that have been and may still be active. The 
majority of the local wells extend into the bedrock aquifer and are listed as domestic, 
public, livestock, commercial, observation or for irrigation. The more urbanized areas 
are assumed to be serviced by Municipal Water supply. 

Part of the study area lies within the Carp River subwatershed, which is described in 
the Carp River Watershed/Subwatershed Study (CRWSS) (Robinson Consultants, 
2004) as the following: 

The geology of the subwatershed area can best be summarized as a smaller- 
scale reproduction of the Carp Watershed. A ridge of Paleozoic bedrock extends 
in a northeast - southwest direction along the west margin of the subwatershed 
area. This bedrock ridge is overlain, and flanked to the east, by a layer of sand 
and gravel. The thickness of the overburden ranges between 1 and 17 metres. 
The mean depth of overburden along the bedrock ridge in the vicinity of Carp 
Road is 8.6 metres, compiled fromlO water wells and 84 boreholes on the West 
Carleton landfill (WESA 1998). The sand and gravel is, in turn, underlain by a till 
horizon, generally less than 2 metres thick in the vicinity of the West Carleton 
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Landfill. The east half of the subwatershed areas is overlain by clay. The sand 
and gravel layer is present under the clay in the north half of the subwatershed 
area (equivalent to the Lower Overburden Aquifer), and reaches a maximum 
thickness of 12 metres under Huntmar Road. South of Maple Grove Road, the 
bedrock is generally quite shallow (often less than 3 metres below ground 
surface). 

The study area lies within the Mississippi-Rideau Source Protection and the closest 
Municipal Water Intake is at Britannia Water Purification Plant, located along the 
Ottawa River and more than 5.5 km to the northeast of the study area (Mississippi 
Rideau Source Protection Plan, 2015). 


liH 
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3. RECORDS REVIEW 


3.1 Reports and Other Background Information 

The following sources were reviewed to assess historic and current land uses and to 
identify any potentially contaminating activities (PCA): 

West Transitway Connection Terry Fox Drive to Fernbank Road, Environmental 
Project Report. Delean, 2012. 

This report is the Environmental Project Report for the Western Transitway 
Connection, Terry Fox Drive to Fernbank Road Project in accordance with Ontario 
Reg. 231/08 for a proposed 8 km transit facility which will include a segregated 
busway between Terry Fox Drive and Fernbank Road via the Canadian Tire Centre. 
The report reviews the existing environmental conditions, including those related to 
contamination and hazardous materials. The report identifies two areas of 
environmental concern, including; (1) the Kanata West Lands (due to gas stations 
and a snow dump), and (2) the Fernbank Lands (due to previous agricultural land 
uses, stock piling of debris and abandoned automobiles). The Fernbank Lands are 
located outside of the study area for this COS. 

Kanata North Transitway - Highway 417/March-Eagleson Interchange to North 
of Maxwell Bridge Road. Delean, 2013. 

This report is the Environmental Project Report for the Kanata North Transitway 
which is proposed to traverse north from the Highway 417/March-Eagleson 
Interchange to North of Maxwell Bridge Road. The report reviews the existing 
environmental conditions in the area, including those related to contamination and 
hazardous materials. The report identified one area of environmental concern, 
located at the March Road Section due to gas stations and land uses from Nortel, 
Nordion, NRCAN and DND. The area of environmental concern is located outside 
the study area for this COS. 

Phase I Environmental Site Assessment, West Transitway Extension, Bayshore 
Drive to Moodie Drive, Ottawa, Ontario. Ecoplans Limited, 2010. 

This report documents a Phase I Environmental Assessment (ESA) in the vicinity of 
Highway 417 between Holly Acres Drive and Moodie Drive, in Ottawa, Ontario in 
support of the proposed extension of the city’s West Transitway public transportation 
system. The Phase I included a thorough records review (historical insurance plans, 
city directories, aerial photographs, EcoLog ERIS information, FCSI, Ministry of the 
Environment Information) and a site inspection. The Phase I ESA identified a number 
of areas/issues of potential environmental site contamination. Three main APECs 
were identified that are applicable to the current study area, including: (1) areas of 
the site in contact with Highway 417, due to environmental impacts associated with 
transportation corridors (i.e road salt contamination); (2) areas in contact with the 
former rail line (operational until the late 1950’s), between Holly Acres Road and 
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Moodie Drive; and (3) agricultural lands south of Highway 417, due to the use of 
pesticides. 

Contaminant Investigation Road Re-alignment and Moodie Drive Overpass, 
Highway 417 - West Transitway Extension, Ottawa, Ontario. Ecoplans Limited, 
2010. 

This report documents a contaminant investigation completed within the vicinity of 
the Highway 417 in the areas of the proposed Corkstown Road realignment and 
Moodie Drive overpass in support of the recommendations noted in the Phase I ESA. 
The main objective of the investigation was to confirm the presence or absence of 
the contaminants of concern. Three boreholes were drilled and equipped with 
monitoring wells. Soil and groundwater samples were obtained from each borehole. 
One (1) soil sample was chosen based on total organic vapour readings and 
submitted to the lab for analysis of VOCs and PHCs, while groundwater samples 
from all three (3) wells were collected and analyzed for VOCs. The soil and 
groundwater samples met the then current and applicable MOE Table 1 standards. 
The report recommended that no further action was required. 

Phase I ESA - 401 Corkstown Rd., 200 Moodie Dr. and Corkstown Rd at CN Rail. 
Intera, 2002. 

This report documents a Phase I ESA completed for 401 Corkstown Road, 200 
Moodie Drive, and the adjacent property on the southwest corner of Corkstown Road 
and the Canadian National Rail property. The property located at 200 Moodie Drive, 
is located outside the bounds of the current study area. The report did note minor 
chemical storage, and the presence of a propane tank, multiple ASTs, and drums at 
401 Corkstown Road. 

Phase I Environmental Site Assessment, 401 Corkstown Road, Ottawa, Ontario. 
Geofirma Engineering Ltd., 2014. 

This report documents a Phase I ESA completed at 401 Corkstown Road, to 
determine if conditions exists, based on prior of then current land uses, to warrant 
exploratory work to satisfy lease requirements for a new tenant (Wesley Clover 
Foundation). The investigation included a thorough records review and site 
inspection. The Phase I ESA concluded that the site once contained four separate 
farms and potential environmental concerns included the presence of a railway to the 
north and west, historical filling activities and material storage, and the presence of 
two ASTs in an area occupied by a Ouonset Hut, the presence of at least three (3) 
former ASTs on site, and minor former chemical storage. The report recommended 
test-pitting with soil sampling for metals and hydrocarbons in the area surrounding 
the Ouonset Hut and a visual inspection to insure all former drums and materials 
have been removed from the site. 

Phase I Environmental Site Assessment-Addendum Letter, 401 Corkstown 
Road, Ottawa, Ontario. Geofirma Engineering Ltd., 2014. 



Geofirma completed a follow-up site inspection of the site on June 26, 2014, as the 
site was covered in snow during the initial site visit for the Phase I ESA. No 
significant environmental concerns were noted. 
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Test Pit Investigation, 401 Corkstown Road, Ottawa, Ontario. Geofirma 
Engineering Ltd., 2014. 

This report documents the test pit investigation completed on July 8th, 2014. The 
objective of the program was to assess the soil/fill conditions of the site and to collect 
sampled for laboratory analysis. Test pit locations targeted areas of former filling, 
material storage, and areas around former or current ASTs. Nine (9) test pits were 
excavated to depths ranging from 1.5 to 4.5 metres below ground surface. Soil 
samples were collected from each and sent to the lab for analyses of metals, PHCs, 
and benzene, toluene, ethylbenzene and xylene (BTEX). The soil results met the 
then current MOE Table 3 residential/parkland standards for all of the parameters 
analyzed. It was noted, that one sample had low level detections of PHC F3 and F4. 
The report concluded that no further investigations were recommended. 

Technical Brief, Water Monitoring for Confirmation of Water Quality. Provided in 
support of PTTW application 48477ZTCN, PTTW 7370-836K7D, and PTTW 1522- 
8BHPQN. Infrastructure Services Department, City of Ottawa, 2010. 

This memo documents a dewatering plan for the sewer work in between Corkstown 
Road and Highway 417, south of the Abbot Point of Care located at 185 Corkstown 
Road. The memo noted that based on quality monitoring of the groundwater 
discharged into the sanitary sewers, the contaminants of concern for groundwater in 
the area was VOCs (specifically trichloroethane (TCE)), total petroleum 
hydrocarbons (TPH) from construction equipment at the site, and total suspended 
solids (TSS) from sediments mixed with discharge water, based on water quality 
discharge monitoring. Generally low levels of TCE was detected at the site, with 
occasional concentration spikes. 

Phase I Environmental Site Assessment, 160 Hearst Way, Ottawa, Ontario. Houle 
Chevrier Engineering, 2014. 

This report documents a Phase I ESA investigation for a property located at 160 
Hearst Way. At the time of the investigation, the property was vacant agricultural 
land intended for commercial development. The Phase I ESA identified two APECs, 
including: (1) fill material of unknown origin and quality across the subject property, 
with the COC being PHCs, BTEX, PAHs, metals and inorganics; and (2) impacts 
from de-icing salts and accidental spills on Highway 417, with the COC being PHCs, 
BTEX, PAHs, metals and inorganics. Based on the investigative findings the 
completion of a Phase II ESA was recommended. 

Phase One Environmental Site Assessment, Kanata Centrum Retail/Office 
Building A, 255 Kanata Avenue, Ottawa, Ontario. Stantec, 2015. 

This report documents the Phase I ESA completed at a proposed Retail/Office 
Building located in the Kanata Centrum. Based on information obtained during a site 
reconnaissance, a review of available historical information and on observations 
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made, the Phase I ESA revealed no evidence of APECs on and/or in the vicinity of 
the Phase I property. 

Phase One Environmental Site Assessment, Undeveloped Property, 1088 
Maritime Way, Ottawa, Ontario. Inspec-Sol Inc., 2015. 

This Phase I ESA was completed as part of the local municipal planning department 
requirement associated with the development of the property, intended for future 
residential use. Historical research indicated that the property was historically 
undeveloped and unoccupied. No PCAs were identified on the property or 
surrounding properties within the study area. A Phase II ESA was not deemed 
unrequired for the property. 

Phase One Environmental Site Assessment, Undeveloped Property, 1136 
Maritime Way, Ottawa, Ontario. Inspec-Sol Inc., 2015. 

This Phase I ESA was completed as part of the local municipal planning department 
requirement associated with the development of the property, intended for future 
residential use. Historical research indicated that the property was historically 
undeveloped and unoccupied. No PCAs were identified on the property or 
surrounding properties within the study area. A Phase II ESA was not deemed 
unrequired for the property. 

Phase One Environmental Site Assessment, Undeveloped Property, 1145 
Maritime Way, Ottawa, Ontario. Inspec-Sol Inc., Originally 2007, updated in 2012. 

This report documents the Phase I ESA completed in 2007, while the property was 
vacant and the Phase I ESA update in 2012, after the property was developed as the 
Kanata Lakes Apartment Complex. Historical research indicated that the property 
was historically undeveloped and unoccupied. Based on the findings of the Phase I 
ESA, a Phase II ESA was not recommended. In support of the 2007 Phase I ESA, it 
was confirmed that there were no environmental impairment of the site since 2007. 

Phase One Environmental Site Assessment, 1250 Maritime Way, Timberwalk 
Development, Ottawa, Ontario. Golder Associates, 2016. 

This report documents the Phase I ESA completed at a property intended to be 
redeveloped with a retirement resident and a multi-storey residential building. The 
Phase I ESA noted that the property was undeveloped and vegetated land. Based 
on the information obtained in the Phase I ESA, no PCAs or APECs were identified 
and a Phase II ESA was not recommended. 

Phase I Environmental Site Assessment, Vacant Land - Palladium Drive at 
Huntmar Drive, Ottawa, Ontario. Paterson Group Inc., 2015. 

This report documents the Phase I ESA completed at a (at the time) vacant property 
located to the southwest of Palladium Drive at Huntmar Avenue. The purpose of the 
investigation was to identify any environmental concerns with the potential to have 
impacted the subject property. The report notes that the property had never been 
developed and was used for agricultural purposes until sometime between 1977 and 
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1988. NO potential contaminating activities were identified with the historical use of 
the subject property or neighboring properties. A Phase II ESA was not 
recommended. 

Phase I Environmental Site Assessment, 180 Huntmar Drive, Ottawa, Ontario. 
Pinchin Ltd., 2014. 

This report documents the Phase I ESA completed at a property that (at the time) 
was developed with a two-storey commercial office building and a single-storey 
commercial building. The Phase I ESA was completed to assess potential issues of 
environmental concern in relation to the potential acquisition and financing of the 
property. The Phase I ESA included a historical records review, a site visit, 
interviews, and evaluation of information. Based on the findings, nothing was 
identified that was likely to result in potential subsurface impacts at the Site and a 
Phase II ESA was not recommended. 

Building Condition Assessment Report, Maple Grove Depot, 1655 Maple Grove 
Road, Ottawa, Ontario. Morrison Hershfield Ltd., 2014. 

This report documents the building conditions assessment of the Maple Grove 
Depot. The report noted that the property has Office/Garage, Storage Shed and 
Sand/Salt Dome, all of which were constructed in 1992. The report noted that a fuel 
fill station was present on site, as well as a three ASTs (for fuelling, ethanol, and 
coloured diesel) double walled 2,250L UST for waste oil which was installed in 1992. 
Two 22,00L brine tanks of calcium chloride were located at the northeast side of the 
main building. No signs of spillage was observed. 

All PCAs identified in the records review that are within the study area have been 
grouped and summarized in Table 1. 


Table 1: Summary of Information from Report Review 


Address 

Potentially 

Contaminating 

Activities 

Contaminants 
of Concern 

Relative Potential 
of Contamination 

Highway 417 

Associated impacts with 
de-icing of transportation 
corridors (i.e road salt 
contamination) 

Road Salt 

High 

West to east rail lines 
between Holly Acres 
Road and Moodie Drive 

Associated impacts with 
former rail line. Rail line 
was operational until the 
late 1950’s 

PAHs, VOCs, 
PHCs, Metals 

Medium 

411 Corkstown Road 
(Nepean Campground) 

Fuel oil tank leaked 
unknown amount due to 
corrosion in 1995 

PAHs, VOCs, 
PHCs, Metals 

Low 

401 Corkstown Road 

Former ASTs, chemical 
storage 

PHCs 

Low 

Between Corkstown 
Road and Highway 

Unknown 

VOCs 

(specifically 

Medium 
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Address 

Potentially 

Contaminating 

Activities 

Contaminants 
of Concern 

Relative Potential 
of Contamination 

417, south of the Abbot 
Point of Care 


TCE), TPH, 
TSS 


Lands surrounding 
Highway 417 

Potential accidental spills 

PAHs, VOCs, 
PHCs, Metals, 
inorganics, 

Low 

Kanata West Lands 

Former or current gas 
stations 

PAHs, VOCs, 
PHCs, Metals 

Low 

1655 Maple Grove 
Road 

Maple Grove Works Yard 
and Snow Disposal 
Facility, one UST 
installed in 1992 , multiple 
ASTs present 

PAHs, VOCs, 
PHCs, Metals, 
inorganics 

Medium 


3.2 Aerial Photography Review 

Aerial photographs dated 1958, 1965, 1976, 1991,2004 and 2016 for transportation 
corridor were obtained from GeoOttawa, a City of Ottawa web mapping application. 
The aerial photographs were reviewed to determine on-site and adjacent land uses, 
and to identify areas of potential environmental concern. Table 2 provides a 
summary of the review of the satellite imagery. Annotated versions of the 
photographs reviewed are included in Appendix B. 


Table 2: Historical Aerial Photograph Findings 


Date 

Observations for the Green’s Creek Culvert Replacement Site and 

Surrounding Area 

1958 

Study Area (eastern portion): Predominantly agricultural land, greenfields and 
forested areas. Some structures (likely farmhouses and associated buildings) are 
present. Two or three rail lines present in the area, one of which crosses through the 
study area. 

East, North, South and West: Green field or agricultural land. Sporadic farmhouses 
or residential properties. 

1965 

Study Area (eastern portion): No change. 

East: Relatively large industrial, commercial or residential buildings have replaced 
vacant land. 

North and West: No change. 

South: Distressed land is visible in an oval shape and may be some sort of 
recreational race track of some kind to the south of the future Highway 417 and 
between the future Moodie Drive and Eagleson Drive. 
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Date 

Observations for the Green’s Creek Culvert Replacement Site and 

Surrounding Area 

1976 

Study Area: Highway 417 has been constructed and transects the Site. 

North: Industrial, commercial and residential properties have been developed to the 
north and northeast. 

South: Agricultural and/or green space is still predominant, although residential 
properties have been developed further to the south-east. The CANMET facility has 
replaced vacant and treed land to the south of Highway 417. The suspected 
recreational race track is appears to no longer be in use, and is covered by 
vegetation. 

East: Commercial, industrial or residential farm property has been developed, 
l/lfesf; No change. 

1991 

Study Area: Highway 417 is under partial construction with the construction of 

Highway 416. 

North: A number of residential and commercial areas have been built or expanded to 
the north of Highway 417. 

South: A number of residential and commercial areas have been built or expanded to 
the south of Highway 417. 

East and West: No change. 

2004 

Study Area: The Kanata Centrum mall has replaced vacant and treed land north of 
Highway 417 and east of Terry Fox Drive. The Canadian Tire Centre and other 
commercial/light industrial buildings have replaced vacant land just south of Highway 
417, west of Terry Fox Drive. 

North: No change. 

South: The residential areas have been further developed and are expanding south 
and southwest. 

East: No change. 

West: Distressed land is visible further west from Terry Fox Road and the study area, 
likely do to quarry work or something similar. 

2016 

Study Area: A few commercial areas (looks like strip malls) have replaced some of 
the vacant land to the west of the Kanata Centrum Mall, east of Didsbury Road. 
Palladium Autopark has been developed west of the Canadian Tire Centre. 

North: No change. 

South: A number or residential/commercial areas have replaced vacant land or 
agricultural land. 

East: No change. 

l/lfesf; Commercial or industrial areas have replaced vacant land. 


3.3 Government and Private Databases 

As part of the COS, the Contaminated Sites on Federal Land Inventory (FCSI), 
maintained by the Treasury Board of Canada Secretariat was reviewed. Known 
contaminated sites held by various Federal departments within 250 m of the 
transportation corridor, or of particular note, are presented in Table 3. 
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Table 3: Summary of Contaminated Sites on Federal Land 


FCSI Number 

Address 

Establishment 

Potential 

Concerns 

8318, 8319, 8320, 
8317, 8316, 
58431001 

1 Haanel Drive 

CANMET, Bells 
Corners Complex, 
Natural Resources 
Canada 

Metal, metalloid, 
organometallic, 
PHCs, PAHs 


As part of the COS, Historical Land Use Inventory (HLUI) records for the study area 
were provided by the City of Ottawa and reviewed. The HLUI provides information on 
the location of all land uses within the boundaries of the study, which had or have the 
potential to cause contamination in soil, groundwater or surface water. The HLUI 
records were reviewed and a list of those within 250 metres of the Site are listed in 
Table 4. The identified locations were observed during the Study Area 
Reconnaissance and their current day uses are listed in Section 4. A map of the 
HLUI locations is provided in Appendix C. 

Table 4: Locations within Study Area Listed in HLUI 


Address 

401 Corkstown Road 

411 Corkstown Road 

1 Haanel Drive 

50 Colchester Square 

26 Colchester Square 

6 Bishop Mills Way 

260 Hearst Way 

150 Katimavik Road 

180 Katimavik Road 

23 Hendrie Court 

115 Roland Michener Drive 

Earl Grey Drive 

570 Terry Fox Drive 

214 Didsbury Road 

8181 Campeau Drive 

10 Frank Nighbor Place 

2500 Palladium Drive 

1000 Palladium Drive 
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3.4 Environmental Databases 

A standard search of provincial, federal and private databases for records pertaining 
to the Phase I property and the adjacent properties within a 250 meter radius was 
completed by Ecolog ERIS. A copy of the Ecology ERIS report is provided in 

Appendix D. 

The following databases searched by EcoLog ERIS, contained information pertaining 
to properties within a 250 meter radius from the center of the Phase I property. 

- Borehole - 141 records 

- Certificate of Approval - 26 records 
Environmental Compliance Approval - 34 records 

- ERIS Historical Searches - 38 records 
List of TSSA Expired Facilities - 7 records 
Fuel Storage Tank - 15 records 

Fuel Storage Tank - Historic - 5 records 

Ontario Regulation 347 Waste Generators Summary - 108 records 

- TSSA Historic Incidents - 3 records 

- TSS Incidents - 2 records 

National Pollutant Release Inventory - 2 records 

- Pesticide Register - 8 records 

- TSSA Pipeline Incidents - 3 records 

Private and Retail Fuel Storage Tanks - 1 records 

- Scott’s Manufacturing Directory - 18 records 
Ontario Spills - 28 records 

Water Well Information System - 35 records 

For complete details on any of the above records, refer to the full EcoLog ERIS 
report provided in Appendix D. 

Certificate of Approval (COA) 

A search of the COA Database (for records prior to Oct 31 st , 2011) found twenty-six 
(26) were listed for properties/businesses within the study area. The approval types 
or project types were listed as either Municipal Water, Municipal Sewage, Industrial 
Sewage, Private Sewage, Industrial Sewage Works, or Air. There were no 
contaminants listed for any of the records. 

The records were listed for the following properties: 

Palladium Corporation, Huntmar Rd/Cyclone Blvd 

- Palladium Auto Park No. 2 Ltd., Huntmar Dr/Palladium Dr 
Ontario Reality Corporation, 21 Goulbourn Forced Rd 
Kanata CHL Inc., 101 Kanata Ave and 10 Lord Byng Way 

- City of Ottawa, 195 Roland Michener Dr 

R.M. of Ottawa-Carleton, Eagleson Rd/March Rd/Timm Dr 
Ultramar Ltd., 225 Huntmar Dr 

- Urbandale Corporation, Edenvale Dr/Colchester Sq, Elsinore Ln/Edenvale 
Dr, Campeau/Teron Rd, Colchester Sq/Campeau 
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- Penex Kanata Limited, Earl Grey Dr/Roland Michener 

- Royal Canadian Legion, 86 Aird PI 

Sunoco Inc. GasBar/CarWash, Terry Fox Dr/Goulbourn Rd 

- 977664 Ontario Inc., Street One. Aird PI 

- Tony Graham Kanata Limited, 600-2500 Palladium Dr 
Palladium Auto Park Ltd., 2500 Palladium Dr 

- Kanata Motors Corporation, 2500 Palladium Dr 
Canadian Tire Real Estate Limited, 500 Terry Fix Dr 

Environmental Compliance Approval (ECA) 

A search of the ECA Database (for records after Nov 1 st , 2011) found thirty-four (34) 
records were listed for properties/businesses within the study area. The approval 
types were listed as either Municipal and Private Waterworks, Municipal and Private 
Sewage Works, Municipal Drinking Water Systems, Industrial Sewage Works, Air, or 
were unspecified. 

The records were listed for the following organizations: 

Urbandale Corporation, Ottawa 

Industry Canada - Communications Research Centre, 3701 Carling Ave. 
O.Box 11490 

KNL Developments Inc, Ottawa and Former Township of March 

- Corporation of the City of Kanata, Kanata 
Kanata CHL Inc, 101 Kanata Ave 

City of Ottawa, 195 Roland Michener Dr 

- Minto Communities Inc., Ottawa 

Riotrin Properties (Hazeldean) Inc., Ottawa 

- Ultramar Ltd., 225 Huntmar Dr 

- Innvest Hotels GP Ltd., 222 Hearst Way 
Royal Canadian Legion, 86 Aird PI 

- Nortel Networks Corporation, Kanata 

- Nortel Networks Optical Components Corporation, Kanata 
Mattamy (Fairwinds West) Limited, Ottawa 

- Canadian Tire Real Estate Ltd., 500 Terry Fox Dr 

ERIS Historical Searches 

An ERIS database search found that there are thirty-eight (38) records for sites 
within the study area, including: 

- 100, 110, 290, 285, 325 Didsbury Rd 

- Part of lot 28 cone. 12, Goulbourn 
10 Lord Byng Way 
lOIKanataAve 

- 1250 Maritime Way 

North & South of Palladium Dr, West Carleton Twp / Kanata ON 

- 800, 1000, 2499, #200-2500 Palladium Dr 

- 160, 222 and 260 Hearst Way 

NE of Kanata Ave and Maritime Way 

- 170 McGibbon Dr 
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- 225 Huntmar Dr 

- 1635-1655 Maple Grove Rd 

- 100 Aird PI 

- 1025 Canadian Shield Ave 

List of TSSA Expired Facilities 

Seven (7) TSSA expired facilities were listed within the study area, including the 
following: 

- M Roufael Inc. Sunoco Gas, 570 Terry Fox Dr 

- Regional Municipality of Ottawa Carleton ATTN: Mark Levesque, 1655 
Maple Grove Rd 

- Regional Municipality of Ottawa Carleton, 1655 Maple Grove Rd 

Fuel Storage Tank (FST) 

A search of the FST database, dated Feb 28, 2017 has found that there are 15 FST 
sites within the study area, including the following: 

- CST Canada Co., 225 Huntmar Dr 

o Double walled gasoline USTs, fiberglass, 50,000 L, 25,000 L and 
35,000 L. 

- Suncor Energy Products, 570 Terry Fox Dr 

o Double walled gasoline UST, fiberglass, 50,000 L (may be multiple 
tanks on site) 

- Regional Municipality of Ottawa Carleton, 1655 Maple Grove Rd 

o Double walled above ground storage tank (AST) for liquid fuel, 
steel, 23,021 L, 9,176 L and 4,682 L. 

- Canadian Tire Corporation Limited, 500 Terry Fox Dr 

o Double walled gasoline and diesel USTs, fiberglass, 50,000 L 
(possibly three this size) and 35,000 L. 

Historic Fuel Storage Tank (HFST) 

A search of the HFST database, dated Pre-Jan 2010 has found that there are 5 
HFTS sites within the study area, including the following: 

M Roufael Inc Sunoco Gas Stn, 570 Terry Fox Dr 

- Regional Municipality of Ottawa Carleton Attn: Marc Levesque, 1655 Maple 
Grove Rd 

Canadian Tire Corp Ltd., 500 Terry Fox Dr 

- Canadian Tire Corp Ltd. C/O Canadian Tire Petroleum 17 Fir, 500 Terry 
Fox Dr 

Ontario Regulation 347 Waste Generators Summary 

A search of the Ontario Regulation 347 Waste Generators database, dated 1986 to 
December 31,2017 found that there were one hundred and eight (108) records listed 
for properties within the study area. 



18 


The records were listed for the following businesses/locations: 

- PCL Eastern Inc., 280 Huntmar Rd 

Queensway West Animal Hospital, 3-60 Colchester Sqr 
ICI Canada Inc, 145 Rolland Mitchner 

- innvest hotels gp viii, 101 Kanata Ave 

Marathon Drilling Co. Ltd., Hwy 417 at Eagleson Rd. 

- Corel Center, 1000 Paladium Dr 

Capital Sports Properties Inc., 1000 Palladium Dr 
Cirque du Soleil, Inc., 1000 Palladium Dr 

- BOEING CANADA, ARNPRIOR DIV 

We Care Health Services LP, 260 Hearst Way 
Dr Claudia Courchesne DPC, 201-260 Hearst Way 

- AMC Entertainment International, Inc., 801 Kanata Ave 
Michaels Stores, Inc., 5617 Hazeldean Rd 

United Malwood Merchants Inc., 8181 Campeau Dr 

- SkyWave Mobile Communications, 750 Palladium Drive Suite 368 
Trillium Photonics Inc., 750 Palladium Drive 

- Canadian Tire, 8181 Campeau Dr 

- Canadian Tire #457, 8181 Campeau Dr 

City of Ottawa, or Regional Municipality of Ottawa-Carleton, 1655 Maple 
Grove Rd 

Hazeldean Animal Hospital, 5685 Hazeldean Road Unit 4 
City of Ottawa Police Services, 211 Huntmar Dr 

- M. Sullivan and Sons Limited, 100 Aird Rd 
LifeLabs LP, 150 Katimavik Rd 

Kanata Medical Management Corp., 150 Katimavik Rd 

- City of Kanata, City Garage, Klondike Road C/O 150 Katimavik Rd 
Great Atlantic & Pacific Co. of CDA Ltd., Food Basics #943, 150 Katimavik 
Rd 

- Lockheed Martin Canada, 150 Katimavik Rd 

TSSA Historic Incidents 

A search of the TSSA Historical Incidents database dated 2006 to June 2009, has 
found three (3) sites within the study area, including the following: 

162 Harmattan Ave 

o 03/03/2008- Near miss, natural gas pipeline strike, no property 
damage. 

2500 Palladium Dr 

o 04/19/2007- Near miss, natural gas pipeline strike, no property 
damage. 

70 Edenvale St 

o Date unknown- Near miss, non-mandated, source unknown and 
Enbridge did not follow-up confirming hydrocarbon related matter. 


TSSA Incidents 
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A search of the TSSA Incidents database, dated Feb 28, 2017 found two (2) sites 
within the study area, including the following: 

- 54 Gray Cres 

o Date unknown, carbon monoxide release. 

- 17 Kettleby St 

o Date unknown, vapour release. 

National Pollutant Release Inventory (NPRI) 

A search of the NPRI database, dated 1993 to May 2017 found that there are two (2) 
sites within the study area, including: 

- Innvest Hotels Group, 101 Kanata Ave, 2004 
City of Ottawa, 1655 Maple Grove Rd, 2004 

Pesticide Register 

A search of the pesticide register database (dated 1988 to August 2017) found that 
there are eight (8) pesticide records for sites in the study area, including the 
following: 


- Canadian Tire Assoc. Store #457/United Malwood Mer., 8181 Campeau Dr 
Essen Services, 36 Cambray Ln 

- Loblaws Supermarkets Limited, 150 Katimavik Rd 

- Metro Ontario Inc O/A Metro/Food Basics#869, 150 Katimavik Rd 

TSSA Pipeline Incidents (TPI) 

A search of the TPI database, dated Feb 28, 2017 has found that there are 3 sites 
within the study area, including the following: 

- 285 Didsbury Rd 

o 2015/06/03 - Natural gas pipeline hit (1 %”) due to insufficient 
excavation practices, property damage reported. 

1175 Maritime Way 

o 07/19/2011 - Natural gas pipeline hit (1 %”), line strike because no 
locates obtained. Property damage reported. 

Lot 26-423 Brigatine Ave 

o 2012/05/04 - Natural gas pipeline incident, excavation practices not 
sufficient. Property damage reported. 

Private and Retail Fuel Storage Tanks (PRT) 

A search of the PRT database, dated 1989 to 1996, gas found one site within the 
study area, including: 

- Regional Municipality of Ottawa Carleton ATTN:DO, 1655 Maple Grove Rd 

o Private storage tank, capacity of 50,000 L 
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Scott’s Manufacturing Directory (SMT) 

A search of the SMT database, dated 1992 to March 2011, found 18 sites within the 
study area, including the following: 

- MC Countermeasures Inc., 260 Hearst Way Suite 207 (Engineering 
Services, Navigational and Guidance Instruments, Semiconductor and 
Other Electronic Component Manufacturing) 

- Arbell Inc., 237-260 Hearst Way (Industrial Machinery, Institutional 
Furniture) 

VisionSphere Technologies Inc., 260 Hearst Way Suite 311 (Software 
Publishers) 

LSI Logic Corporation of Canada, 260 Hearst Way Suite 400 (Electronic 
Components) 

- AppZero Corp., 750 Palladium Dr Suite 210 (Unspecified) 

Vocantas Inc., 750 Palladium Dr Suite 200 (research and Development in 
the Physical, Engineering and Life Sciences, Telephone Apparatus, Other 
Scientific and Technical Consulting) 

Trigence Corp., 750 Palladium Dr Suite 210 (Software Publishers) 

Rohde & Schwarz Canada Inc., 750 Palladium Dr Suite 102 (Electronic 
Components, Industrial Machinery) 

Spirent Communications (Including DSL Division), 750 Palladium Dr 
(Research and Development in Physical, Engineering and Life Sciences) 

- Legion Magazine, 86 Aird PI (Periodical Publishers) 

Brian Strevens Communications, 259 Helm Cir (Graphic Design, Other 
Management Consulting Services) 

- VolPshield Systems Inc., 150 Katimavik Rd Unit 102 (Unspecified) 
Precidia Technologies Inc., 150A Katimavik Rd Suite 1000 (Computer and 
Peripheral Equipment) 

Ontario Spills 

The Ontario Spills database, dated 1988 to Sept 2017 had twenty-eight (28) 
additional records of spills within the Study area, including the following: 

Greenbelt Construction, Ottawa 

o 09/15/2017 - 1 m 3 sediment (suspended solids/sand/silt) to 
surface water of Watts Creek due to leak/break. 

Unknown, ditch at corner of Palladium and Huntmar 

o 08/21/2000 - Unknown quantity of grey water dumped in ditch, 
possible soil contamination. 

Waste Management of Canada Corporation, Hwy 17 at Moodie Dr 

o 08/08/2013 - Fire/explosion due to equipment failure, douse water 
from vehicle fire to land, soil contamination possible. 

Transport Truck, Hwy 417 East, near Moodie Dr 

o 08/13/2002 - Dairy truck overturned, unknown quantity of diesel 
leaked into ditch, possible soil contamination. 

O.C. Transpo, Queensway off ramp and Moodie west bound motor 
vehicle (operating fluid) 
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o 9/12/2002 - 4L of antifreeze was spilled due to a pipe/hose leak to 
catch basin, was cleaned up. Contamination possible. 

Unknown, 937 Teron Rd 

o 09/29/2014 - Hydraulic oil spilled to pavement due to motor 
vehicle collision, impact not anticipated. 

Enbridge Gas Distribution Inc., 285 Didsbury Rd 
o 06/02/2015 - Natural gas (methane). 

Darren Mosley (unofficial), Castlefrank and Hwy 417 
o 08/07/2008 - Diesel Fuel. 

Enbridge (unofficial), 17 Kettleby Street 

o 11/20/2014 - Natural gas (methane), severed supply line, 
contamination to air. 

Cavanagh Construction (unofficial), Hwy 417 at Eagleson, NWS ramp, 

March Twp 

o 06/18/2014 - 5 L of diesel/asphalt on road, cleaned up. Impacts 
not anticipated. 

Thomas Cavanagh Construction Limited, near 417 at Eagleson Road 
o 02/12/2017 - 5-10 L of hydraulic oil on roadway, impacts not 
anticipated. 

City of Ottawa, Eagleson Road southbound at Hwy 417 

o 04/24/2013 - Approximately 50 gallons of coolant from bus due to 
leak, impact not anticipated. 

Hydro Ottawa Limited, 255 Kanata Ave 

o 03/22/2012 - more than 100 L of non-PCB transformer oil to soil 
due to equipment failure to Municipal/private and commercial 
sewage. Impact confirmed, soil contamination. 

Unspecified, 1000 Palladium Dr 

o 09/16/2011 - Ammonia leak to air, impacts not anticipated, 
o 02/07/20107 - 5 L of diesel fuel to asphalt/drain. 

Palladium Enterprises Entertainment Ltd., 1000 Palladium Drive 
o 02/28/2006 - 50 L of glycol/water solution to land, impacts not 
anticipated. 

Unspecified, 1175 Maritime Way 

o 08/02/2012 - 5 L used oil dumped into drain intentionally, impacts 
not anticipated. 

Schooner Transport (unofficial), Highway 417E at March Road 

o 2014/10/07 - Diesel fuel, impact confirmed, soil contamination. 

Schooner (unofficial), Highway 417 Eastbound at March Road/Eagleson 

Road 

o 2014/10/07 - 200 L diesel from truck to highway and ditch, soil 
and surface water pollution, impact confirmed. 

Kevin Crazier Fuels Ltd (unofficial), Hwy 417 at Eagleson Rd 

o 06/20/2003 - Diesel fuel due to truck bulk head leak, impacts 
possible. 

City of Ottawa, 1655 Maple Grove Ave 

o 03/02/2005 - diesel to ground, possible impacts. 

Unspecified, #200-2500 Palladium Drive 

o 10-20 L of motor oil to ground due to equipment failure. 

Drain-All Ltd., Unspecified 
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o 7/19/2017 - 55L of hydraulic oil to ground, cleaned. 

- Transport Truck, Hwy 417 north of Terry Fox Dr, north ditch motor vehicle 
operating fluid 

o 11/28/1989 -Fuel truck overturned, operating and cargo fuel to 
ditch. Impacts not anticipated. 

Transport Truck, Queensway W/B, at Terry Fox Rd 

o 11/28/1995-Operating fluid due to truck/trailer overturn. Impact 
possible. 

Schooner Transport, Hwy 417 Westbound at Terry Fox Dr 

o 10/20/1998 - Transport liquid asphalt to median from overturned 
tanker and pup. Impact possible. 

Unspecified, 150 Katimavik St 

o 9/20/2016 - water, EGR requested for flooding. 

Waste Management of Canada Corporation, 150 Katimavik Rd 

o 12/08/2007 - 10 L of hydraulic oil to ground due to pipe or hose 
leak. 

Water Well Information System 

According to the Water Well Information System database, dated March 31,2017, 
thirty-five (35) wells are located within the study area. The majority of the wells are 
identified as for domestic water supply, commercial water supply, public water 
supply, livestock, monitoring, observation, or abandoned. It should be noted, that the 
margin of error for the location of these well records ranges from 100 to 300 metres. 

All PCAs identified EcoLog ERIS report that are within the study area have been 
grouped and summarized in Table 5. 


Table 5: Summary of PCAs Identified from EcoLog ERIS Report 


Address and 
Approximate 
Distance from 
Site 

Description 

Potential 

Concerns 

Relative 

Potential 

Risk 

570 Terry Fox 
Drive 

Historical and current USTs 
present 

Metals., PHCs, 
VOCs, PAHs 

Low 

500 Terry Fox 
Drive 

Historical and current USTs 
present 

Metals., PHCs, 
VOCs, PAHs 

Low 

225 Huntmar 
Drive 

USTs present 

Metals., PHCs, 
VOCs, PAHs 

Low 

1655 Maple Grove 
Road 

Historical and current USTs 
and ASTs present 

Metals., PHCs, 
VOCs, PAHs 

Medium 

150 Katimavik 
Road 

Computer equipment 
manufacturing 

Metals., PHCs, 
VOCs, PAHs, 
Pesticides 

Low 

260 Hearst Way 

Former and current property 
use as manufacturing 

Metals., PHCs, 
VOCs, PAHs 

Low 
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Address and 
Approximate 
Distance from 
Site 

Description 

Potential 

Concerns 

Relative 

Potential 

Risk 

750 Palladium 
Drive 

Former and current property 
use as manufacturing of 
electronics, equipment or 
furniture 

Metals., PHCs, 
VOCs, PAHs 

Low 

Highway 417 

Various spills along roadway 
and shoulder/ditch 

Metals., PHCs, 
VOCs, PAHs 

Medium 


3.5 Municipal Data 

Much of the data used for the COS was obtained from the City of Ottawa, and is 
described in the relevant sections. 


liH 
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4. STUDY AREA RECONNAISSANCE 

A study area reconnaissance was completed on March 5 th , 2018. It included windshield 
reconnaissance of selected properties identified from the desktop information review. It did 
not include inspection of the properties in the study area nor interview with property owners. 
The purpose of the study area reconnaissance was to confirm the locations of several 
activities of potential concern that were noted from the desktop information review and 
document current land uses. 

More recent satellite imagery was reviewed using Google Earth™ 2016 and Google Street 
View™ 2016 images were reviewed to supplement findings from the site reconnaissance. 
The aerial photographs and satellite imagery were reviewed for information about land use 
in the study area, in regards to potential contamination and activities. 

The findings of the study area reconnaissance are summarized in Table 6 and select site 
photographs are provided in Appendix E. 


Table 6: Summary of Current Land uses Identified during Site Reconnaissance 


Address and 
Approximate 
Distance from Site 

Establishment 

Potential 

Concerns 

Relative 

Potential 

Risk 

411 Corkstown Road 

Wesley Clover Parks 
Campground 

PHCs 

Low 

401 Corkstown Road 

Wesley Clover Parks 
Equestrian Park 

PHCs 

Low 

1 Haanel Drive 

CAN MET Complex 

Metals., PHCs, 
VOCs, PAHs, 
PCB 

Low 

50 Colchester Square 

Retail mall, including Tiny 
Hoppers Daycare, DTSM 
Driving School, Select Tailor 
Dry Cleaning, Queensway 
West Animal Hospital, Kash 

N Karryetc. 

VOCs 

Low 

26 Colchester Square 

Residential 

- 


6 Bishop Mills Way 

Residential 

- 


1251 Maritime Way 

TownePlace Suites by 
Marriott Ottawa Kanata 



1203 Maritime Way 

Premiere Suites - Apartment 
Building 



1203 Maritime Way 

Alluvion Living - House 
cleaning services 

- 


1175 Maritime Way 

Premiere Suites Ottawa 
Extended Stay Hotel 

- 


1025, 1045, 1047 
Canadian Shield 
Avenue 

Apartment buildings, 
Morning Owl Kanata- Cafe 
and Pro Physio 



260 Hearst Way 

Office Building (Tommy’s 
Restaurant & Bar, 

- 
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Address and 
Approximate 
Distance from Site 

Establishment 

Potential 

Concerns 

Relative 

Potential 

Risk 


Champlain Community Care 
Access Centre, The 
Separation & Divorce 
Resource Centre Inc. 
Capital Mortgages, Kanata 
Surgicenter, etc.) 



150 Katimavik Road 

Commercial Strip Mall 
(Appletree Medical, Dance 
School, Kanata Town Physio 
Centre, Martial Arts School, 
Kanata Opticians, Food 
Basics, KOM Software etc.) 

- 


180 Katimavik Road 

Holy Trinity High School and 
Kanata ELS Centre 



23 Hendrie Court 

Residential 

- 


115 Roland Michener 
Drive and various 
locations on Earl Grey 
Drive 

Kanata Centrum Shopping 
Centre and OCTranspo 
Station 

Metals., PHCs, 
VOCs, PAHs 

Low 

214 Didsbury Road 

Kanata Patrol Yards 

Metals., PHCs, 
VOCs, PAHs 

Low 

8181 Campeau Drive 

Canadian Tire Store 

Metals., PHCs, 
VOCs, PAHs 

Low 

8000 Campeau Drive 

Kanata Ford Sales 
automobile retailer 

Metals., PHCs, 
VOCs, PAHs 

Low 

8211-8231 Campeau 
Drive 

Commercial Retail (The 
Brick, Kanata Commons, La- 
Z-Boy Home Furnishes & 
Decor, Royal Bank of 
Canada, Domino’s Pizza) 

Metals., PHCs, 
VOCs, PAHs 

Low 

285 Roger Neilson Way 

The Bridge Church 

- 


10 Frank Nighbor Place 

Home Depot 

- 

‘appears 
in HLUI, 
but is not 
within 
study area 

570 Terry Fox Drive 

Petro Canada Gas Station 

Metals., PHCs, 
VOCs, PAHs 

Low 

500 Terry Fox Drive 

Canadian Tire Gas Station 

Metals., PHCs, 
VOCs, PAHs 

Low 

225 Huntmar Drive 

Esso Gas Station 

Metals., PHCs, 
VOCs, PAHs 

Low 

2500 Palladium Drive 

Palladium Autopark 

Metals., PHCs, 
VOCs, PAHs 

Low 
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Address and 
Approximate 
Distance from Site 

Establishment 

Potential 

Concerns 

Relative 

Potential 

Risk 

1000 Palladium Drive 

Canadian Tire Centre 

Metals., PHCs, 
VOCs, PAHs 

Low 

8555 Campeau Drive 

Tanger Outlets Mall 

- 


1655 Maple Grove 
Road 

Maple Grove Works Yard 
(ASTs observed) 

Metals., PHCs, 
VOCs, PAHs 

Medium 

Hazeldean Road, 
between Huntmar Drive 
and Terry Fox Road 

Grant’s Crossing Centre- 
retail businesses 

- 


86 Aird Place 

Royal Canadian Legion 

- 


70 Aird Place 

Kanata Leisure Centre and 
Wave Pool 



140 Hearst Way 

Franklin Empire- electrical 
supply store 



66 Hearst Way 

Commercial retail 
businesses (including 
(including With Love Bridal 
Boutique, Long & McQuade 
Musical Instruments & Music 
Lessons, Beyond Yoga 
Studio and Wellness Centre, 
and Kids Kingdom day care) 



10 Hearst Way 

Commercial, industrial and 
Provincial businesses or 
organizations (including 
Chubb Edwards Fire and 

Life Safety Solutions, 
Modern Niagara Group, TYP 
Tactical Canada, Ministry of 
Community Safety and 
Correctional Services 
Ontario, and CBCI Telecom 

Metals., PHCs, 
VOCs, PAHs 

Low 


IPn 
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5. KEY FINDINGS 

Based on the records review and aerial photographs, twenty-two (22) resulting PCAs are 
located in the study area, as shown on Figure 1, in Appendix A. 

Based on the available information about the PCAs, the physical setting, and the 
contemplated construction activities, one (1) have been ranked as “high” potential risk, four 
(4) PCAs have been ranked as “medium” and seventeen (17) PCAs have been ranked as 
having “low” potential risk. The contaminants of concern for each respective PCA are listed in 
Table 1, 3, 5 and 6. 

The twenty-five (25) PCAs have been grouped (where applicable) and presented on Figure 
2 and 3, in Appendix A. 

The PCAs with “high” relative potential risk according to their likelihood of impacting 
construction activities are as follows: 


No. 

Potentially Contaminating Activity (PCA) 

1 

De-icing of transportation corridors (i.e. road salt contamination) 

‘Note: Salt impacts from roadway de-icing activities are likely 
along/nearby all roadways within the study area. 


It is important to note that according to Section 48(3) of O.Reg 153/04, exceedances 
of the applicable site condition standard resulting solely from the application of a 
substance (such as road salt) to a highway for the purpose of keeping the highway 
safe during snow or ice conditions, are not considered contamination in the context 
of O.Reg 153/04. Therefore, exceedances of salt-related parameters in the soil or 
groundwater near Highway 417 are not a concern from a site assessment 
perspective. If salt contaminated material is excavated and removed from site, these 
exceedances must be considered when determining how to re-use or where to 
dispose of the material. 

The PCAs with “medium” relative potential risk according to their likelihood of impacting 

construction activities are as follows: 


No. 

Potentially Contaminating Activity (PCA) 

2 

Former rail lines crossing study area between Eagleson Road and 
Moodie Drive 

3 

Land between Corkstown Road and Highway 417, south of the Abbot 
Point of Care - Unknown source of TCE contamination 

4 

1655 Maple Grove Road - Maple Grove Works Yard (USTs and ASTs) 
and Snow Disposal Facility 

5 

Highway 417 - Various spills along roadway and shoulder/ditch 

*Note: Potential former spills, both recorded and un-recorded, may 
exist along all roadways within the study area. The busier the 
roadway, the higher the potential for existing spills. Highway 417 has 
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been especially noted based on the high number of recorded spills 
along/nearby the highway. _ 


The PCAs with “low” relative potential risk according to their likelihood of impacting 
construction activities are as follows: 


No. 

Potentially Contaminating Activity (PCA) 

6 

411 Corkstown Road - Wesley Clover Parks Campqround 

7 

401 Corkstown Road - Wesley Clover Parks Equestrian Park 

8 

1 Haanel Drive - CANMET Research Complex 

9 

115 Roland Michener Drive and Earl Grey Drive (various locations) - 
Kanata Centrum Shopping Centre 

10 

214 Didsbury Road - Kanata Patrol Yard 

11 

8000 Campeau Drive - Kanata Ford Sales automobile retailer 

12 

570 Terry Fox Drive - Petro Canada Gas Station 

13 

500 Terry Fox Drive - Canadian Tire Gas Station 

14 

225 Huntmar Drive - Esso Gas Station, USTs 

15 

2500 Palladium Drive - Palladium Autopark 

16 

1000 Palladium Drive - Canadian Tire Centre 

17 

150 Katimavik Road - Computer equipment manufacturing 

18 

260 Hearst - Manufacturing Businesses (various items) 

19 

750 Palladium Drive - Manufacturing of electronics, equipment and/or 
furniture 

20 

10 Hearst Way - Commercial, industrial and Provincial businesses or 
organizations 

21 

50 Colchester Square - Select Tailor Dry Cleaning 

22 

8211-8231 Campeau Drive - Commercial Retail Use 
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6. CONCLUSIONS AND RECOMMENDATIONS 

Based on our findings of the COS, we identify that that study area contains a number of 
PCAs with “high” to “low” relative potential environmental risk according to their likelihood of 
impacting construction activities. PCAs identified in this report have the potential to have 
adversely impacted the subsurface and those with “medium” to “high” potential risk require 
further assessment to determine the potential to impact design and construction of the 
Kanata LRT. 


liH 
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7. CLOSURE 


We trust the above meets with your current requirements. Should you have any comments, 
questions, or require additional information, please do not hesitate to contact this office. 

Capital Transit Partners 



Rebecca Hardie, MSc., GIT 
Geo-Environmental Geoscientist-in-Training 
rhardie@morrisonhershfield.com 

6130739 2910 Ext. 102226 

Reviewed by: 




Anthony (Ant) West, Ph.D., P.Eng. 
Senior Geo-Environmental Engineer / 
Practice Leader 
awest@morrisonhershfield.com 

613 739 2910 Ext. 1022424 


Charles Groulx B.A. 
Geo-Environmental Specialist 
cqroulx@morrisonhershfield.com 

613 739 2910 Ext. 1022293 
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8. LIMITATIONS AND USE OF THE REPORT 

This report has been prepared for the exclusive use of the City of Ottawa (the Client) and 
Approved Users by Morrison Hershfield Limited (Morrison Hershfield). Morrison Hershfield 
hereby disclaims any liability or responsibility to any person or party, other than the Client and 
Approved Users, for any loss, damage, expense, fines, or penalties which may arise from the 
use of any information or recommendations contained in this report. 

In preparing this report Morrison Hershfield has relied in good faith on information provided 
by individuals and companies noted in this report. Morrison Hershfield assumes that the 
information provided is factual and accurate, and accepts no responsibility for any deficiency, 
misstatements or inaccuracies contained in this report as a result of omissions, 
misinterpretations or fraudulent acts of the persons interviewed or contacted. 

The report, which specifically includes all tables, figures and appendices is based on data and 
information collected during investigations conducted by Morrison Hershfield and is based 
solely on the conditions of the site at the time of the investigation, supplemented by historical 
information and data obtained by Morrison Hershfield as described in this report. Limitations 
of the data and information include the fact that conditions between and beyond the limited 
number of sampling locations may vary; that the assessment is dependent upon the accuracy 
of the analytical data generated through sample analysis; and that contaminants may exist for 
which no analyses have been conducted. Furthermore, no assurance is made regarding 
changes in conditions and/or the regulatory regime (standards, guidelines, etc.), subsequent 
to the time of investigation. 

Morrison Hershfield has exercised professional judgment in collecting and analyzing the 
information and formulating recommendations based on the results of the study. The services 
performed as described in this report were conducted in a manner consistent with that level 
of care and skill normally exercised by other members of the engineering and science 
professions currently practicing under similar conditions, subject to the time limits and financial 
and physical constraints applicable to this study. No other warranty or representation, either 
expressed or implied, as to the accuracy of the information or recommendations included or 
intended in this report. 
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SW/29.7 5.01 85 

SW/29.9 3.98 85 

SW/31.8 5.01 86 

SW/31.8 5.01 87 

SW/32.2 5.12 87 

SW/32.6 4.01 90 

SW/32.8 5.01 90 

SW/33.6 5.01 90 

SW/33.6 5.01 91 

SW/34.9 5.09 91 

SW/36.6 3.01 92 

SW/37.6 5.98 92 

SW/41.2 5.01 93 

SW/41.4 5.01 94 

SW/42.2 5.01 94 
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Company/Site Name 


Address 


Dir/Dist (m) 


Map DB 

Key 


Elev Diff Page 
(m) Number 


41 

42 

43 

44 

45 

46 

47 


50 

51 

52 

53 

54 

54 

55 


57 

58 

58 

58 


60 

61 


BORE 

BORE 

BORE 

BORE 

BORE 

BORE 

BORE 

BORE 

WWIS 

BORE 

EHS 

EHS 

BORE 

CA 

SPL 

BORE 

BORE 

BORE 

GEN 

GEN 

GEN 

GEN 

BORE 

BORE 

WWIS 


ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

lot 5 con 2 
ON 


ON 

110 Didsbury Rd 
Ottawa ON K2T0C2 

290 Didsbury Road 
Ottawa (Kanata) ON 


Palladium Auto Park No. 2 Ltd. 
UNKNOWN 


QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 


ON 

Huntmar Drive and Palladium Drive 
Ottawa ON 

DITCH AT CORNER OF PALLADIUM & 
HUNTMAR. 

OTTAWA ON 

ON 


ON 


ON 

3-60 Colchester Square 
Kanata ON K2K 2Z9 

3-60 Colchester Square 
Kanata ON K2K 2Z9 

3-60 Colchester Square 
Kanata ON K2K 2Z9 

3-60 Colchester Square 
Kanata ON K2K 2Z9 


ON 


SW/42.6 

SW/42.7 

SW/44.0 

SW/44.6 

ENE/45.4 

SW/45.6 

NE/45.8 

SW/45.8 

ENE/45.8 

ENE/46.8 

WSW/47.7 

WSW/49.3 

ENE/50.6 

SW/50.9 

SW/50.9 

SW/51.0 

ENE/51.7 

SW/54.1 

NNE/56.8 

NNE/56.8 

NNE/56.8 

NNE/56.8 

ENE/56.9 


ON 


WSW/57.3 


KANATA ON 


SW/57.4 


4.01 

5.01 

5.01 

5.01 

-26.69 

5.01 

-5.02 

5.01 


-26.99 

4.05 

2.01 

-26.99 

6.01 

6.01 

0.01 

-26.99 


-3.45 


-3.45 


-3.45 


-3.45 


-12.96 


4.55 

4.01 


95 

95 

96 

96 

97 
97 


101 

101 

102 

102 

102 

103 

103 

103 

104 

104 

105 

105 

105 

TOO 

106 
107 
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62 

62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

71 

72 

73 

73 

73 

73 

73 

73 

74 

75 

76 

77 

78 

78 


DB Company/Site Name 


Address 


Dir/Dist (m) 


Elev 

(m) 


SPL 

SPL 

EHS 

BORE 

WWIS 

WWIS 

BORE 

BORE 

SPL 

BORE 

BORE 

WWIS 

BORE 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

BORE 

BORE 

CA 

BORE 

GEN 

GEN 


TRANSPORT TRUCK 

Waste Management of Canada 
Corporation 


HWY417 EAST, NEAR MOODY DRIVE 
MOTOR VEHICLE (OPERATING FLUID) 
OTTAWA CITY ON 
Hwy 17 @ Moodie Drive 
Ottawa ON 

290 Didsbury Road 
Ottawa ON 


ON 

lot 2 con 2 
ON 

lot 2 con 2 
ON 


ON 


ON 


O.C. TRANSPO 


KNL Developments Inc. 
Corporation of the City of Kanata 
Urbandale Corporation 
KNL Developments Inc. 

KNL Developments Inc. 
Urbandale Corporation 


QUEENSWAY OFF RAMP & MOODY 
WEST BOUND MOTOR VEHICLE 
(OPERATING FLUID) 

OTTAWA CITY ON 

ON 


ON 

lot 3 con 1 
ON 


ON 


Ottawa ON K2P 2G3 


Kanata ON K2L 4C2 

Ottawa ON K1G2H5 

Ottawa ON K2P 2G3 
Former Township of March 
Ottawa ON K2P 2G3 

Ottawa ON K1G2H5 

ON 

ON 


Ontario Realty Corporation 21 Goulbourn Forced Rd Kanata 

Ottawa ON 


QUEENSWAY WEST ANIMAL 
HOSPITAL 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 


ON 

3-60 COLCHESTER SQUARE 
KANATA ON K2K2Z9 

3-60 Colchester Square 
Kanata ON K2K 2Z9 


ENE/59.3 

ENE/59.3 

WSW/59.3 

ENE/60.3 

SW/60.3 

SW/61.6 

ENE/61.7 

ENE/63.3 

ENE/64.4 

ENE/65.9 

WSW/67.0 

WSW/67.0 

SW/68.0 

SW/68.2 

SW/68.2 

SW/68.2 

SW/68.2 

SW/68.2 

SW/68.2 

SW/69.0 

NE/70.2 

SW/70.4 

NE/71.7 

NNE/71.9 

NNE/71.9 


-26.99 

-26.99 

3.26 

-14.13 


5.01 

-26.99 

-11.94 

-25.99 

-26.99 

2.01 

2.01 

4.01 


4.87 


-4.02 


5.01 

-4.02 


-3.99 


-3.99 


Page 

Number 

109 

110 
110 
110 

111 

114 

117 

117 

118 

118 

118 

119 

121 

121 

122 

122 

122 

122 

123 

123 

123 

124 

124 

125 
125 
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78 

78 

78 

78 

78 

79 

80 

81 

82 

82 

82 

83 

84 

84 

84 

84 

84 

84 

84 

84 

84 

85 

86 

87 

88 


DB Company/Site Name 


Address 


Dir/Dist (m) Elev Diff Page 

(m) Number 


GEN 

GEN 

GEN 

GEN 

GEN 

BORE 

GEN 

WWIS 

EASR 

EASR 

ECA 

EHS 

CA 

CA 

EASR 

EASR 

ECA 

EHS 

EHS 

GEN 

NPRI 


QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL 
CORPOR 


3-60 Colchester Square 
Kanata ON K2K 2Z9 

3-60 Colchester Square 
Kanata ON K2K 2Z9 

3-60 Colchester Square 
Kanata ON K2K 2Z9 

3-60 Colchester Square 
Kanata ON K2K 2Z9 

3-60 Colchester Square 
Kanata ON 


ICI Canada Inc 


INNVEST MASTER 
PROPERTIES VIII LP 
INNVEST MASTER 
PROPERTIES VIII LP 
Kanata CHL Inc. 


Kanata CHL Inc. 

Kanata CHL Inc. 

INNVEST MASTER 
PROPERTIES VIII LP 
INNVEST MASTER 
PROPERTIES VIII LP 
Kanata CHL Inc. 


innvest hotels gp viii 


ON 

145 Rolland Mitchner 
Kanata ON K2T1G7 

lot 2 con 3 
ON 

101 KANATA AVE 
KANATA ON K2T1E6 
101 KANATA AVE 
KANATA ON K2T1E6 

101 Kanata Avenue 
Ottawa ON L4W 4T9 

Part of lot 28 cone. 12 
Goulbourn ON 

101 Kanata Avenue 

Ottawa ON 

10 Lord Byng Way 

Ottawa ON 

101 KANATA KANATA 

ON 

101 KANATA KANATA 
ON 

10 Lord Byng Way 
Ottawa ON L4W 4T9 
10 Lord Byng Way 
Kanata ON 

101 Kanata Avenue 
Kanata ON K2T1E6 

101 Kanata Ave. 
Ottawa ON 


INNVEST HOTELS GP VIII LTD. 101 Kanata Avenue 
Ottawa ON K2T1E6 


BORE 


ON 


BORE 


ON 


BORE 

CA City of Ottawa 


ON 

195 Roland Michener Drive 
Ottawa ON 


NNE/71.9 -3.99 125 

NNE/71.9 -3.99 126 

NNE/71.9 -3.99 126 

NNE/71.9 -3.99 126 

NNE/71.9 -3.99 127 

ENE/72.9 -26.99 127 

WSW/72.9 4.85 127 

N E/74.2 -4.99 128 

SW/74.8 5.09 130 

SW/74.8 5.09 130 

SW/74.8 5.09 131 

SSW/76.7 7.01 131 

SW/79.5 5.09 131 

SW/79.5 5.09 131 

SW/79.5 5.09 132 

SW/79.5 5.09 132 

SW/79.5 5.09 132 

SW/79.5 5.09 132 

SW/79.5 5.09 133 

SW/79.5 5.09 133 

SW/79.5 5.09 133 

SW/79.9 0.01 134 

ENE/80.1 -19.99 135 

NE/81.1 -4.02 135 

SW/81.5 6.40 136 
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Map 

Key 

88 

89 

90 

91 

92 

93 

94 

95 

96 

97 

98 

99 

99 

100 

101 

102 

103 

104 

105 

106 

107 

108 

108 

109 

110 

111 

■B 


DB Company/Site Name Address 


ECA 

BORE 

SPL 

ECA 

EHS 

BORE 

BORE 

BORE 

EHS 

WWIS 

BORE 

BORE 

WWIS 

BORE 

WWIS 

BORE 

EHS 

BORE 

EHS 

WWIS 

BORE 

BORE 

WWIS 

BORE 

SPL 

BORE 


City of Ottawa 195 Roland Michener Drive 

Ottawa ON K2G 6J8 


ON 

unknown<UNOFFICIAL> 937 Teron Rd. Kanata 

Ottawa ON 

Minto Communities Inc. 

Ottawa ON K1P0B6 
1250 Maritme Way 
Ottawa ON 


ON 


ON 


ON 

North & South of Palladium Dr 
West Carleton Twp / Kanata ON 
lot 2 con 3 
ON 


ON 


ON 

lot 10 con 1 
ON 


ON 

lot 10 con 2 
ON 


ON 

Didsbury Rd 
Kanata ON 


ON 

100 Didsbury Rd 
Ottawa ON K2T0C2 

KANATA ON 

ON 

ON 

lot 28 con 11 
ON 

ON 

Enbridge Gas Distribution Inc. 285 Didsbury Road 
Ottawa ON 

ON 


Dir/Dist (m) Elev C 

(m) 

SW/81.5 6.40 

ENE/85.3 -25.99 

NNE/86.5 -4.99 

WSW/86.9 -1.08 

WSW/88.4 4.09 

S/89.5 -0.99 

SSW/90.1 -0.96 

SSW/94.6 -0.99 

SW/94.8 5.01 

N E/95.0 -4.99 

SW/95.5 0.01 

ENE/97.5 -26.99 

ENE/97.5 -26.99 

ENE/98.3 -25.99 

ENE/98.3 -25.99 

SW/100.6 0.29 

SW/101.0 5.01 

SW/101.9 1.01 

WSW/102.0 3.26 

SW/102.1 4.86 

SW/102.5 7.97 

SSW/103.4 5.31 

SSW/103.4 5.31 

SW/105.3 4.01 

SW/105.8 1.01 

SW/106.2 2.09 


Page 

Number 

136 

136 

137 
137 
137 

137 

138 

138 

139 
139 

141 

142 

142 

144 

145 

147 

147 

148 
148 
148 
151 

151 

152 
154 

154 

155 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 





Map 

Key 

112 

113 

114 

115 

116 

117 

118 

119 

120 

121 

121 

122 

122 

123 

124 

125 

126 

127 

128 

129 

130 

131 

132 

133 

133 

134 

m 


DB Company/Site Name 

BORE 

MNR SECTION OT-3 

BORE 

SPL Darren Mosley<UNOFFICIAL> 

EASR MATTAMY (FAIRWINDS) 

LIMITED 

BORE 

BORE 

BORE 

BORE 

BORE 

WWIS 

WWIS 

WWIS 

BORE 

BORE 

EHS 

CA PALLADIUM CORPORATION 

INC 

EHS 

WWIS 

BORE 

EHS 

BORE 

INC 

SPL Enbridge<UNOFFICIAL> 

EHS 


Address 


ON 

ON 

ON 

Castlefrank and Highway 417 
Ottawa ON 

ON 

ON 

ON 

ON 

ON 

ON 

lot 3 con 1 
ON 

Ottawa ON 
Ottawa ON 
ON 
ON 

2499 Palladium Drive 
Ottawa ON 

PALLADIUM DR./CYCLONE TAYLOR 
KANATA CITY ON 
54 GRAY CRESCENT, OTTAWA 
ON 

285 Didsbury Road 
Ottawa ON K2T0G5 

lot 26 con 12 
STITTSVILLE ON 

ON 

1000 Palladium Drive 
Ottawa ON 

ON 

17 KETTLEBY STREET, KANATA 
ON 

17 Kettleby Street, Kanata 
Ottawa ON 

160 Hearst Way 
Ottawa ON 


Dir/Dist (m) Elev Diff Page 


(m) Number 

SW/106.8 0.01 155 

ENE/107.7 6.65 156 

WSW/108.4 4.04 156 

SW/109.2 4.01 156 

SSW/110.0 4.01 157 

ESE/111.0 -1.96 157 

ENE/111.1 -2.94 157 

ENE/111.7 -3.30 158 

WSW/113.2 3.01 158 

WSW/114.4 2.01 159 

WSW/114.4 2.01 159 

SW/114.6 1.01 162 

SW/114.6 1.01 165 

WSW/115.7 2.70 168 

ENE/116.0 -25.99 168 

WSW/116.4 2.09 169 

SW/116.5 3.01 16 

WSW/118.4 1.01 169 

SW/119.3 0.01 170 

SSW/120.6 8.01 170 

SSW/122.6 4.01 172 

SW/123.2 5.04 173 

WSW/124.7 3.01 173 

NW/124.7 -0.99 173 

NW/124.7 -0.99 174 

S/127.1 -2.04 175 
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Map 

Key 

134 

135 

136 

136 

137 

137 

138 

138 

138 

138 

139 

140 

141 

142 

143 

144 

145 

146 

147 

148 

149 

150 

150 

151 

151 

151 

■ 


DB 

Company/Site Name 

Address 

Dir/Dist (m) 

Elev Diff 

(m) 

Page 

Number 

EHS 


160 Hearst Way 

Ottawa ON K2L3A2 

S/127.1 

-2.04 

175 

CA 

R.M. OF OTTAWA-CARLETON 

EAGLESON RD./MARCH RD./TIMM DR 
NEPEAN CITY ON 

ENE/127.4 

-2.99 

17 

CA 

Innvest Hotels GP Ltd. 

222 Hearst Way, Kanata 

Ottawa ON 

SSW/128.7 

-0.99 

175 

EHS 


222 Hearst Way 

Kanata ON K2L 3A2 

SSW/128.7 

-0.99 

176 

BORE 


ON 

SW/128.8 

6.16 

176 

WWIS 


lot 2 con 1 

ON 

SW/128.8 

6.16 

176 

GEN 

Marathon Drilling Co. Ltd. 

Hwy 417 at Eagleson Rd. 

Ottawa ON 

ENE/129.0 

-2.94 

179 

SPL 

City of Ottawa 

Eagleson Road southbound at Hwy 417 
Ottawa ON 

ENE/129.0 

-2.94 

179 

SPL 

Thomas Cavanagh Construction 
Limited 

near 417 at Eagleson Road 

Ottawa ON 

ENE/129.0 

-2.94 

180 

SPL 

BORE 

Cavanagh Construction 
<UNOFFICIAL> 

Hwy 417 at Eagleson, NWS ramp, March 
Twp 

Ottawa ON 

ON 

ENE/129.0 

SW/131.7 

-2.94 

4.01 

180 

180 

BORE 


ON 

SW/131.9 

2.85 

181 

BORE 


ON 

ENE/132.1 

-3.42 

181 

SPL 

Hydro Ottawa Limited 

255 Kanata Ave 

Ottawa ON K2T1K5 

WSW/132.8 

4.04 

182 

EHS 


NE of Kanata Ave & Maritime Way 

Ottawa (Kanata) ON 

WSW/133.6 

3.92 

182 

CA 

Ultramar Ltd. 

225 Huntmar Dr 

Ottawa ONK2S1B9 

SW/134.7 

6.70 

182 

BORE 


ON 

ENE/134.8 

-4.19 

183 

WWIS 


lot 2 con 1 

KANATA ON 

SW/136.7 

6.01 

183 

EHS 


Iber & Hazeldean 

Stittsville ON 

SSW/137.5 

7.01 

185 

BORE 


ON 

E/138.2 

-3.30 

186 

BORE 


ON 

ENE/138.7 

-3.99 

186 

EHS 


170 McGibbon Drive 

Ottawa (formerly Kanata) ON K2L 4H5 

SW/138.9 

6.95 

186 

EHS 


170 McGibbon Drive 

Ottawa ON 

SW/138.9 

6.95 

187 

ECA 

Riotrin Properties (Hazeldean) 

Inc. 

Ottawa ON M8V 3Y3 

SSW/140.6 

5.01 

187 

ECA 

City of Ottawa 

Ottawa ON K2G 6J8 

SSW/140.6 

5.01 

187 

ECA 

Riotrin Properties (Hazeldean) 

Inc. 

Ottawa ON K2P 0R6 

SSW/140.6 

5.01 

187 
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Map 

Key 

151 

151 

151 

151 

151 

152 

152 

152 

152 

152 

153 

154 

155 

156 

157 

157 

157 

157 

157 

157 

157 

157 

158 

158 

159 


Dir/Dist (m) 


DB Company/Site Name 

ECA City of Ottawa 

ECA Riotrin Properties (Hazeldean) 

Inc. 

ECA City of Ottawa 

ECA Riotrin Properties (Hazeldean) 

Inc. 

ECA Riotrin Properties (Hazeldean) 

Inc. 

ECA Ultramar Ltd. 

FST CST CANADA CO 

FST CST CANADA CO 

FST CST CANADA CO 

FST CST CANADA CO 

BORE 

WWIS 

BORE 

BORE 

EHS 

GEN Corel Center 

GEN Capital Sports Properties Inc. 

GEN Capital Sports Properties Inc. 

GEN Capital Sports Properties Inc. 

GEN Capital Sports Properties Inc. 

SPL Palladium Enterprises 

Entertainment 
Ltd.<UNOFFICIAL> 

SPL 

AMIS TILLSON, T.W. 

MNR TILLSON, T.W. 

ECA Innvest Hotels GP Ltd. 


Address 


Hazeldean Road & Carp Road 
Ottawa ON KIP 1J1 


Ottawa ON K2P 0R6 
Hazeldean Road & Carp Road 
Ottawa ON KIP 1J1 

Parts 1,4,5 and 7, 4R-19015 and part of 
Part 1,4R-15667, Former Geographic 
Township of Goulbourn, West of Carp 
River, North of Hazeldean Road 
Ottawa ON K2P 0R6 

Ottawa ON K2P 0R6 
225 Huntmar Dr 
Ottawa ON H3A 3L3 
225 HUNTMAR DR 
OTTAWA ON K2S 1B9 
225 HUNTMAR DR 
OTTAWA ON K2S 1B9 

225 HUNTMAR DR 
OTTAWA ON K2S 1B9 

225 HUNTMAR DR 
OTTAWA ON K2S 1B9 


ON 

lot 28 con 12 
ON 


ON 


ON 

1000 Palladium Drive 
Kanata ON K2V 1A4 

1000 Paladium Drive Box 107 
Kanata ON K2V 1A5 

1000 Palladium Drive Scotiabank Place 
Kanata ON K2V 1A5 

1000 Palladium Drive Scotiabank Place 
Kanata ON 

1000 Palladium Drive Scotiabank Place 
Kanata ON 

1000 Palladium Drive Scotiabank Place 
Kanata ON 

1000 Palladium Drive 1000 PALLADIUM 
DRIVE<UNOFFICIAL> 

Ottawa ON 
1000 Palladium Dr 
Ottawa ON K2V 1A5 


NEPEAN ON 


ON 

222 Hearst Way, Kanata 
Ottawa ON L4W 4T9 


Elev Diff Page 


(m) Number 

SSW/140.6 5.01 188 

SSW/140.6 5.01 188 

SSW/140.6 5.01 188 

SSW/140.6 5.01 188 

SSW/140.6 5.01 189 

SW/140.9 6.70 189 

SW/140.9 6.70 189 

SW/140.9 6.70 189 

SW/140.9 6.70 190 

SW/140.9 6.70 190 

SW/141.0 0.01 190 

SSW/141.2 5.01 191 

SW/142.9 4.01 195 

ENE/143.0 -3.08 195 

SW/143.7 4.31 196 

SW/143.7 4.31 196 

SW/143.7 4.31 196 

SW/143.7 4.31 196 

SW/143.7 4.31 197 

SW/143.7 4.31 197 

SW/143.7 4.31 197 

SW/143.7 4.31 198 

ENE/144.0 3.62 198 

ENE/144.0 3.62 199 

SSW/144.0 -0.99 199 
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Map 

Key 

160 

160 

161 

162 

162 

162 

162 

162 

163 

164 

165 

166 

167 

168 

168 

168 

168 

168 

168 

168 

168 

168 

168 

168 

168 

■ 


Dir/Dist (m) 


DB Company/Site Name 


Address 


Elev 

(m) 


BORE 

WWIS 

BORE 

GEN 

GEN 

GEN 

GEN 

SPL 

WWIS 

ECA 

BORE 

EHS 

BORE 

EHS 

GEN 

GEN 

GEN 

GEN 

GEN 

SCT 

SCT 

SCT 

SCT 

SCT 

SCT 


Capital Sports Properties Inc. 
Cirque du Soleil, Inc. 

Capital Sports Properties Inc. 
Cirque du Soleil, Inc. 

City of Ottawa 


BOEING CANADA 

We Care Health Services LP 

We Care Health Services LP 

We Care Health Services LP 

BOEING CANADA (OUT OF 
BUS) 06-318 

LST LOGIC CORPORATION OF 
CDA 

ARBELL INC 
Arbell Inc. 

LSI Logic Corporation of Canada 
Inc. 

LSI Logic Corporation of Cda 
VisionSphere Technologies Inc. 


ON 

lot 2 con 3 
ON 


ON 

1000 Palladium Drive Scotiabank Place 
Kanata ON K2V 1A5 
1000 Palladium Drive 
Ottawa ON K2V 1A5 

1000 Palladium Drive Scotiabank Place 
Kanata ON K2V 1A5 

1000 Palladium Drive 
Ottawa ON 
1000 Palladium Drive 
Ottawa ON 
lot 28 con 12 
ON 

70 Aird PI Kanata Leisure Centre 
Ottawa ON KIP 1J1 


ON 

225 Huntmar Dr 
Ottawa ON K2S1B9 


ON 

260 HEARST WAY 
OTTAWA ON 

ARNPRIOR DIV. PUBS DIV. 300-260 

HEART WAY 

KANATA ON K2L3H1 

260 Hearst Way, Unit 

Kanata ON K2L 3H1 

260 Hearst Way, Unit 
Kanata ON K2L 3H1 

260 Hearst Way, Unit 

Kanata ON K2L 3H1 

ARNPRIOR DIV. PUBS DIV. 300-260 

HEART WAY 

KANATA ON K2L3H1 

400-260 HEARST WAY 

KANATA ON K2L3H1 

260 HEARST WAY UNIT 237 
KANATA ON K2L3H1 

260 Hearst Way Unit 208 
Kanata ON K2L 3H1 

260 Hearst Way Suite 400 
Kanata ON K2L 3H1 

260 Hearst Way Suite 400 
Kanata ON K2L 3H1 

260 Hearst Way Suite 311 
Ottawa ON K2L3H1 


ENE/144.6 

ENE/144.6 

SW/144.9 

SW/146.0 

SW/146.0 

SW/146.0 

SW/146.0 

SW/146.0 

SSW/146.0 

SW/146.0 

ENE/146.2 

SW/147.0 

SW/150.4 

SSW/150.7 

SSW/150.7 

SSW/150.7 

SSW/150.7 

SSW/150.7 

SSW/150.7 

SSW/150.7 

SSW/150.7 

SSW/150.7 

SSW/150.7 

SSW/150.7 

SSW/150.7 


-3.97 

-3.97 

3.31 

4.31 
4.31 
4.31 
4.31 
4.31 
4.01 
2.29 
1.04 

6.70 

4.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 


Page 

Number 

199 

200 
202 
202 
203 
203 

203 

204 
204 
206 
206 
207 
207 

207 

208 

208 

208 

209 

209 

20 

20 

210 
210 
210 
210 
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Map 

Key 

168 

168 

169 

170 

171 

172 

173 

173 

173 

173 

173 

173 

174 

174 

174 

174 

174 

174 

174 

175 

176 

177 

177 

177 

178 

179 


DB Company/Site Name 

SCT MC Countermeasures Inc. 

SCT ARBELL INC. 

BORE 

BORE 

BORE 

BORE 

EXP M ROUFAEL INC SUNOCO GAS 

STN 

FST SUNCOR ENERGY PRODUCTS 

PARTNERSHIP 

FST SUNCOR ENERGY PRODUCTS 

PARTNERSHIP 

FST SUNCOR ENERGY PRODUCTS 

PARTNERSHIP 

FST SUNCOR ENERGY PRODUCTS 

PARTNERSHIP 

FSTH M ROUFAEL INC SUNOCO GAS 

STN 

GEN Dr Claudia Courchesne DPC 

GEN We Care Health Services LP 

GEN We Care Health Services LP 

GEN We Care Health Services LP 

GEN We Care Health Services LP 

GEN Dr Claudia Courchesne DPC 

GEN We Care Health Services LP 

BORE 

CA URBANDALE CORPORATION 

GEN AMC Entertainment International, 

Inc. 

GEN AMC Entertainment International, 

Inc. 

GEN AMC Entertainment International, 

Inc. 

WWIS 

PINC 


Address 


260 Hearst Way Suite 207 
Kanata ON K2L 3H1 

237-260 Hearst Way 
Kanata ON K2L 3H1 


ON 


ON 


ON 


ON 

570 TERRY FOX DR 
KANATA ON K2T1L2 

570 TERRY FOX DR 
KANATA ON K2T1L2 

570 TERRY FOX DR 

KANATA ON K2T1L2 

570 TERRY FOX DR 

KANATA ON K2T1L2 

570 TERRY FOX DR 

KANATA ON K2T1L2 

570 TERRY FOX DR PART OF LOT 2 

CON 2 

KANATA ON K2T1L2 
201-260 Hearst Way 
Kanata ON K2L 3H1 

260 Hearst Way, Unit 
Kanata ON K2L 3H1 

260 Hearst Way, Unit 
Kanata ON K2L 3H1 

260 Hearst Way, Unit 
Kanata ON K2L 3H1 

260 Hearst Way, Unit 
Kanata ON K2L 3H1 

201-260 Hearst Way 
Kanata ON K2L 3H1 

260 Hearst Way, Unit 
Kanata ON 


ON 

EDENVALE DR./COLCHESTER SQUARE 
KANATA CITY ON 

801 Kanata Ave 
Kanata ON K2T1E7 

801 Kanata Ave 
Kanata ON K2T 1E7 

801 Kanata Ave 
Kanata ON K2T 1E7 

lot 2 con 1 
ON 

1175 Martime Way, Ottawa 
ON 


Dir/Dist (m) Elev Diff Page 


(m) Number 

SSW/150.7 0.01 211 

SSW/150.7 0.01 2111 

ENE/151.0 -2.99 211 

SW/151.7 8.98 212 

EN E/154.5 -26.99 212 

WSW/155.1 2.97 213 

WSW/155.1 2.98 213 

WSW/155.1 2.98 214 

WSW/155.1 2.98 214 

WSW/155.1 2.98 214 

WSW/155.1 2.98 214 

WSW/155.1 2.98 215 

SSW/155.3 0.01 215 

SSW/155.3 0.01 216 

SSW/155.3 0.01 216 

SSW/155.3 0.01 216 

SSW/155.3 0.01 217 

SSW/155.3 0.01 217 

SSW/155.3 0.01 217 

EN E/155.3 -26.99 217 

N/156.9 -2.79 21 

SW/157.2 4.01 218 

SW/157.2 4.01 219 

SW/157.2 4.01 219 

SW/162.5 6.01 219 

WSW/162.8 3.94 223 
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Map 

Key 

180 

181 

181 

182 

182 

183 

184 

185 

186 

186 

186 

186 

187 

188 

188 

188 

188 

188 

188 

189 

190 

191 

192 

193 

194 

■ 


Dir/Dist (m) 


DB Company/Site Name 

SPL 

SPL Schooner 

T ransport<UNOFFICIAL> 

SPL Schooner<UNOFFICIAL> 

CA PENEX KANATA LIMITED 

CA PENEX KANATA LIMITED 

BORE 
BORE 

SPL Kevin Crazier Fuels 

Ltd<UNOFFICIAL> 

GEN Michaels Stores, Inc. 

GEN Michaels Stores, Inc. 

GEN Michaels Stores, Inc. 

GEN Michaels Stores, Inc. 

EHS 

GEN United Malwood Merchants Inc. 

GEN United Malwood Merchants Inc. 

GEN United Malwood Merchants Inc. 

GEN United Malwood Merchants Inc. 

GEN United Malwood Merchants Inc. 

PES CANADIAN TIRE ASSOC. 

STORE #457/UNITED 
MALWOOD MERC. 

GEN Michaels Stores, Inc. 

BORE 

BORE 

BORE 

BORE 

BORE 


Address 


1175 Maritine Way in Kanata 
Ottawa ON 

Highway 417E at March Road, Kanata 
Ottawa ON 

Highway 417 Eastbound at March 
Road/Eagleson Road 
Ottawa ON 

EARL GREY DR/ROLAND MICHENER 
KANATA CITY ON 

EARL GREY DR/ROLAND MICHENER 
KANATA CITY ON 


ON 


ON 

HWY 417 AT EAGLESON 
RD<UNOFFICIAL> 
Ottawa ON 
5617 Hazeldean Rd 
Ottawa ON K2S 0P5 

5617 Hazeldean Rd 
Ottawa ON K2S 0P5 
5617 Hazeldean Rd 
Ottawa ON K2S 0P5 
5617 Hazeldean Rd 
Ottawa ON K2S 0P5 
1251 Maritime Way 
Ottawa ON K2K0J6 
8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 

8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 

8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 
8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 
8181 CAMPEAU DRIVE 
KANATA ON 

8181 CAMPEAU DR 
KANATA ON K2T1B7 

5617 Hazeldean Rd 
Ottawa ON 


ON 


ON 


ON 


ON 


ON 


Elev Diff Page 


(m) Number 

WSW/166.2 4.02 223 

ENE/166.9 -2.68 223 

ENE/166.9 -2.68 224 

WSW/167.1 2.92 22 

WSW/167.1 2.92 22 

SSW/168.8 3.01 225 

SW/169.1 7.01 225 

ENE/171.1 -2.14 225 

SSW/174.8 5.04 226 

SSW/174.8 5.04 226 

SSW/174.8 5.04 227 

SSW/174.8 5.04 228 

WSW/175.1 1.82 228 

WSW/175.6 2.01 229 

WSW/175.6 2.01 230 

WSW/175.6 2.01 231 

WSW/175.6 2.01 232 

WSW/175.6 2.01 233 

WSW/175.6 2.01 234 

SSW/176.6 4.01 234 

ENE/177.0 -3.12 235 

WSW/177.6 1.01 235 

ENE/178.7 -3.02 236 

WSW/179.4 3.01 236 

ENE/180.9 -2.08 237 
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Map 

Key 

195 

195 

195 

195 

195 

195 

195 

195 

195 

195 

195 

195 

195 

196 

197 

198 

199 

200 

201 

202 

203 

204 

205 

205 

205 

206 

■ 


Company/Site Name 


GEN 

GEN 

GEN 

GEN 

GEN 

GEN 

GEN 

SCT 

SCT 

SCT 

SCT 

SCT 

SCT 

BORE 

BORE 

EHS 

BORE 

BORE 


Trillium Photonics Inc. 


Spirent Communications 
Rohde & Schwarz Canada Inc. 
Trigence Corp. 

Vocantas Inc. 

AppZero Corp. 


ECA 

SCT 

PES 


Royal Canadian Legion 
Royal Canadian Legion 
Legion Magazine 
ESSEN SERVICES 


ON 

North side of Hazeldean Road west of the 

Carp River 

Ottawa ON 

86 Aird Place, Kanata 

Ottawa ON 


Dir/Dist (m) 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

SW/183.0 

ENE/183.0 

ENE/183.2 

WSW/183.3 

SW/183.4 

ENE/185.3 

ENE/185.5 

WSW/185.5 

SW/185.7 

SSW/185.9 

SW/187.0 

SW/187.0 

SW/187.0 

WNW/187.3 


ElevD 

(m) 

3.01 

3.01 

3.01 

3.01 

3.01 

3.01 

3.01 

3.01 

3.01 

3.01 

3.01 

3.01 

3.01 

-2.68 

-4.04 

4.05 
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Map 

Key 

207 

208 

209 

210 

210 

210 

210 

210 

210 

210 

210 

210 

210 

211 

211 

211 

211 

211 

211 

211 

211 

211 

211 

211 


DB Company/Site Name 


Address 


Dir/Dist (m) 


Elev 

(m) 


BORE 

EASR 

BORE 

EHS 

GEN 

GEN 

GEN 

GEN 

GEN 

GEN 

PES 

PES 

PES 

EHS 

EXP 

EXP 

EXP 

EXP 

FSTH 

FSTH 

GEN 

GEN 

GEN 

GEN 


OTTAWA GREENBELT 
CONSTRUCTION COMPANY 
LIMITED 


CANADIAN TIRE 


Canadian Tire #457 


United Malwood Merchants Inc. 


United Malwood Merchants Inc. 


United Malwood Merchants Inc. 


United Malwood Merchants Inc. 


CANADIAN TIRE ASSOC. 
STORE #457/UNITED 
MALWOOD MERC. 
CANADIAN TIRE ASSOC. 
STORE #457/UNITED 
MALWOOD MERC. 
CANADIAN TIRE ASSOC. 
STORE #457/UNITED 
MALWOOD MERC. 


REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : 
MARC LEVESQUE 
REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : 
MARC LEVESQUE 
REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : 
MARC LEVESQUE 
REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : 
MARC LEVESQUE 
REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : 
MARC LEVESQUE 
REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : 
MARC LEVESQUE 
OTTAWA-CARLETON, REG. 
MUN. OF 


ON 


ON 

8181 Campeau Drive 
n/aON K2T1B7 

8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 

8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 
8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 
8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 

8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 

8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 

8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 

8181 CAMPEAU DR 
KANATA ONK2T1B7 

8181 CAMPEAU DR 
KANATA ONK2T1B7 

1635-1655 Maple Grove Road 
Ottawa ON 

1655 MAPLE GROVE RD 
KANATA ON K2V1B7 

1655 MAPLE GROVE RD 
KANATA ON K2V1B7 

1655 MAPLE GROVE RD 
KANATA ON 

1655 MAPLE GROVE RD 
KANATA ON 

1655 MAPLE GROVE RD 
KANATA ON K2V 1B7 

1655 MAPLE GROVE RD 
KANATA ON K2V1B7 

1655 MAPLE GROVE 
KANATA ON K2V1B7 


OTTAWA-CALRLETON, REG. 
MUN. OF 29-602 

OTTAWA-CARLTON, 
REGIONAL MUNICIPALITY OF 


1655 MAPLE GROVE, KANATA C/0111 
LISGAR ST., CARTIER SQUARE 
OTTAWA ON K2V1B7 
1655 MAPLE GROVE 
KANATA ON K2V 1B7 


OTTAWA-CARLTON, 1655 MAPLE GROVE ROAD 

REGIONAL MUNICIPALITY OF KANATA ON K2V 1B7 


ENE/189.2 

NNE/189.8 

SW/190.4 

WSW/190.5 

WSW/190.5 

WSW/190.5 

WSW/190.5 

WSW/190.5 

WSW/190.5 

WSW/190.5 

WSW/190.5 

WSW/190.5 

WSW/190.5 

SW/192.9 

SW/192.9 

SW/192.9 

SW/192.9 

SW/192.9 

SW/192.9 

SW/192.9 

SW/192.9 

SW/192.9 

SW/192.9 

SW/192.9 


-1.99 

-4.30 

6.01 

1.70 

1.70 

1.70 

1.70 

1.70 

1.70 

1.70 

1.70 

1.70 

1.70 

4.01 

4.01 

4.01 

4.01 

4.01 

4.01 

4.01 

4.01 

4.01 

4.01 

4.01 


Page 

Number 

246 

247 

247 

248 
248 

248 

249 

250 

251 

252 

253 

253 

254 

254 

254 

255 

255 

255 

255 

256 

256 

257 

257 

257 
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Map 

Key 

211 

211 

211 

211 

211 

211 

211 

211 

211 

211 

212 

213 

213 

213 

213 

213 

213 

214 

215 

216 

216 

216 

216 

216 

216 

216 

■ 


DB 

Company/Site Name 

Address 

Dir/Dist (m) 

Elev Diff 

(m) 

Page 

Number 

GEN 

OTTAWA-(SEE & USE 
ON0136225)ICIPALITY OF 

1655 MAPLE GROVE ROAD 
KANATAON K2V1B7 

SW/192.9 

4.01 

258 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON 

SW/192.9 

4.01 

259 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON K2V 1B7 

SW/192.9 

4.01 

260 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 
KANATAON K2V1B7 

SW/192.9 

4.01 

261 

GEN 

City ofOttwa 

1655 Maple Grove Rd 

Ottawa ON K2V 1B7 

SW/192.9 

4.01 

261 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 
KANATAON K2V1B7 

SW/192.9 

4.01 

262 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON K2V 1B7 

SW/192.9 

4.01 

262 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON 

SW/192.9 

4.01 

263 

NPRI 

CITY OF OTTAWA 

1655 Maple Grove Road 

Ottawa ON K2V1B7 

SW/192.9 

4.01 

264 

PRT 

EHS 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : 

DO 

1655 MAPLE GROVE RD 

KANATA ON K2V 1B7 

Part of Lot 28, Cone 12 

Goulbourn (Ottawa-Carlton) ON 

SW/192.9 

SSW/194.8 

4.01 

5.01 

26 

267 

GEN 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON 

SSW/195.2 

7.01 

267 

GEN 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON 

SSW/195.2 

7.01 

267 

GEN 

Hazeldean Animal Hospital 
Professional Corporation 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

SSW/195.2 

7.01 

267 

GEN 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

SSW/195.2 

7.01 

268 

GEN 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

SSW/195.2 

7.01 

268 

GEN 

Hazeldean Animal Hospital 
Professional Corporation 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

SSW/195.2 

7.01 

268 

BORE 


ON 

ENE/195.4 

-27.84 

269 

BORE 


ON 

SW/196.4 

10.58 

269 

EXP 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON 

1655 MAPLE GROVE RD 

KANATA ON K2V 1B7 

SW/196.8 

3.21 

270 

EXP 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON 

1655 MAPLE GROVE RD 

KANATAON K2V1B7 

SW/196.8 

3.21 

270 

FST 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON 

1655 MAPLE GROVE RD 

KANATA ON K2V 1B7 

SW/196.8 

3.21 

270 

FST 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON 

1655 MAPLE GROVE RD 

KANATAON K2V1B7 

SW/196.8 

3.21 

270 

FST 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON 

1655 MAPLE GROVE RD 

KANATAON K2V1B7 

SW/196.8 

3.21 

271 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON K2V 1B7 

SW/196.8 

3.21 

271 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 
KANATAON K2V1B7 

SW/196.8 

3.21 

272 
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Map 

Key 

216 

216 

216 

216 

216 

217 

217 

217 

217 

217 

218 

219 

220 

221 

222 

222 

222 

222 

223 

224 

225 

226 

227 

228 

229 

230 


DB 

Company/Site Name 

Address 

Dir/Dist (m) 

Elev Diff 

(m) 

Page 

Number 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 
KANATAON K2V1B7 

SW/196.8 

3.21 

273 

GEN 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 
KANATA ON K2V 1B7 

SW/196.8 

3.21 

274 

GEN 

OTTAWA, CITY OF 

1655 MAPLE ROAD 

KANATA ON K2V 1B7 

SW/196.8 

3.21 

275 

GEN 

City of Ottawa 

1655 Maplegrove Road 

Kanata ON K2V 1B7 

SW/196.8 

3.21 

276 

SPL 

City of Ottawa 

1655 Maplegrove Ave 

Ottawa ON 

SW/196.8 

3.21 

277 

WWIS 


lot 1 con 1 

ON 

SW/199.9 

4.01 

277 

WWIS 


lot 1 con 1 

ON 

SW/199.9 

4.01 

280 

WWIS 


lot 1 con 1 

ON 

SW/199.9 

4.01 

283 

WWIS 


lot 1 con 1 

ON 

SW/199.9 

4.01 

287 

WWIS 


lot 1 con 1 

ON 

SW/199.9 

4.01 

290 

BORE 


ON 

EN E/200.1 

0.01 

293 

BORE 


ON 

SW/200.2 

9.98 

294 

BORE 


ON 

SSW/200.4 

3.01 

294 

BORE 


ON 

E/200.8 

-3.99 

295 

ECA 

Nortel Networks Corporation 

Kanata ON K2G 5J9 

SW/202.2 

4.01 

295 

ECA 

Nortel Networks Optical 
Components Corporation 

Kanata ON K2V1C2 

SW/202.2 

4.01 

295 

ECA 

Nortel Networks Corporation 

Kanata ON K2G 5J9 

SW/202.2 

4.01 

296 

ECA 

Mattamy (Fairwinds West) 

Limited 

Ottawa ON K2K 2M5 

SW/202.2 

4.01 

296 

BORE 


ON 

SW/202.7 

4.01 

296 

BORE 


ON 

ENE/203.1 

-1.99 

296 

BORE 


ON 

SW/203.4 

10.70 

297 

BORE 


ON 

SW/204.2 

4.01 

297 

BORE 


ON 

SW/204.7 

7.01 

298 

SCT 

Brian Strevens Communications 

259 Helm Cir 

Stittsville ON K2S 0G2 

SSW/205.5 

5.70 

298 

EHS 


325 Didsbury Rd 

Kanata ON K2T1C4 

WSW/206.6 

0.31 

299 

GEN 

CITY OF OTTAWA POLICE 
SERVICES 

211 HUNTMAR DRIVE 

KANATA ON 

SW/209.5 

7.01 

299 
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Map 

Key 

231 

231 

232 

233 

234 

235 

236 

237 

237 

237 

237 

238 

239 

240 

241 

242 

242 

243 

244 

245 

246 

247 

247 

248 

249 

250 


Company/Site Name 


Address 


Dir/Dist (m) 


DB 

BORE 

CA SUNOCO INC., 

GASBAR/CARWASH 

BORE 

BORE 

HINC 

BORE 

BORE 

GEN CITY OF OTTAWA POLICE 

SERVICES 

GEN CITY OF OTTAWA POLICE 

SERVICES 

GEN CITY OF OTTAWA POLICE 

SERVICES 

GEN CITY OF OTTAWA POLICE 

SERVICES 

EHS 

BORE 

SPL 

BORE 

CA URBANDALE CORPORATION 

CA URBANDALE CORPORATION 

EHS 
BORE 

SPL Drain-All Ltd. 

BORE 

EHS 

GEN M. Sullivan and Sons Limited 

BORE 

BORE 

BORE 


ON 

TERRY FOX DR./GOULBOURN RD,SWM 
KANATA CITY ON 


ON 


ON 

162 HARMATTAN AVENUE 
STITTSVILLE ON K2S 0G3 


ON 


ON 

211 HUNTMAR DRIVE 
KANATA ON K2V 1A5 

211 HUNTMAR DRIVE 
KANATA ON K2V 1A5 
211 HUNTMAR DRIVE 
KANATA ON K2V 1A5 
211 HUNTMAR DRIVE 
KANATA ON K2V 1A5 
100 Aird PI 
Ottawa ON K2L4H8 


ON 

#200 - 2500 Palladium Drive 
Ottawa ON 


ON 

ELSINORE LANE/EDENVALE DR. 
KANATA ON 

ELSINORE LANE/EDENVALE DR. 
KANATA ON 

8141 Campeau Dr 
Ottawa ON K2T1B7 


ON 

Kanata 
Ottawa ON 


ON 

100 Aird Place 
Kanata ON K2L 4H8 

100 Aird Road 
Kanata ON K2L 4H8 


ON 


ON 


ON 


Elev Diff Page 


(m) Number 

WSW/209.8 2.01 299 

WSW/209.8 2.01 30 

ENE/212.0 -1.98 300 

SW/212.3 4.01 300 

SSW/213.6 6.01 301 

SW/216.7 4.01 301 

ENE/217.2 -26.99 302 

SW/218.5 7.01 302 

SW/218.5 7.01 302 

SW/218.5 7.01 303 

SW/218.5 7.01 303 

SW/218.6 4.01 303 

SW/219.0 4.01 304 

SW/219.5 6.08 304 

ENE/220.4 -0.99 304 

NNW/220.4 -0.99 30 

NNW/220.4 -0.99 30 

WSW/223.4 2.01 305 

SW/223.4 4.01 306 

WSW/225.6 2.31 306 

SW/227.3 3.01 306 

SW/227.5 4.01 307 

SW/227.5 4.01 307 

SW/228.8 5.01 307 

SW/232.8 11.46 308 

SW/234.0 2.70 308 
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Map 

Key 

251 

252 

252 

253 

254 

255 

256 

257 

257 

258 

258 

258 

258 

258 

259 

260 

261 

261 

261 

261 

261 

261 

261 

261 

262 

m 


Dir/Dist (m) 


DB Company/Site Name 

EHS 

EHS 

SPL TRANSPORT TRUCK 

BORE 

WWIS 

PINC 

CA 977664 ONTARIO INC. 

SPL TRANSPORT TRUCK 

SPL SCHOONER TRANSPORT 

CA Tony Graham Kanata Limited 

CA Palladium Auto Park Ltd. 

CA Kanata Motors Corporation 

CA Palladium Auto Park Ltd. 

HINC 

EHS 

BORE 

GEN Kanata Medical Management 

Corp. 

GEN Kanata Medical Management 

Corp. 

GEN Kanata Medical Management 

Corp. 

GEN LifeLabs LP 

GEN Kanata Medical Management 

Corp. 

GEN LifeLabs LP 

GEN Kanata Medical Management 

Corp. 

SPL 

BORE 


Address 


1025 Canadian Shield Ave 
Ottawa ON K2K0H3 
Highway 417 & Terry Fox Drive 
Ottawa ON 

HWY 417 NORTH OF T.FOX DR. NORTH 
DITCH MOTOR VEHICLE (OPERATING 
FLUID) 

OTTAWA CITY ON 
ON 

lot 3 con 1 
ON 

Lot 26 - 423 Brigatine Avenue, Kanata 
ON 

STREET ONE/AIRD PLACE 
KANATA CITY ON 

QUEENSWAY W/B, AT TERRY FOX RD. 
MOTOR VEHICLE (OPERATING FLUID) 
KANATA CITY ON 

HWY 417 WESTBOUND AT TERRY FOX 
DRIVE TANK TRUCK (CARGO) 

KANATA CITY ON 
600-2500 Palladium Dr 
Ottawa ON 
2500 Palladium Drive 
Ottawa ON 

2500 Palladium Dr Kanata 
Ottawa ON 
2500 Palladium Drive 
Ottawa ON 

2500 PALLADIUM DRIVE 
RICHMOND ON 

800 Palladium Drive 

Ottawa (formerly Kanata) ON K2V 1C9 


ON 

150 Katimavik Road 
Ottawa ON K2L 2N2 

150 Katimavik Road 
Ottawa ON K2L 2N2 

150 Katimavik Road 
Ottawa ON K2L 2N2 

150 Katamavik Road, Suite 102 
Kanata ON K2L 2N2 

150 Katimavik Road 
Ottawa ON K2L 2N2 

150 Katamavik Road, Suite 102 

Kanata ON 

150 Katimavik Road 

Ottawa ON 

150 Katimavik Street 

Ottawa ON K2L 2N2 


ON 


Elev Diff Page 


(m) Number 

WSW/235.8 4.01 309 

SW/237.4 11.04 309 

SW/237.4 11.04 30 

SW/238.6 3.01 309 

WSW/238.7 4.01 310 

SSW/241.4 7.04 313 

SW/242.1 1.92 31 

SW/242.3 11.70 3T 

SW/242.3 11.70 31 

SW/242.5 7.01 314 

SW/242.5 7.01 314 

SW/242.5 7.01 315 

SW/242.5 7.01 315 

SW/242.5 7.01 315 

SW/243.7 3.01 316 

SW/244.9 2.70 316 

SSW/246.0 1.01 316 

SSW/246.0 1.01 317 

SSW/246.0 1 .01 317 

SSW/246.0 1.01 317 

SSW/246.0 1.01 318 

SSW/246.0 1.01 318 

SSW/246.0 1.01 318 

SSW/246.0 1.01 318 

ENE/246.4 -1.27 319 
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Map 

Key 

263 

263 

263 

263 

263 

263 

263 

263 

263 

263 

263 

263 

263 

263 

263 

264 

265 

265 

265 

266 

266 

266 

266 

266 

266 

m 


Company/Site Name 


ElevD 

(m) 


GEN 

GEN 

GEN 

GEN 

GEN 

GEN 

GEN 

PES 

PES 

PES 

SCT 

SCT 

SPL 

EHS 


FST 

FST 

FST 

FST 


KANATA, CITY OF 


Lockheed Martin Canada 

Kanata Medical Management 
Corp. 

Kanata Medical Management 
Corp. 


Kanata Medical Management 
Corp. 


Precidia Technologies Inc. 


VolPshield Systems Inc. 


Waste Management of Canada 
Corporation 


URBANDALE CORPORATION 


URBANDALE CORPORATION 


URBANDALE CORPORATION 


CITY GARAGE, KLONDIKE ROAD C/O SSW/246.5 
150 KATIMAVIK ROAD, SUITE 200 
KANATA ON K2L2M3 

CITY GARAGE, KLONDIKE ROAD C/O SSW/246.5 
150 KATIMAVIK ROAD, SUITE 200 
KANATA ON K2L2M3 

FOOD BASICS #943 150 KATIMUIK ROAD SSW/246.5 
KANATA ON K2L2N2 

SSW/246.5 
SSW/246.5 
SSW/246.5 
SSW/246.5 
SSW/246.5 
SSW/246.5 
SSW/246.5 
SSW/246.5 
SSW/246.5 
SSW/246.5 
SSW/246.5 
SSW/246.5 
SW/247.5 
N/248.7 
N/248.7 
N/248.7 

500 Terry Fox Drive at Goulbourn Forced WSW/249.6 
Road 

Ottawa ON 

500 Terry Fox Drive at Goulbourn Forced 


Rd 

Ottawa ON M4S 2B9 
500 TERRY FOX DR 
KANATA ON K2T 1C3 


WSW/249.6 

WSW/249.6 

WSW/249.6 

WSW/249.6 

WSW/249.6 


2.01 

2.01 

2.01 

2.01 
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Map DB Company/Site Name Address 

Key 


Dir/Dist (m) Elev Diff Page 

(m) Number 


266 

266 


267 


FSTH 

FSTH 


HINC 


CANADIAN TIRE CORP LTD ** 500 TERRY FOX DR 

KANATAON K2T1C3 


CANADIAN TIRE CORP LTD 500 TERRY FOX DR 
C/O Canadian Tire Petroleum 17 KANATA ON K2T 1C3 
Fir 

70 EDENVALE STREET 
OTTAWA ON 


WSW/249.6 2.01 327 

WSW/249.6 2.01 327 

NNW/250.1 -0.99 328 
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Executive Summary: Summary By Data Source 


AMIS - Abandoned Mine Information System 

A search of the AMIS database, dated 1800-Nov 2016 has found that there are 1 AMIS site(s) within approximately 0.25 kilometers of 
the project property. 


Site 

Address 

Distance (m) 

Map Kev 

TILLSON, T.W. 

NEPEAN ON 

144.0 

158 


BORE - Borehole 

A search of the BORE database, dated 1875-Jul 2014 has found that there are 141 BORE site(s) within approximately 0.25 kilometers 
of the project property. 
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Site 


Address 


ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 


Distance (m) 

24.4 

26.1 

27.7 

29.7 

29.9 

31.8 

31.8 

32.6 

33.6 

33.6 

34.9 

37.6 

41.2 

41.4 

42.2 

42.6 

42.7 

44.0 

44.6 

45.4 

45.6 

45.8 

45.8 


Map Kev 

23 

25 

26 

27 

28 

29 

29 

31 

33 

34 

35 

37 

38 

40 

41 

42 

43 

44 

45 

46 

47 

48 
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Site Address 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 


Distance (m) 

46.8 

50.6 

51.0 

51.7 

54.1 

56.9 

57.3 

60.3 

61.7 

63.3 

65.9 

67.0 

68.0 

69.0 

70.2 

71.7 

72.9 

79.9 


Map Kev 

50 

53 

55 

56 

57 

59 

60 

64 

67 

68 

70 

71 

72 

74 

75 

77 

79 

85 


81.1 

85.3 

90.1 


87 


94 
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Site Address 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 


Distance (m) 

94.6 

95.5 

97.5 

100.6 

101.9 

102.5 

103.4 

105.3 

106.2 

106.8 

108.4 

111.0 

111.1 

111.7 

113.2 

114.4 

115.7 

116.0 

122.6 

124.7 

128.8 

131.7 


Map Kev 

95 

98 

99 

100 

102 

104 

107 

108 

109 

111 

112 

114 

117 

118 

119 

120 

121 

123 

124 

130 

132 

137 

139 
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Address 

Distance (m) 

Map Kev 


131.9 

i40 

ON 




132.1 

141 

ON 




134.8 

145 

ON 




138.2 

148 

ON 




138.7 

149 

ON 




141.0 

153 

ON 




142.9 

155 

ON 




143.0 

156 

ON 




144.6 

160 

ON 




144.9 

161 

ON 




146.2 

165 

ON 




150.4 

167 

ON 




151.0 

169 

ON 




151.7 

170 

ON 




154.5 

171 

ON 




155.1 

172 

ON 




155.3 

175 

ON 




168.8 

183 

ON 




169.1 

184 

ON 




177.0 

190 

ON 




177.6 

191 

ON 




178.7 

192 

ON 




179.4 

193 

ON 
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Site 


Address 


Distance (m) 


Map Kev 

194 


ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 


183.0 

183.2 

183.4 


190.4 

195.4 

196.4 

200.1 

200.2 

200.4 

200.8 

202.7 

203.1 

203.4 

204.2 

204.7 

209.8 

212.0 

212.3 


196 

197 

199 

200 

201 

203 

207 

209 

214 

215 

218 

219 

220 

221 

223 

224 

225 

226 

227 

231 

232 

233 
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Site Address 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 


Distance (m) 

216.7 

217.2 

219.0 

220.4 

223.4 

227.3 

228.8 

232.8 

234.0 

238.6 

244.9 

246.4 


Map Kev 

235 

236 

239 

241 

244 

246 

248 

249 

250 

253 

260 

262 


CA - Certificates of Approval 


A search of the CA database, dated 1985-Oct 30, 2011* has found that there are 26 CA site(s) within approximately 0.25 kilometers of 
the project property. 


Site 

PALLADIUM CORPORATION 

Palladium Auto Park No. 2 Ltd. 
Ontario Realty Corporation 
Kanata CHL Inc. 

Kanata CHL Inc. 

City of Ottawa 

PALLADIUM CORPORATION 


Distance fml 

32.8 
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Site 

R.M. OF OTTAWA-CARLETON 

Address 

EAGLESON RD./MARCH RD./TIMM DR 
NEPEAN CITY ON 

Distance (m) 

127.4 

Map Kev 

135 

Innvest Hotels GP Ltd. 

222 Hearst Way, Kanata 

Ottawa ON 

128.7 

136 

Ultramar Ltd. 

225 Huntmar Dr 

Ottawa ON K2S 1B9 

134.7 

144 

URBANDALE CORPORATION 

EDENVALE DR./COLCHESTER SQUARE 
KANATA CITY ON 

156.9 

176 

PENEX KANATA LIMITED 

EARL GREY DR/ROLAND MICHENER 
KANATA CITY ON 

167.1 

182 

PENEX KANATA LIMITED 

EARL GREY DR/ROLAND MICHENER 
KANATA CITY ON 

167.1 

182 

Royal Canadian Legion 

86 Aird Place, Kanata 

Ottawa ON 

187.0 

205 

SUNOCO INC., GASBAR/CARWASH 

TERRY FOX DR./GOULBOURN RD.SWM 
KANATA CITY ON 

209.8 

231 

URBANDALE CORPORATION 

ELSINORE LANE/EDENVALE DR. 

KANATA ON 

220.4 

242 

URBANDALE CORPORATION 

ELSINORE LANE/EDENVALE DR. 

KANATA ON 

220.4 

242 

977664 ONTARIO INC. 

STREET ONE/AIRD PLACE 

KANATA CITY ON 

242.1 

256 

Tony Graham Kanata Limited 

600-2500 Palladium Dr 

Ottawa ON 

242.5 

258 

Palladium Auto Park Ltd. 

2500 Palladium Drive 

Ottawa ON 

242.5 

258 

Kanata Motors Corporation 

2500 Palladium Dr Kanata 

Ottawa ON 

242.5 

258 

Palladium Auto Park Ltd. 

2500 Palladium Drive 

Ottawa ON 

242.5 

258 

URBANDALE CORPORATION 

CAMPEAU DR/TERON RD. 

KANATA CITY ON 

248.7 

265 

URBANDALE CORPORATION 

COLCHESTER SQUARE/CAMPEAU DR. 
KANATA CITY ON 

248.7 

265 

URBANDALE CORPORATION 

COLCHESTER SQUARE/CAMPEAU DR. 
KANATA CITY ON 

248.7 

265 

Canadian Tire Real Estate Limited 

500 Terry Fox Drive at Goulbourn Forced 
Road 

Ottawa ON 

249.6 

266 


EASR - Environmental Activity and Sector Registry 

A search of the EASR database, dated Oct 2011-Oct 2017 has found that there are 6 EASR site(s) within approximately 0.25 
kilometers of the project property. 
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Site 

INNVEST MASTER PROPERTIES VIII 

LP 

Address 

101 KANATA AVE 

KANATA ON K2T1E6 

Distance (m) 

74.8 

Map Kev 

82 

INNVEST MASTER PROPERTIES VIII 

LP 

101 KANATA AVE 

KANATA ON K2T1E6 

74.8 

82 

INNVEST MASTER PROPERTIES VIII 

LP 

101 KANATA KANATA 

ON 

79.5 

84 

INNVEST MASTER PROPERTIES VIII 

LP 

101 KANATA KANATA 

ON 

79.5 

84 

MATTAMY (FAIRWINDS) LIMITED 

ON 

110.0 

116 

OTTAWA GREENBELT 
CONSTRUCTION COMPANY LIMITED 

ON 

189.8 

208 


Distance (ml 

19.4 


ECA - Environmental Compliance Approval 

A search of the ECA database, dated Oct 2011-Oct 2017 has found that there are 34 ECA site(s) within approximately 0.25 kilometers 
of the project property. 

Site 

Urbandale Corporation 

Urbandale Corporation 

Urbandale Corporation 

Urbandale Corporation 

Urbandale Corporation 

Urbandale Corporation 

Industry Canada - Comm 
Research Centre 

KNL Developments Inc. 

Corporation of the City of Kanata 
Urbandale Corporation 
KNL Developments Inc. 

KNL Developments Inc. 

Urbandale Corporation 


Address 

Kanata ON K1G2H5 

19.4 

Ottawa ON K1G2H5 

19.4 

Ottawa ON K1G2H5 

19.4 

Kanata ON K1G2H5 

19.4 

Ottawa ON K1G2H5 

19.4 

Ottawa ON K1G2H5 

3701 Carling Avneue, .0. Box 11490, Station 25.8 
Ottawa ON K2H 8S2 
Ottawa ON K2P 2G3 


68.2 


Kanata ON K2L 4C2 


Ottawa ON K1G2H5 


Ottawa ON K2P 2G3 


Ottawa ON K1G2H5 


68.2 
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Site 

Address 

Distance (m) 

Map Kev 

Kanata CHL Inc. 

101 Kanata Avenue 

Ottawa ON L4W 4T9 

74.8 

82 

Kanata CHL Inc. 

10 Lord Byng Way 

Ottawa ON L4W 4T9 

79.5 

84 

City of Ottawa 

195 Roland Michener Drive 

Ottawa ON K2G 6J8 

81.5 

88 

Minto Communities Inc. 

Ottawa ON K1P0B6 

86.9 

91 

Riotrin Properties (Hazeldean) Inc. 

Ottawa ON M8V 3Y3 

140.6 

151 

City of Ottawa 

Ottawa ON K2G 6J8 

140.6 

151 

Riotrin Properties (Hazeldean) Inc. 

Ottawa ON K2P 0R6 

140.6 

151 

City of Ottawa 

Hazeldean Road & Carp Road 

Ottawa ON KIP 1J1 

140.6 

151 

Riotrin Properties (Hazeldean) Inc. 

Ottawa ON K2P 0R6 

140.6 

151 

City of Ottawa 

Hazeldean Road & Carp Road 

Ottawa ON KIP 1J1 

140.6 

151 

Riotrin Properties (Hazeldean) Inc. 

Parts 1,4,5 and 7, 4R-19015 and part of Part 

1,4R-15667, Former Geographic Township of 
Goulbourn, West of Carp River, North of 
Hazeldean Road 

Ottawa ON K2P 0R6 

140.6 

151 

Riotrin Properties (Hazeldean) Inc. 

Ottawa ON K2P 0R6 

140.6 

151 

Ultramar Ltd. 

225 Huntmar Dr 

Ottawa ON H3A 3L3 

140.9 

152 

Innvest Hotels GP Ltd. 

222 Hearst Way, Kanata 

Ottawa ON L4W 4T9 

144.0 

159 

City of Ottawa 

70 Aird PI Kanata Leisure Centre 

Ottawa ON KIP 1J1 

146.0 

164 

Royal Canadian Legion 

86 Aird Place, Kanata 

Ottawa ON K2P 0R7 

187.0 

205 

Mattamy (Fairwinds West) Limited 

Ottawa ON K2K 2M5 

202.2 

222 

Nortel Networks Corporation 

Kanata ON K2G 5J9 

202.2 

222 

Nortel Networks Corporation 

Kanata ON K2G 5J9 

202.2 

222 

Nortel Networks Optical Components 


202.2 

222 

Corporation 

Kanata ON K2V1C2 



Canadian Tire Real Estate Limited 

500 Terry Fox Drive at Goulbourn Forced Rd 
Ottawa ON M4S 2B9 

249.6 

266 


EHS - ERIS Historical Searches 
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A search of the EHS database, dated 1999-Aug 2016 has found that there are 38 EHS site(s) within approximately 0.25 kilometers of 
the project property. 


Site 


290 Didsbury Road 
Ottawa (Kanata) ON 


North & South of Palladium Dr 
West Carleton Twp / Kanata ON 


Distance (ml 

47.7 


NE of Kanata Ave & Maritime Way 
Ottawa (Kanata) ON 


128.7 

133.6 


170 McGibbon Drive 

Ottawa (formerly Kanata) ON K2L 4H5 


143.7 

147.0 
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Address 

Distance (m) 

Map Kev 

260 HEARST WAY 

150.7 

168 

OTTAWA ON 



1251 Maritime Way 

175.1 

187 

Ottawa ON K2K0J6 



255 Kanata Ave 

183.3 

198 

Ottawa ON K2T1K5 



Canadian Shield Ave & Maritime Way 

185.5 

202 

Ottawa ON 



North side of Hazeldean Road west of the 

185.9 

204 

Carp River 



Ottawa ON 

8181 Campeau Drive 

190.5 

210 

n/a ON K2T 1B7 



1635-1655 Maple Grove Road 

192.9 

211 

Ottawa ON 



Part of Lot 28, Cone 12 

194.8 

212 

Goulbourn (Ottawa-Carlton) ON 



325 Didsbury Rd 

206.6 

229 

Kanata ON K2T1C4 



100 Aird PI 

218.6 

238 

Ottawa ON K2L4H8 



8141 Campeau Dr 

223.4 

243 

Ottawa ON K2T1B7 



100 Aird Place 

227.5 

247 

Kanata ON K2L 4H8 



1025 Canadian Shield Ave 

235.8 

251 

Ottawa ON K2K0H3 



Highway 417 & Terry Fox Drive 

237.4 

252 

Ottawa ON 



800 Palladium Drive 

243.7 

259 

Ottawa (formerly Kanata) ON K2V 1C9 



1635 Maple Grove Road 

247.5 

264 

Ottawa ON 




EXP - List of TSSA Expired Facilities 

A search of the EXP database, dated Feb 28, 2017 has found that there are 7 EXP site(s) within approximately 0.25 kilometers of the 
project property. 


Site 

M ROUFAEL INC SUNOCO GAS STN 

Address 

570 TERRY FOX DR 

KANATA ON K2T1L2 

Distance (m) 

155.1 

Map Kev 

173 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : MARC 
LEVESQUE 

1655 MAPLE GROVE RD 

KANATA ON K2V 1B7 

192.9 

211 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : MARC 

1655 MAPLE GROVE RD 

KANATA ON K2V1B7 

192.9 

211 


LEVESQUE 
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Site 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : MARC 
LEVESQUE 

Address 

1655 MAPLE GROVE RD 

KANATA ON 

Distance (m) 

192.9 

Map Kev 

211 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : MARC 
LEVESQUE 

1655 MAPLE GROVE RD 

KANATA ON 

192.9 

211 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON 

1655 MAPLE GROVE RD 

KANATA ON K2V1B7 

196.8 

216 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON 

1655 MAPLE GROVE RD 

KANATA ON K2V1B7 

196.8 

216 


FST - Fuel Storage Tank 




A search of the FST database, dated Feb 28, 2017 has found that there are 15 FST 

site(s) within approximately 0.25 kilometers 

project property. 




Site 

Address 

Distance (m) 

Map Key 

CST CANADA CO 

225 HUNTMAR DR 

140.9 

152 


OTTAWA ON K2S 1B9 



CST CANADA CO 

225 HUNTMAR DR 

140.9 

152 


OTTAWA ON K2S 1B9 



CST CANADA CO 

225 HUNTMAR DR 

140.9 

152 


OTTAWA ON K2S 1B9 



CST CANADA CO 

225 HUNTMAR DR 

140.9 

152 


OTTAWA ON K2S 1B9 



SUNCOR ENERGY PRODUCTS 

570 TERRY FOX DR 

155.1 

173 

PARTNERSHIP 

KANATA ON K2T 1L2 



SUNCOR ENERGY PRODUCTS 

570 TERRY FOX DR 

155.1 

173 

PARTNERSHIP 

KANATA ON K2T 1L2 



SUNCOR ENERGY PRODUCTS 

570 TERRY FOX DR 

155.1 

173 

PARTNERSHIP 

KANATA ON K2T1L2 



SUNCOR ENERGY PRODUCTS 

570 TERRY FOX DR 

155.1 

173 

PARTNERSHIP 

KANATA ON K2T1L2 



REGIONAL MUNICIPALITY OF 

1655 MAPLE GROVE RD 

196.8 

216 

OTTAWA CARLETON 

KANATA ON K2V 1B7 



REGIONAL MUNICIPALITY OF 

1655 MAPLE GROVE RD 

196.8 

216 

OTTAWA CARLETON 

KANATA ON K2V 1B7 



REGIONAL MUNICIPALITY OF 

1655 MAPLE GROVE RD 

196.8 

216 

OTTAWA CARLETON 

KANATA ON K2V 1B7 



CANADIAN TIRE CORPORATION, 

500 TERRY FOX DR 

249.6 

266 

LIMITED 

KANATA ON K2T1C3 



CANADIAN TIRE CORPORATION, 

500 TERRY FOX DR 

249.6 

266 

LIMITED 

KANATA ON K2T1C3 



CANADIAN TIRE CORPORATION, 

500 TERRY FOX DR 

249.6 

266 

LIMITED 

KANATA ON K2T1C3 



CANADIAN TIRE CORPORATION, 

500 TERRY FOX DR 

249.6 

266 

LIMITED 

KANATA ON K2T 1C3 
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FSTH - Fuel Storage Tank - Historic 

A search of the FSTH database, dated Pre-Jan 2010* has found that there are 5 FSTH site(s) within approximately 0.25 kilometers of 
the project property. 


Site 

M ROUFAEL INC SUNOCO GAS STN 

Address 

570 TERRY FOX DR PART OF LOT 2 CON 2 
KANATAON K2T1L2 

Distance (m) 

155.1 

Map Kev 

173 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : MARC 
LEVESQUE 

1655 MAPLE GROVE RD 

KANATAON K2V1B7 

192.9 

211 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : MARC 
LEVESQUE 

1655 MAPLE GROVE RD 

KANATA ON K2V 1B7 

192.9 

211 

CANADIAN TIRE CORP LTD ** 

500 TERRY FOX DR 

KANATAON K2T1C3 

249.6 

266 

CANADIAN TIRE CORP LTD C/O 
Canadian Tire Petroleum 17 Fir 

500 TERRY FOX DR 

KANATAON K2T 1C3 

249.6 

266 


GEN - Ontario Regulation 347 Waste Generators Summary 

A search of the GEN database, dated 1986-December 31,2017 has found that there are 108 GEN site(s) within approximately 0.25 
kilometers of the project property. 


Site 

PCL EASTERN INC. 

Address 

280 HUNTMAR ROAD 

STITTSVILLE ON K2S 1B9 

Distance (m) 

19.1 

Map Kev 

15 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

56.8 

58 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

56.8 

58 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

56.8 

58 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

56.8 

58 

QUEENSWAY WEST ANIMAL 
HOSPITAL 

3-60 COLCHESTER SQUARE 

KANATA ON K2K2Z9 

71.9 

78 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

71.9 

78 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

71.9 

78 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

71.9 

78 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

71.9 

78 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

71.9 

78 

QUEENSWAY WEST ANIMAL 
HOSPITAL PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON 

71.9 

78 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Site 

ICI Canada Inc 
innvest hotels gp viii 
Marathon Drilling Co. Ltd. 

Corel Center 

Capital Sports Properties Inc. 
Capital Sports Properties Inc. 
Capital Sports Properties Inc. 
Capital Sports Properties Inc. 
Capital Sports Properties Inc. 
Cirque du Soleil, Inc. 

Capital Sports Properties Inc. 
Cirque du Soleil, Inc. 

BOEING CANADA 

We Care Health Services LP 

We Care Health Services LP 

We Care Health Services LP 

BOEING CANADA (OUT OF BUS) 
06-318 

Dr Claudia Courchesne DPC 

We Care Health Services LP 

We Care Health Services LP 

We Care Health Services LP 

We Care Health Services LP 

Dr Claudia Courchesne DPC 


Address 

145 Rolland Mitchner 
Kanata ON K2T 1G7 

101 Kanata Ave. 

Ottawa ON 

Hwy 417 at Eagleson Rd. 

Ottawa ON 

1000 Paladium Drive Box 107 
Kanata ON K2V 1A5 

1000 Palladium Drive Scotiabank Place 
Kanata ON K2V 1A5 

1000 Palladium Drive Scotiabank Place 
Kanata ON 

1000 Palladium Drive Scotiabank Place 
Kanata ON 

1000 Palladium Drive Scotiabank Place 
Kanata ON 

1000 Palladium Drive Scotiabank Place 
Kanata ON K2V 1A5 

1000 Palladium Drive 
Ottawa ON K2V 1A5 

1000 Palladium Drive Scotiabank Place 
Kanata ON K2V1A5 

1000 Palladium Drive 
Ottawa ON 


Distance (m) 

72.9 

79.5 

129.0 

143.7 

143.7 

143.7 

143.7 

143.7 

146.0 

146.0 

146.0 

146.0 


ARNPRIOR DIV. PUBS DIV. 300-260 HEART 150.7 
WAY 

KANATA ON K2L3H1 

260 Hearst Way, Unit 150.7 

Kanata ON K2L 3H1 

260 Hearst Way, Unit 150.7 

Kanata ON K2L 3H1 

260 Hearst Way, Unit 150.7 

Kanata ON K2L 3H1 

ARNPRIOR DIV. PUBS DIV. 300-260 HEART 150.7 
WAY 

KANATA ON K2L3H1 


201-260 Hearst Way 155.3 

Kanata ON K2L 3H1 

260 Hearst Way, Unit 155.3 

Kanata ON K2L 3H1 

260 Hearst Way, Unit 155.3 

Kanata ON K2L 3H1 

260 Hearst Way, Unit 155.3 

Kanata ON K2L 3H1 

260 Hearst Way, Unit 155.3 

Kanata ON K2L 3H1 

201-260 Hearst Way 155.3 

Kanata ON K2L 3H1 


Map Kev 

80 


157 

157 

157 

157 

157 

162 

162 

162 


174 

174 

174 

174 

174 

174 
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Site 

Address 

Distance (m) 

Map Kev 

We Care Health Services LP 

260 Hearst Way, Unit 

155.3 

174 


Kanata ON 



AMC Entertainment International, Inc. 

801 Kanata Ave 

157.2 

177 


Kanata ON K2T 1E7 



AMC Entertainment International, Inc. 

801 Kanata Ave 

157.2 

177 


Kanata ON K2T1E7 



AMC Entertainment International, Inc. 

801 Kanata Ave 

157.2 

177 


Kanata ON K2T1E7 



Michaels Stores, Inc. 

5617 Hazeldean Rd 

174.8 

186 


Ottawa ON K2S 0P5 



Michaels Stores, Inc. 

5617 Hazeldean Rd 

174.8 

186 


Ottawa ON K2S 0P5 



Michaels Stores, Inc. 

5617 Hazeldean Rd 

174.8 

186 


Ottawa ON K2S 0P5 



Michaels Stores, Inc. 

5617 Hazeldean Rd 

174.8 

186 


Ottawa ON K2S 0P5 



United Malwood Merchants Inc. 

8181 CAMPEAU DRIVE 

175.6 

188 


KANATA ON K2T 1B7 



United Malwood Merchants Inc. 

8181 CAMPEAU DRIVE 

175.6 

188 


KANATA ON K2T 1B7 



United Malwood Merchants Inc. 

8181 CAMPEAU DRIVE 

175.6 

188 


KANATA ON K2T1B7 



United Malwood Merchants Inc. 

8181 CAMPEAU DRIVE 

175.6 

188 


KANATA ON K2T1B7 



United Malwood Merchants Inc. 

8181 CAMPEAU DRIVE 

175.6 

188 


KANATA ON 



Michaels Stores, Inc. 

5617 Hazeldean Rd 

176.6 

189 


Ottawa ON 




SkyWave Mobile Communications 750 Palladium Drive Suite 368 

Kanata ON K2V 1C7 


183.0 


195 


SkyWave Mobile Communications 750 Palladium Drive Suite 368 

Kanata ON K2V1C7 


183.0 


195 


SkyWave Mobile Communications 750 Palladium Drive Suite 368 

Kanata ON K2V1C7 


183.0 


195 


SkyWave Mobile Communications 
Trillium Photonics Inc. 

SkyWave Mobile Communications 
SkyWave Mobile Communications 
CANADIAN TIRE 

Canadian Tire #457 


750 Palladium Drive Suite 368 
Kanata ON K2V1C7 

750 Palladium Drive 
Ottawa ON K2V1C7 

750 Palladium Drive 
Kanata ON 

750 Palladium Drive 
Kanata ON 

8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 

8181 CAMPEAU DRIVE 
KANATA ON K2T1B7 


183.0 195 

183.0 195 

183.0 195 

183.0 195 

190.5 210 

190.5 210 
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Site 

Address 

Distance (m) 

Map Kev 

United Malwood Merchants Inc. 

8181 CAMPEAU DRIVE 

KANATAON K2T1B7 

190.5 

210 

United Malwood Merchants Inc. 

8181 CAMPEAU DRIVE 

KANATAON K2T1B7 

190.5 

210 

United Malwood Merchants Inc. 

8181 CAMPEAU DRIVE 

KANATA ON K2T 1B7 

190.5 

210 

United Malwood Merchants Inc. 

8181 CAMPEAU DRIVE 

KANATA ON K2T 1B7 

190.5 

210 

OTTAWA-CARLTON, REGIONAL 
MUNICIPALITY OF 

1655 MAPLE GROVE 

KANATAON K2V1B7 

192.9 

211 

OTTAWA-CARLTON, REGIONAL 
MUNICIPALITY OF 

1655 MAPLE GROVE ROAD 

KANATAON K2V1B7 

192.9 

211 

OTTAWA-(SEE & USE 
ON0136225)ICIPALITY OF 

1655 MAPLE GROVE ROAD 

KANATAON K2V1B7 

192.9 

211 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON 

192.9 

211 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON K2V 1B7 

192.9 

211 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON K2V 1B7 

192.9 

211 

City ofOttwa 

1655 Maple Grove Rd 

Ottawa ON K2V1B7 

192.9 

211 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATAON K2V1B7 

192.9 

211 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON K2V 1B7 

192.9 

211 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON 

192.9 

211 

OTTAWA-CARLETON, REG. MUN. OF 

1655 MAPLE GROVE 

KANATA ON K2V 1B7 

192.9 

211 

OTTAWA-CALRLETON, REG. MUN. 

OF 29-602 

1655 MAPLE GROVE, KANATA C/0 111 
LISGAR ST., CARTIER SQUARE 
OTTAWA ON K2V1B7 

192.9 

211 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON 

195.2 

213 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON 

195.2 

213 

Hazeldean Animal Hospital Professional 
Corporation 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

195.2 

213 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

195.2 

213 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

195.2 

213 

Hazeldean Animal Hospital Professional 
Corporation 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

195.2 

213 

OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON K2V 1B7 

196.8 

216 
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Site 

OTTAWA, CITY OF 


Distance (m) 

196.8 


OTTAWA, CITY OF 


OTTAWA, CITY OF 
OTTAWA, CITY OF 
City of Ottawa 

CITY OF OTTAWA POLICE SERVICES 

CITY OF OTTAWA POLICE SERVICES 

CITY OF OTTAWA POLICE SERVICES 

CITY OF OTTAWA POLICE SERVICES 

CITY OF OTTAWA POLICE SERVICES 

M. Sullivan and Sons Limited 
Kanata Medical Management Corp. 
Kanata Medical Management Corp. 
Kanata Medical Management Corp. 
LifeLabs LP 

Kanata Medical Management Corp. 
LifeLabs LP 

Kanata Medical Management Corp. 
KANATA, CITY OF 


CITY GARAGE, KLONDIKE ROAD C/O 150 

KATIMAVIK ROAD, SUITE 200 

KANATA ON K2L 2M3 

CITY GARAGE, KLONDIKE ROAD C/O 150 

KATIMAVIK ROAD, SUITE 200 

KANATA ON K2L 2M3 

FOOD BASICS #943 150 KATIMUIK ROAD 

KANATA ON K2L2N2 


Lockheed Martin Canada 
Kanata Medical Management Corp. 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 







Site 

Address 

Distance (m) 

Map Kev 

Kanata Medical Management Corp. 

150 Katimavik Road 

Ottawa ON 

246.5 

263 

Kanata Medical Management Corp. 

150 Katimavik Road 

Ottawa ON 

246.5 

263 

Kanata Medical Management Corp. 

150 Katimavik Road 

Ottawa ON 

246.5 

263 

Kanata Medical Management Corp. 

150 Katimavik Road 

Ottawa ON 

246.5 

263 

HINC - TSSA Historic Incidents 




A search of the HINC database, dated 2006-June 2009* has found that there are 3 HINC site(s) within approximately 0.25 kilometers of 

the project property. 




Site 

Address 

Distance (m) 

Map Kev 


162 HARMATTAN AVENUE 
STITTSVILLE ON K2S 0G3 

213.6 

234 


2500 PALLADIUM DRIVE 

RICHMOND ON 

242.5 

258 


70 EDENVALE STREET 

OTTAWA ON 

250.1 

267 


INC - TSSA Incidents 


A search of the INC database, dated Feb 28, 2017 has found that there are 2 INC site(s) within approximately 0.25 kilometers of the 
project property. 


Site 


Address 

54 GRAY CRESCENT, OTTAWA 
ON 


Distance fm) Map Key 

118.4 127 


17 KETTLEBY STREET, KANATA 124.7 133 

ON 


MNR - Mineral Occurrences 

A search of the MNR database, dated 1846-Feb 2017 has found that there are 3 MNR site(s) within approximately 0.25 kilometers of 
the project property. 


Site 

Address 

Distance (m) 

Map Kev 

KENNEDY 

ON 

24.3 

22 

SECTION OT-3 

ON 

107.7 

113 

TILLSON, T.W. 

ON 

144.0 

158 
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NPRI - National Pollutant Release Inventory 


A search of the NPRI database, dated 1993-May 2017 has found that there are 2 NPRI site(s) within approximately 0.25 kilometers of 
the project property. 


Site 

Address 

Distance (m) 

Map Kev 

INNVEST HOTELS GP VIII LTD. 

101 Kanata Avenue 

Ottawa ON K2T1E6 

79.5 

84 

CITY OF OTTAWA 

1655 Maple Grove Road 

Ottawa ON K2V1B7 

192.9 

211 

PES - Pesticide Register 

A search of the PES database, dated 1 

988-Aug 2017 has found that there are 8 PES site(s) within approximately 0.25 kilometers of the 

project property. 

Site 

Address 

Distance (m) 

Map Kev 

CANADIAN TIRE ASSOC. STORE 
#457/UNITED MALWOOD MERC. 

8181 CAMPEAU DR 

KANATA ON K2T1B7 

175.6 

188 

ESSEN SERVICES 

36 CAMBRAYLANE 

KANATA ON K2K3C3 

187.3 

206 

CANADIAN TIRE ASSOC. STORE 
#457/UNITED MALWOOD MERC. 

8181 CAMPEAU DR 

KANATA ONK2T1B7 

190.5 

210 

CANADIAN TIRE ASSOC. STORE 
#457/UNITED MALWOOD MERC. 

8181 CAMPEAU DR 

KANATA ONK2T1B7 

190.5 

210 

CANADIAN TIRE ASSOC. STORE 
#457/UNITED MALWOOD MERC. 

8181 CAMPEAU DRIVE 

KANATA ON K2T 1B7 

190.5 

210 

METRO ONTARIO INC O/A 
METRO/FOOD BASICS # 869 

150 KATIMAVIK ROAD 

KANATA ON K2L2N2 

246.5 

263 

LOBLAWS SUPERMARKETS LIMITED 

150 KATIMAVIK ROAD 

KANATA ON K2L2N2 

246.5 

263 

METRO ONTARIO INC O/A 
METRO/FOOD BASICS # 869 

150 Katimavik Road 

Kanata ON K2L 2N2 

246.5 

263 


PINC - TSSA Pipeline Incidents 

A search of the PINC database, dated Feb 28, 2017 has found that there are 3 PINC site(s) within approximately 0.25 kilometers of the 
project property. 


Address 

Distance (m) 

Map Kev 

285 DIDSBURY ROAD, OTTAWA 

36.6 

36 

ON 



1175 Martime Way, Ottawa 

162.8 

179 

ON 



Lot 26 - 423 Brigatine Avenue, Kanata 

241.4 

255 

ON 
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PRT - Private and Retail Fuel Storage Tanks 

A search of the PRT database, dated 1989-1996* has found that there are 1 PRT site(s) within approximately 0.25 kilometers of the 
project property. 


Site 

Address 

Distance (m) 

Map Kev 

REGIONAL MUNICIPALITY OF 
OTTAWA CARLETON ATTN : DO 

1655 MAPLE GROVE RD 
KANATAON K2V1B7 

192.9 

211 


SCT - Scott's Manufacturing Directory 

A search of the SCT database, dated 1992-Mar 2011 * has found that there are 18 SCT site(s) within approximately 0.25 kilometers of 
the project property. 


Site 

MC Countermeasures Inc. 

ARBELL INC. 

VisionSphere Technologies Inc. 

LSI Logic Corporation of Cda 
LSI Logic Corporation of Canada Inc. 
Arbell Inc. 

ARBELL INC 

LST LOGIC CORPORATION OF CDA 


Distance (ml 

150.7 


Vocantas Inc. 

Trigence Corp. 

Rohde & Schwarz Canada Inc. 

Spirent Communications 

Spirent Communications - DSL Division 

Legion Magazine 

Brian Strevens Communications 
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Site 

Address 

Distance (m) 

Map Kev 

VolPshield Systems Inc. 

150 Katimavik Rd Unit 102 

Kanata ON K2L 2N2 

246.5 

263 

Precidia Technologies Inc. 

150A Katimavik Rd Suite 1000 

Kanata ON K2L 2N2 

246.5 

263 

SPL - Ontario Spills 

A search of the SPL database, dated 1988-Sep 2017 has found that there are 28 SPL site(s) within approximately 0.25 kilometers of 

the project property. 

Site 

Address 

Distance (m) 

Map Key 

Greenbelt Construction<UNOFFICIAL> 

Ottawa ON 

20.5 

18 

UNKNOWN 

DITCH AT CORNER OF PALLADIUM & 
HUNTMAR. 

OTTAWA ON 

50.9 

54 

Waste Management of Canada 

Hwy 17 @ Moodie Drive 

59.3 

62 

Corporation 

Ottawa ON 



TRANSPORT TRUCK 

HWY 417 EAST, NEAR MOODY DRIVE 
MOTOR VEHICLE (OPERATING FLUID) 
OTTAWA CITY ON 

59.3 

62 

O.C. TRANSPO 

QUEENSWAY OFF RAMP & MOODY WEST 
BOUND MOTOR VEHICLE (OPERATING 
FLUID) 

OTTAWA CITY ON 

64.4 

69 

unknown<UNOFFICIAL> 

937 Teron Rd. Kanata 

Ottawa ON 

86.5 

90 

Enbridge Gas Distribution Inc. 

285 Didsbury Road 

Ottawa ON 

105.8 

110 

Darren Mosley<UNOFFICIAL> 

Castlefrank and Highway 417 

Ottawa ON 

109.2 

115 

Enbridge<UNOFFICIAL> 

17 Kettleby Street, Kanata 

Ottawa ON 

124.7 

133 

Cavanagh Construction <UNOFFICIAL> 

Hwy 417 at Eagleson, NWS ramp, March Twp 
Ottawa ON 

129.0 

138 

Thomas Cavanagh Construction Limited 

near 417 at Eagleson Road 

Ottawa ON 

129.0 

138 

City of Ottawa 

Eagleson Road southbound at Hwy 417 

Ottawa ON 

129.0 

138 

Hydro Ottawa Limited 

255 Kanata Ave 

Ottawa ON K2T1K5 

132.8 

142 


1000 Palladium Dr 

Ottawa ON K2V 1A5 

143.7 

157 

Palladium Enterprises Entertainment 

1000 Palladium Drive 1000 PALLADIUM 

143.7 

157 

Ltd.<UNOFFICIAL> 

DRIVE<UNOFFICIAL> 

Ottawa ON 




1000 Palladium Drive 

Ottawa ON 

146.0 

162 


1175 Maritine Way in Kanata 

Ottawa ON 

166.2 

180 
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Site 

Address 

Distance (m) 

Map Kev 

Schooner Transport<UNOFFICIAL> 

Highway 417E at March Road, Kanata 

Ottawa ON 

166.9 

181 

Schooner<UNOFFICIAL> 

Highway 417 Eastbound at March 
Road/Eagleson Road 

Ottawa ON 

166.9 

181 

Kevin Crazier Fuels Ltd<UNOFFICIAL> 

HWY 417 AT EAGLESON RD<UNOFFICIAL> 
Ottawa ON 

171.1 

185 

City of Ottawa 

1655 Maplegrove Ave 

Ottawa ON 

196.8 

216 


#200 - 2500 Palladium Drive 

Ottawa ON 

219.5 

240 

Drain-All Ltd. 

Kanata 

Ottawa ON 

225.6 

245 

TRANSPORT TRUCK 

HWY 417 NORTH OF T.FOX DR. NORTH 
DITCH MOTOR VEHICLE (OPERATING 
FLUID) 

OTTAWA CITY ON 

237.4 

252 

TRANSPORT TRUCK 

QUEENSWAY W/B, AT TERRY FOX RD. 
MOTOR VEHICLE (OPERATING FLUID) 
KANATA CITY ON 

242.3 

257 

SCHOONER TRANSPORT 

HWY 417 WESTBOUND AT TERRY FOX 
DRIVE TANK TRUCK (CARGO) 

KANATA CITY ON 

242.3 

257 


150 Katimavik Street 

Ottawa ON K2L 2N2 

246.0 

261 

Waste Management of Canada 

150 Katimavik Rd 

246.5 

263 

Corporation 

Ottawa ON 




WWIS - Water Well Information System 

A search of the WWIS database, dated Mar 31,2017 has found that there are 35 WWIS site(s) within approximately 0.25 kilometers of 
the project property. 

Site Address Distance (m) Map Key 

lot 2 con 4 2.7 3 
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Site Address 

lot 5 con 2 
ON 


KANATA ON 

lot 2 con 2 
ON 

lot 2 con 2 
ON 

lot 3 con 1 
ON 

lot 2 con 3 
ON 

lot 2 con 3 
ON 

lot 10 con 1 
ON 

lot 10 con 2 
ON 


KANATA ON 

lot 28 con 11 
ON 

lot 3 con 1 
ON 


Ottawa ON 


Ottawa ON 

lot 26 con 12 
STITTSVILLE ON 

lot 2 con 1 
ON 

lot 2 con 1 
KANATA ON 

lot 28 con 12 
ON 

lot 2 con 3 
ON 

lot 28 con 12 
ON 

lot 2 con 1 
ON 

lot 1 con 1 
ON 

lot 1 con 1 
ON 


Distance (m) 

45.8 

57.4 

60.3 

61.6 

67.0 

74.2 

95.0 

97.5 

102.1 

103.4 

114.4 

114.6 

114.6 

120.6 

128.8 

136.7 

141.2 

144.6 

146.0 

162.5 

199.9 

199.9 


Map Kev 

49 

61 


71 

81 

97 

99 

101 

106 

108 

121 

122 

122 

129 

137 

146 

154 

160 

163 

178 

217 

217 
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Address 

Distance (m) 

Map Kev 

lot 1 con 1 

199.9 

217 

ON 



lot 1 con 1 

199.9 

217 

ON 



lot 1 con 1 

199.9 

217 

ON 



lot 3 con 1 

238.7 

254 

ON 
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Project Property 

[Tin Industrial and Resource - Regions National Park 


Buffer Outline 

H—1 Main Line Provincial or Territorial Park 

A 

Eris Sites with Higher Elevation 

Sidetrack other Park 

■ 

Eris Sites with Same Elevation 

H —1 Transit Line Golf Course or Driving Range 

▼ 

Eris Sites with Lower Elevation 

Abandoned Line Park or Sports Field 

O' 

Eris Sites with Unknown Elevation 

Other Recreation Area 


Source: ©2015 dmti Spatial inc. © ERIS Information Limited Partnership 









































75°50'30"W 



1 - - 

J Buffer Outline 

Expressway 

| 11 || Industrial and Resource ■ 

■ Regions 

National Park 

A 

Eris Sites with Higher Elevation 

— Principal Highway 

—1- Main Line 

f 1 

Provincial or Territorial Park 

m 

Eris Sites with Same Elevation 

Secondary Highway 

Sidetrack 

1 1 

Other Park 

▼ 

Eris Sites with Lower Elevation 

Major Road 

—1- Transit Line 


Golf Course or Driving Range 


Eris Sites with Unknown Elevation 

-Local road 

-Trail 

Proposed Road 

— — Ferry Route/Ice Road 

Abandoned Line 


Park or Sports Field 

Other Recreation Area 


Source: ©2015 DMTI Spatial Inc. 


© ERIS Information Limited Partnership 

















75°51'30"W 


I 

$ 



Grid 2 

Order No: 20180221105 
Address: n/a, Ottawa, ON 



1 - - 

J Buffer Outline 

Expressway 

| 11 || Industrial and Resource ■ 

■ Regions 

National Park 

A 

Eris Sites with Higher Elevation 

— Principal Highway 

—1- Main Line 

1 I 

Provincial or Territorial Park 

m 

Eris Sites with Same Elevation 

Secondary Highway 

Sidetrack 

1 1 

Other Park 

▼ 

Eris Sites with Lower Elevation 

Major Road 

—1- Transit Line 


Golf Course or Driving Range 


Eris Sites with Unknown Elevation 

-Local road 

-Trail 

Proposed Road 

— — Ferry Route/Ice Road 

Abandoned Line 


Park or Sports Field 

Other Recreation Area 


Source: ©2015 DMTI Spatial Inc. 


© ERIS Information Limited Partnership 










Grid 3 epic 

Order No: 20180221105 mTIZ a,ZT 

Address: n/a, Ottawa, ON 


1 - - 

J Buffer Outline 

Expressway 

| 11 || Industrial and Resource ■ 

■ Regions 

National Park 

A 

Eris Sites with Higher Elevation 

— Principal Highway 

—1- Main Line 

1 I 

Provincial or Territorial Park 

m 

Eris Sites with Same Elevation 

Secondary Highway 

Sidetrack 

1 1 

Other Park 

▼ 

Eris Sites with Lower Elevation 

Major Road 
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Detail Report 


Map Key Number of 
Records 


Direction/ Elev/Diff Site 

Distance (m) (m) 


DB 


SW/0.3 


ON 


BORE 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


807499 

Geotechnical/Geological Investigation 

Hollow stem auger 

428116.05 


1.5 


19-JUN-1990 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5015858.48 

Orig. Ground Elev m:: 97.7 

DEM Ground Elev m:: 97 

Primary Name:: AH 6 

Concession:: 

Municipality: 

Static Water Level:: -999.9 

Sec. Water Use:: 


-Details- 

StratumlD: 218593118 

Bottom Depth(m): 0.2 


Top Depth(m): 0.0 

Stratum Desc: Topsoil 


Stratum ID: 218593119 

Bottom Depth(m): 1.5 


Top Depth(m): 0.2 

Stratum Desc: Grey-Brown Weathered Crust Silty Clay 

Occasional: Sa 


NE/1.4 


90.9/-3.99 


ON 


BORE 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


847738 

Geotechnical/Geological Investigation 

Diamond Drill 

430653 


38.4 

NEPEAN 

LOTI 

08-J UN-1971 


Type: 

Status:: 

UTM Zone:: 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

Static Water Level:: 
Sec. Water Use:: 


Borehole 

Decommissioned 

18 

5019140 

94.2 

CON 1 ON OTTAWA RIVER 


1.6 


-Details— 

Stratum ID: 6558746 

Bottom Depth(m): 2.1 


Top Depth(m): 0.0 

Stratum Desc: CLAYEY SILT, TRACE OF SAND (OCC. 

LAYERS SAND UP TO 3in. THICK). GREY- 
BROWN, STIFF TO FIRM. 


Stratum ID: 6558747 

Bottom Depth(m): 32.0 


Top Depth(m): 2.1 

Stratum Desc: CLAYEY SILT TO SILTY CLAY, TRACE OF 

SAND, OCCASIONAL ORGANIC MOTTLINGS 
(SENSITIVE), NUMEROUS SEAMS OF SILT 
AND SAND UP TO 4in. THICK 
THROUGHOUT. GREY, FIRM TO VERY 
STIFF 


Stratum ID: 6558748 


Top Depth(m): 32.0 
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Map Key Number of 

Records 

Direction/ 
Distance (m) 

Elev/Diff 

(m) 

Site 

DB 

Bottom Depth(m): 

35.2 



Stratum Desc: 

HET.MIX.OF SILT, SAND AND GRAVEL, 
TRACE OF CLAY (GLACIAL TILL), 
BOULDERS UP TO 9in. IN SIZE BELOW EL. 
187. GREY, COMPACT TO V. DENSE. 

Stratum ID: 

Bottom Depth(m): 

6558749 

38.4 



Top Depth(m): 
Stratum Desc: 

35.2 

FRACTURED. QUARTZITE BEDROCK, 
GREY. SOUND 


3 lofl NE/2.7 


WWIS 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1521187 
Domestic 
Water Supply 

NA 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


Bore Hole Information 

Bore Hole ID: 10043023 

DP2BR: 3 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 88.681228 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: lot 

Org CS: 

Date Completed: 8/21/1986 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931047124 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 77 

Other Materials: LOOSE 

Mat3: 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

3.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931047125 

2 

26 

ROCK 

71 

FRACTURED 

01 

FILL 

3.00 

8.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931047126 

3 

2 

GREY 

18 

SANDSTONE 

73 

HARD 

8.00 

50.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521187 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591593 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075101 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

930075102 

2 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

OPEN HOLE 

50.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991521187 

5.00 

20.00 

30.00 

40.00 

5.00 

ft 

GPM 

CLEAR 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105887 

Draw Down 

15 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389006 

Draw Down 

30 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934651134 

Draw Down 

45 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934908363 

Draw Down 

60 

20.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933478673 

1 

3 

SULPHUR 

45.00 

ft 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


4 1 of 1 

SW/3.9 

95.4/0.55 

ON 

BORE 

Borehole ID: 

802216 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone- 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

429790.18 


Northing:: 

Orig. Ground Elev m: 
DEM Ground Elev m:: 

5018407.09 
: 93.5 

■ 94.6 

Total Depth m:: 
Township:: 

Lot- 

13.6 


Primary Name:: 

Concession:: 

Municipality: 

BH 5 

Completion Date:: 
Primary Water Use:: 

29-SEP-1978 


Static Water Level:: 
Sec. Water Use:: 

1.8 

-Details- 

Stratum ID: 

218571280 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.1 


Stratum Desc: 

Topsoil 

Stratum ID: 

218571281 


Top Depth(m): 

0.1 

Bottom Depth(m): 

2.3 


Stratum Desc: 

Grey-Brown Stiff Weathered Crust Silty Clay 
With: FSa 

Stratum ID: 

218571282 


Top Depth(m): 

2.3 

Bottom Depth(m): 

12.0 


Stratum Desc: 

Grey Soft to Firm Silty Clay 

Stratum ID: 

218571283 


Top Depth(m): 

12.0 

Bottom Depth(m): 

13.6 


Stratum Desc: 

Grey Dense Till sand silt With: Gr 


5 1 of 1 

ENE/5.9 75.9/-18.99 

ON 

BORE 

Borehole ID: 

847206 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

433210 

Northing:: 

5020448 

Location Accuracy:: 


Orig. Ground Elev m:: 

71A 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

79.2 

Total Depth m:: 

7.7 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 8 

Municipality: 


Completion Date:: 

16-OCT-1967 

Static Water Level:: 

2.7 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

6556013 

Top Depth(m): 

0.0 

Bottom Depth(m): 

7.7 

Stratum Desc: 

SANDY SILT, TRACES OF CLAY AND 
GRAVEL. VERY DENSE. 


6 1 of 1 

SW/8.0 

99.9/5.01 

lot 2 con 1 

ON 

WWIS 

Well ID: 

1517399 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Domestic 


Date Received: 

12/19/1980 

Sec. Water Use: 

0 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

3644 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 


Tag: 



Street Name: 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

002 

01 

CON 


DB 


Bore Hole Information 


Bore Hole ID: 10039274 

DP2BR: 56 


Code OB: v 

Code OB Desc: Overburden below Bedrock 

Open Hole: 

Elevation: 100.219314 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


margin of error: 30 m -100 m 

p4 

5/22/1980 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931035026 

Layer: 1 

Color: 2 

General Color: GREY 

Matl: 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 12.00 

Formation End Depth UOM: ft 

Formation ID: 931035027 

Layer: 2 

Color: 3 

General Color: BLUE 

Matl: 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 12.00 

Formation End Depth: 50.00 

Formation End Depth UOM: ft 

Formation ID: 931035028 

Layer: 3 

Color: 2 

General Color: GREY 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

14 

HARDPAN 

11 

GRAVEL 

50.00 

56.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931035029 

4 

2 

GREY 

15 

LIMESTONE 

56.00 

60.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931035030 

5 

2 

GREY 

11 

GRAVEL 

60.00 

62.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961517399 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10587844 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

930068722 

1 

1 

STEEL 

56.00 

6.00 

inch 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Casing Depth UOM: 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991517399 

10.00 

30.00 

30.00 

20.00 

10.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934102907 

Draw Down 

15 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934383749 

Draw Down 

30 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934645246 

Draw Down 

45 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934894520 

Draw Down 

60 

30.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933473863 

1 

1 

FRESH 

60.00 

ft 

7 1 of 1 

SW/8.8 97.9/3.01 DODlr 

ON BORE 


Borehole ID: 807176 Type: Borehole 

Use: Geotechnical/Geological Investigation Status:: 

Drill Method:: Hollow stem auger UTMZone:: 18 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Easting:: 

428070.24 

Northing:: 

5017275.21 

Location Accuracy:: 


Orig. Ground Elev m:: 

: -999.9 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

95.6 

Total Depth m:: 

7.6 

Primary Name:: 

AH 3 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

27-APR-1989 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218591891 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.1 

Stratum Desc: 

Brown Sand - Gravel 

Stratum ID: 

218591892 

Top Depth(m): 

0.1 

Bottom Depth(m): 

0.5 

Stratum Desc: 

Dark Brown Fill-Misc clay silt Trace: Gr 

Stratum ID: 

218591893 

Top Depth(m): 

0.5 

Bottom Depth(m): 

2.7 

Stratum Desc: 

Grey-Brown Silty Clay 

Stratum ID: 

218591894 

Top Depth(m): 

2.7 

Bottom Depth(m): 

7.6 

Stratum Desc: 

Grey Silty Clay 


8 1 of 1 

ENE/10.7 

79.8/-15.08 

ON 

BORE 

Borehole ID: 

847216 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

432922 


Northing:: 

5020282 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 80.7 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

88.8 

Total Depth m:: 

9.8 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 7 


Municipality: 


Completion Date:: 

16-DEC-1966 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6556044 


Top Depth(m): 

0.0 

Bottom Depth(m): 

9.4 


Stratum Desc: 

BROWN-GREY. CLAYEY SILT TO SILTY. 
CLAY WITH SEAMS OF SILT & FINE SAND. 
STIFF TO FIRM. 

Stratum ID: 

6556045 


Top Depth(m): 

9.4 

Bottom Depth(m): 

9.8 


Stratum Desc: 

SILT, SAND, AND GRAVEL (TILL) 


9 1 of 1 

SW/11.5 

100.6/5.70 

lot 2 con 2 

WWIS 




KANATA ON 

Well ID: 

7209251 


Data Entry Status: 


Construction Date: 



Data Src: 


Primary Water Use: 

Test Hole 


Date Received: 

10/7/2013 

Sec. Water Use: 



Selected Flag: 

1 

Final Well Status: 

Monitoring and Test Hole 


Abandonment Rec: 


Water Type: 



Contractor: 

4875 

Casing Material: 



Form Version: 

7 

Audit No: 

Z163798 


Owner: 


Tag: 

A142265 


Street Name: 

HWY 417 & TERRY FOX DR 

Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 



Site Info: 
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Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 


Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Site DB 


Lot: 002 

Concession: 02 

Concession Name: CON 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


Bore Hole ID: 1004598803 

DP2BR: 

Code OB: 

Code OB Desc: 

Open Hole: 

Elevation: 102.147026 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


margin of error: 

UTM83 
8/21/2013 


-100 m 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


1004662477 


GREY 

28 

SAND 

GRAVEL 

01 

FILL 

0.00 

0.61 


1004662478 

2 

2 

GREY 

28 

SAND 

12 

STONES 


0.61 

2.14 


Annular Space/Abandonment 

Sealing Record 

Plug ID: 1004662486 

Layer: 1 

Plug From: 0.00 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Plug To: 

Plug Depth UOM: 

m 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

1004662485 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

1004662475 

0 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

1004662482 

1 

1 

STEEL 

0.46 

15.88 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

1004662483 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

1004662476 

11.00 

LPM 

2 

CLOUDY 

0 

0 

18 
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Map Key Number of 
Records 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Direction/ Elev/Diff 
Distance (m) (m) 


1004662481 

1 

8 

Untested 


Site 


DB 


Hole Diameter 


Hole ID: 

Diameter: 

Depth From: 

Depth To: 

Hole Depth UOM: 
Hole Diameter UOM: 


1004662479 

22.86 

0.00 


cm 


Hole ID: 

Diameter: 

Depth From: 

Depth To: 

Hole Depth UOM: 
Hole Diameter UOM: 


1004662480 

15.24 


10 


1 of 1 


SSW/13.2 99.9/5.01 


ON 


Borehole ID: 609628 

Use: 

Drill Method:: 

Easting:: 428681 

Location Accuracy:: 

Elev. Reliability Note:: 

Total Depth m:: -999 

Township:: 

Lot:: 

Completion Date:: 

Primary Water Use:: 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5015172 

Orig. Ground Elev m:: 99.1 

DEM Ground Elev m:: 100 

Primary Name:: 

Concession:: 

Municipality: 

Static Water Level:: -999.9 

Sec. Water Use:: 


BORE 


-Details- 
Stratum ID: 

218383673 

Top Depth(m): 

0.0 

Bottom Depth(m): 

10.7 

Stratum Desc: 

CLAY. 

Stratum ID: 

218383674 

Top Depth(m): 

10.7 

Bottom Depth(m): 


Stratum Desc: 

BEDROCK,LIMESTONE. 00069GREY. 00030. 
GREY. LIMESTONE. GREY. 00111 SEISMIC 


VELOCITY = 


11 lofl 

SW/13.5 99.9/5.01 





ON 


Borehole ID: 

807495 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

428159.83 

Northing:: 

5015786.18 

Location Accuracy:: 


Orig. Ground Elev m:: 

98.1 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

97.2 

Total Depth m:: 

1.5 

Primary Name:: 

AH 4 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

19-JUN-1990 

Static Water Level:: 

-999.9 
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Map Key Number of 
Records 


Direction/ Eiev/Diff 
Distance (m) (m) 


Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

218593110 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 


Stratum Desc: 

Topsoil 

Stratum ID: 

218593111 


Top Depth(m): 

0.2 

Bottom Depth(m): 

1.5 


Stratum Desc: 

Grey-Brown Weathered Crust Silty Clay 
Occasional: Sa 

12 lot 2 

SW/13.5 

93.9/-0.99 

ON 

BORE 

Borehole ID: 

609713 


Type: 

Borehole 

Use: 



Status:: 


Drill Method:: 



UTM Zone- 

18 

Easting:: 

429996 


Northing:: 

5018552 

Location Accuracy:: 



Orig. Ground Elev m:: 

0 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

95.5 

Total Depth m:: 

70.1 


Primary Name:: 


Township:: 



Concession:: 


Lot:: 



Municipality: 


Completion Date:: 

DEC-1961 


Static Water Level:: 

-90 

Primary Water Use:: 



Sec. Water Use:: 


12 2 of 2 

SW/13.5 

93.9/-0.99 

lot 1 con 3 

ON 

WWIS 

Well ID: 

1509427 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Livestock 


Date Received: 

2/20/1962 

Sec. Water Use: 

Domestic 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

4825 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

001 

Well Depth: 



Concession: 

03 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 
Clear/Cloudy: 



UTM Reliability: 


Bore Hole Information 





Bore Hole ID: 

10031460 


Spatial Status: 


DP2BR: 

60 


Cluster Kind: 


Code OB: 

r 


UTMRC: 

9 

Code OB Desc: 

Bedrock 


UTMRC Desc: 

unknown UTM 

Open Hole: 



Location Method: 

p5 

Elevation: 

95.487037 


Org CS: 


Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 



Date Completed: 

12/4/1961 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931012166 

1 

24 

PREV. DRILLED 

0.00 

60.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931012167 

2 

18 

SANDSTONE 

60.00 

78.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961509427 

1 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10580030 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930055571 

1 

1 

STEEL 

61.00 

4.00 

inch 

ft 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Casing ID: 

930055572 

Layer: 

2 

Material: 

4 

Open Hole or Material: 

Depth From: 

OPEN HOLE 

Depth To: 

78.00 

Casing Diameter: 

4.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

991509427 

Static Level: 

16.00 

Final Level After Pumping: 

38.00 

Recommended Pump Depth: 

70.00 

Pumping Rate: 

Flowing Rate: 

6.00 

Recommended Pump Rate: 

5.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

1 

Water State After Test: 

CLEAR 

Pumping Test Method: 

1 

Pumping Duration HR: 

0 

Pumping Duration MIN: 

30 

Flowing: 

N 

Water Details 

Water ID: 

933464266 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

75.00 

Water Found Depth UOM: 

ft 


13 1 of 1 

ENE/14.4 

79.9/-14.99 

ON 

BORE 

Borehole ID: 

847215 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone- 

18 

Easting:: 

432957 


Northing:: 

5020297 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 80.8 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

88.7 

Total Depth m:: 

10.7 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 7 


Municipality: 


Completion Date:: 

15-DEC-1966 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6556041 


Top Depth(m): 

0.0 

Bottom Depth(m): 

10.1 


Stratum Desc: 

BROWN-GREY. CLAYEY SILT TO SILTY 
CLAY WITH SEAMS OF SILT AND FIND 
SAND. STIFF. 


Stratum ID: 

6556042 


Top Depth(m): 

10.1 

Bottom Depth(m): 

10.7 


Stratum Desc: 

SILT, SAND AND GRAVEL (TILL) 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 



14 1 of 1 

WSW/18.9 

100.6/5.70 

ON 

BORE 

Borehole ID: 

805394 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone- 

18 

Easting:: 

428360.58 


Northing:: 

5017511.78 

Location Accuracy:: 



Orig. Ground Elev m:: 

102 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

102 

Total Depth m:: 

1.5 


Primary Name:: 

AH .4 

Township:: 



Concession:: 


Lot:: 



Municipality: 


Completion Date:: 

14-MAR-1991 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 





Stratum ID: 

218584499 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.4 


Stratum Desc: 

Grey Fill-Misc Sand - Gravel Trace: Si 

Stratum ID: 

218584500 


Top Depth(m): 

0.4 

Bottom Depth(m): 

1.0 


Stratum Desc: 

Dark Brown Fill-Misc clay silt Trace: Org M 

Stratum ID: 

218584501 


Top Depth(m): 

1.0 

Bottom Depth(m): 

1.5 


Stratum Desc: 

Grey sand silt 


15 1 of 1 

SW/19.1 99.9/5.01 

PCL EASTERN INC. 

280 HUNTMAR ROAD 

STITTSVILLE ON K2S 1B9 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ONI 904800 

94,95,96,97,98 

4023 

INSTITUTIONAL BLDG. 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 


Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 



Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 



Waste Code: 

Waste Description: 

221 

LIGHT FUELS 



Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 



Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 



Waste Code: 

Waste Description: 

253 

EMULSIFIED OILS 
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Map Key 

Number of 
Records 

Direction/ 
Distance (m) 

Elev/Diff 

(m) 

Site 


16 

1 of 6 

SW/19.4 

94.6/-0.30 

Urbandale Corporation 






Ottawa ON K1G 2H5 


Approval No: 

9907-4YXKAF 


SWP Area Name: 

Mississippi Valley 

Status: 

Approved 


MOE District: 

Ottawa 

Date: 

2001-07-30 


City: 


Record Type: 

ECA 



Latitude: 

45.316 

Link Source: 

IDS 



Longitude: 

-75.8947 

Project Type: 


Municipal and Private Water Works 




Approval Type: ECA-Municipal and Private Water Works 

Full Address: 

Full PDF Link: 


16 2of6 

SW/19.4 94.6/-0.30 

Urbandale Corporation 




Ottawa ON K1G 2H5 


Approval No: 

2160-765JJX 

SWP Area Name: 

Mississippi Valley 

Status: 

Approved 

MOE District: 

Ottawa 

Date: 

2007-08-16 

City: 


Record Type: 

ECA 

Latitude: 

45.316 

Link Source: 

IDS 

Longitude: 

-75.8947 

Project Type: 

Municipal and Private Sewage Works 




Approval Type: ECA-Municipal and Private Sewage Works 

Full Address: 

Full PDF Link: https://www.accessenvironment.ene.gov.on.ca/instruments/7521 -763QMN-14.pdf 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


SW/19.4 94.6/-0.30 

Urbandale Corporation 



Kanata ON K1G 2H5 


8717-4QUT8T 

SWP Area Name: 

Mississippi Valley 

Approved 

MOE District: 

Ottawa 

2000-11-09 

City: 


ECA 

Latitude: 

45.316 

IDS 

Longitude: 

-75.8947 

Municipal and Private Sewage Works 




ECA-Municipal and Private Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/2422-4QTM4K-14.pdf 


ECA 


16 4 of 6 

SW/19.4 94.6/-0.30 

Urbandale Corporation 




Ottawa ON K1G 2H5 


Approval No: 

5539-4YXKJZ 

SWP Area Name: 

Mississippi Valley 

Status: 

Approved 

MOE District: 

Ottawa 

Date: 

2001-07-30 

City: 


Record Type: 

ECA 

Latitude: 

45.316 

Link Source: 

IDS 

Longitude: 

-75.8947 

Project Type: 

Municipal and Private Sewage Works 




Approval Type: ECA-Municipal and Private Sewage Works 

Full Address: 

Full PDF Link: https://www.accessenvironment.ene.gov.on.ca/instruments/0396-4YXHZB-14.pdf 


16 5 of 6 SW/19.4 94.6/-0.30 Urbandale Corporation 

Ottawa ON K1G 2H5 
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DB 


Approval No: 

5150-765JWM 

SWP Area Name: 

Mississippi Valley 

Status: 

Approved 

MOE District: 

Ottawa 

Date: 

2007-08-16 

City: 


Record Type: 

ECA 

Latitude: 

45.316 

Link Source: 
Project Type: 
Approval Type: 

Full Address: 

Full PDF Link: 

IDS 

Municipal Drinking Water Systems 
ECA-Municipal Drinking Water Systems 

Longitude: 

-75.8947 
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SW/19.4 94.6/-0.30 

Urbandale Corporation 




Kanata ON K1G 2H5 


Approval No: 

6738-4QVTEE 

SWP Area Name: 

Mississippi Valley 

Status: 

Approved 

MOE District: 

Ottawa 

Date: 

2000-11-09 

City: 


Record Type: 

ECA 

Latitude: 

45.316 

Link Source: 

IDS 

Longitude: 

-75.8947 

Project Type: 

Municipal and Private Water Works 




Approval Type: ECA-Municipal and Private Water Works 

Full Address: 

Full PDF Link: 


17 


1 of 3 


SW/20.4 94.9 / 0.03 lot 2 con 3 

ON 


Well ID: 1520811 

Construction Date: 

Primary Water Use: Commerical 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: NA 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


WWIS 


Bore Hole Information 


Bore Hole ID: 1004265 

DP2BR: 20 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 94.6629 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: lot 

Org CS: 

Date Completed: 3/4/1986 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931045891 

1 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

79 

PACKED 

0.00 

4.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931045892 

2 

2 

GREY 

05 

CLAY 

4.00 

20.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931045893 

3 

2 

GREY 

15 

LIMESTONE 

18 

SANDSTONE 

78 

MEDIUM-GRAINED 

20.00 

50.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109235 

1 

0.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 

961520811 

5 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Method Construction: 

Other Method Construction: 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591222 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074442 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074443 

2 

50.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991520811 

15.00 

25.00 

30.00 

20.00 

8.00 

ft 

GPM 

1 

CLEAR 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934104852 

Draw Down 

15 

25.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

934388391 

Draw Down 

30 
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Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 


Test Level: 25.00 

Test Level UOM: ft 


Pump Test Detail ID: 934649548 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 25.00 

Test Level UOM: ft 


Pump Test Detail ID: 934906629 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 25.00 

Test Level UOM: ft 


Site 


DB 


Water Details 


Water ID: 933478174 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 40.00 

Water Found Depth UOM: ft 

Water ID: 933478175 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 46.00 

Water Found Depth UOM: ft 


17 2 of 3 SW/20.4 94.9 / 0.03 lot 2 con 3 

ON 


Well ID: 1520930 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 02012 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


WWIS 


Bore Hole Information 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 


10042771 


Bedrock 

94.66291 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: lot 

Org CS: 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Date Completed: 9/24/1986 


Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931046292 

1 

6 

BROWN 

05 

CLAY 

12 

STONES 

91 

WATER-BEARING 

0.00 

4.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931046293 

2 

6 

BROWN 

18 

SANDSTONE 

90 

VERY 

73 

HARD 

4.00 

16.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931046294 

3 

1 

WHITE 

18 

SANDSTONE 

73 

HARD 

16.00 

38.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

931046295 

4 

1 

WHITE 

18 

SANDSTONE 

74 

LAYERED 

73 

HARD 

38.00 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Formation End Depth: 

Formation End Depth UOM: 

50.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109274 

1 

0.00 

28.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961520930 

5 

Air Percussion 


Pine Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591341 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074658 

1 

1 

STEEL 

28.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074659 

2 

4 

OPEN HOLE 

50.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 

991520930 

4.00 

27.00 

27.00 

150.00 

10.00 

ft 

GPM 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934104260 

Test Type: Draw Down 

Test Duration: 15 

Test Level: 27.00 

Test Level UOM: ft 


Pump Test Detail ID: 934388498 

Test Type: Draw Down 

Test Duration: 30 

Test Level: 27.00 

Test Level UOM: ft 


Pump Test Detail ID: 934650072 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 27.00 

Test Level UOM: ft 


Pump Test Detail ID: 934907717 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 27.00 

Test Level UOM: ft 


Water ID: 933478337 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 38.00 

Water Found Depth UOM: ft 

Water ID: 933478338 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 45.00 

Water Found Depth UOM: ft 


17 


3 of 3 


SW/20.4 94.9 / 0.03 lot 2 con 3 

ON 


Well ID: 

1521402 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

6/16/1987 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

2307 

Casing Material: 


Form Version: 

1 

Audit No: 

NA 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 



WWIS 
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Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 


Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Site DB 


Lot: 002 

Concession: 03 

Concession Name: CON 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


Bore Hole ID: 10043224 

DP2BR: 4 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 94.66291 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


9 

unknown UTM 
lot 

6/2/1987 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931047917 


GREY 

05 

CLAY 

66 

DENSE 

25 

OVERBURDEN 

0.00 

4.00 

ft 

931047918 

2 

2 

GREY 

15 

LIMESTONE 

80 

POROUS 

73 

HARD 

4.00 

40.00 

ft 


Annular Space/Abandonment 

Sealing Record 

Plug ID: 933109440 

Layer: 1 

Plug From: 0.00 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Plug To: 

Plug Depth UOM: 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521402 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591794 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075475 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075476 

2 

4 

OPEN HOLE 

40.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991521402 

11.00 

11.00 

15.00 

50.00 

8.00 

ft 

GPM 

1 

CLEAR 

1 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

934106484 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Test Type: 

Draw Down 

Test Duration: 

15 

Test Level: 

11.00 

Test Level UOM: 

ft 

Pump Test Detail ID: 

934390163 

Test Type: 

Draw Down 

Test Duration: 

30 

Test Level: 

11.00 

Test Level UOM: 

ft 

Pump Test Detail ID: 

934651729 

Test Type: 

Draw Down 

Test Duration: 

45 

Test Level: 

11.00 

Test Level UOM: 

ft 

Pump Test Detail ID: 

934909518 

Test Type: 

Draw Down 

Test Duration: 

60 

Test Level: 

11.00 

Test Level UOM: 

ft 

Water Details 

Water ID: 

933478942 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

40.00 

Water Found Depth UOM: 

ft 


NE/20.5 89.2/-5.69 


Green belt Construction<UNOFFICIA L> 


Ottawa ON 


Ref No: 

Contaminant Name: 

Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


4471-AR8Q4K 

SEDIMENT(SUSPENDED SOLIDS/ SAND/ 
SILT) 

43 


n/a 

1 m 3 

9/15/2017 

2 - Minor Environment 
9/15/2017 

Leak/Break 

Maintenance 

Greenbelt Construction: Sediment release to 
Watts Cr. 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


Ottawa 

Unknown / N/A 
Other 

Surface Water 

Watercourse Spills 


SPL 


19 1 of 1 

SW/20.6 95.2/0.31 

ON 


BORE 

Borehole ID: 

Use: 

802202 

Geotechnical/Geological Investigation 

Type: 

Status:: 

Borehole 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 


Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

429804.78 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5018387.32 

93.6 

94.5 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Total Depth m:: 

15.3 

Primary Name:: 

BH 2 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

25-SEP-1978 

Static Water Level:: 

3.8 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

218571233 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

Topsoil 

Stratum ID: 

218571234 

Top Depth(m): 

0.3 

Bottom Depth(m): 

3.0 

Stratum Desc: 

Grey-Brown Very Stiff to Stiff Weathered Crust 
Silty Clay With: F Sa 

Stratum ID: 

218571235 

Top Depth(m): 

3.0 

Bottom Depth(m): 

14.8 

Stratum Desc: 

Grey Soft to Firm Silty Clay With: F Sa Trace: 
Gr 

Stratum ID: 

218571236 

Top Depth(m): 

14.8 

Bottom Depth(m): 

15.3 

Stratum Desc: 

Till 


20 1 of 1 

SW/20.9 

100.3/5.43 

ON 

BORE 

Borehole ID: 

Use: 

Drill Method:: 

609677 


Type: 

Status:: 

UTM Zone- 

Borehole 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

428281 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

5017422 

99.2 

Completion Date:: 
Primary Water Use:: 

AUG-1970 


Static Water Level:: 
Sec. Water Use:: 

-999.9 

-Details- 

Stratum ID: 

Bottom Depth(m): 

218383801 


Top Depth(m): 
Stratum Desc: 

0.0 

BEDROCK. STONE. WHITE. SANDSTONE. 
GREY. SANDSTONE. SANDSTONE. GREY. 
SANDSTONE. YELLOW. 


21 1 of 1 

ENE/22.5 67.8/-27.02 

ON 

BORE 

Borehole ID: 

848643 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

434034 

Northing:: 

5020979 

Location Accuracy:: 


Orig. Ground Elev m:: 

67.8 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

70.8 

Total Depth m:: 

8.8 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 


Lot:: 

LOT 10 

Municipality: 


Completion Date:: 
Primary Water Use:: 

06-OCT-1967 

Static Water Level:: 
Sec. Water Use:: 

2.6 

-Details- 

Stratum ID: 

6561704 

Top Depth(m): 

0.0 

Bottom Depth(m): 

7.2 

Stratum Desc: 

CLAY TO SILTY CLAY FIRM TO STIFF 
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DB 


Stratum ID: 

6561705 

Top Depth(m): 

7.2 

Bottom Depth(m): 

8.8 

Stratum Desc: 

SANDY SILT SILTY SAND TRACES OF CLAY 
AND GRAVEL COMPACT TO VERY DENSE 


22 1 of 1 


ENE/24.3 112.9/18.01 

KENNEDY 

ON 


MNR 

MDI Num: 

OGFID: 

Mining Division: 

Zone: 

Access Description: 
Deposit Status: 

MDI31G05SW00127 

205254660 

SOUTHERN ONTARIO 

18 

2.4 km W of Bellwod. 

OCCURRENCE 

Geological District: 
Easting: 

Northing: 

Claim Map: 

SOUTHEASTERN ONTARIO 
432037.215 

5019772.919 

T-2383 


-Details- 

Year: 

Deposit Charactr: 
Commodity: 

1993 

COPPER, URANIUM 

Twp/Area: 

Con/Lot/Sec: 

NEPEAN 

LOT: 5 Con: 1 


Year: 

Deposit Charactr: 
Commodity: 

1993 

COPPER, URANIUM 

Twp/Area: 

Con/Lot/Sec: 

NEPEAN 

LOT: 4 Con: 1 


Year: 

Deposit Charactr: 
Commodity: 

1993 

COPPER, URANIUM 

Twp/Area: 

Con/Lot/Sec: 

NEPEAN 

LOT: 5 Con: 2 


Year: 

Deposit Charactr: 
Commodity: 

1993 

COPPER, URANIUM 

Twp/Area: 

Con/Lot/Sec: 

NEPEAN 

LOT: 4 Con: 2 



23 1 of 1 

NE/24.4 

90.6/-4.30 

ON 

BORE 

Borehole ID: 

847739 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

430614 


Northing:: 

5019145 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 86.9 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

88.9 

Total Depth m:: 

29.3 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 

CON 1 ON OTTAWA RIVER 

Lot:: 

LOTI 


Municipality: 


Completion Date:: 

18-JUN-1971 


Static Water Level:: 

.6 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6558750 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

CLAYEY TOPSOIL 

Stratum ID: 

6558751 


Top Depth(m): 

0.3 

Bottom Depth(m): 

1.1 


Stratum Desc: 

CLAYEY SILT, TRACE OF SAND. GREY- 
BROWN, FIRM TO STIFF. 

Stratum ID: 

6558752 


Top Depth(m): 

1.1 

Bottom Depth(m): 

23.6 


Stratum Desc: 

CLAYEY SILT TO SILTY CLAY, TRACE OF 
SAND, OCC. ORGANIC MOTTLINGS. 
NUMEROUS SEAMS OF SILT AND SAND UP 
TO 3in. THICK THROUGHOUT. GREY, FIRM 




83 
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TO VERY STIFF. 


Stratum ID: 

Bottom Depth(m): 

6558753 

29.3 

Top Depth(m): 

Stratum Desc: 

23.6 

HET.MIX.OF SILT, SAND AND GRAVEL, 
TRACE OF CLAY (GLACIAL TILL), GREY, 
VERY DENSE. 

24 1 of 1 

SW/25.8 96.8/1.94 

Industry Canada - Communications Research 

Centre 

3701 Carling Avneue, .0. Box 11490, Station H 
Ottawa ON K2H 8S2 

ECA 

Approval No: 

Status: 

Date: 

Record Type: 

Link Source: 

Project Type: 
Approval Type: 

Full Address: 

Full PDF Link: 

1107-4NEHRG SWP Area Name: Mississippi Valley 

Approved MOE District: Ottawa 

2000-10-30 City: 

ECA Latitude: 45.314372999999996 

IDS Longitude: -75.89838999999999 

Industrial Sewage Works 

ECA-Industrial Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/8832-4MJPHE-14.pdf 



25 1 of 1 

ENE/26.1 67.8/ -27.02 

ON 

BORE 

Borehole ID: 

847203 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

434030 

Northing:: 

5020982 

Location Accuracy:: 


Orig. Ground Elev m:: 

: 68.1 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

70.6 

Total Depth m:: 

5 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 


Lot:: 

ROAD 

Municipality: 


Completion Date:: 
Primary Water Use:: 

12-OCT-1967 

Static Water Level:: 
Sec. Water Use:: 

3.2 

-Details- 

Stratum ID: 

6556008 

Top Depth(m): 

0.0 

Bottom Depth(m): 

5.0 

Stratum Desc: 

SILTY CLAY TO CLAYEY SILT, FIRM TO 
STIFF, 18in. SEWER 


26 1 of 1 

ENE/27.7 81.2/-13.69 

ON 

BORE 

Borehole ID: 

847985 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone- 

18 

Easting:: 

432905 

Northing:: 

5020253 

Location Accuracy:: 


Orig. Ground Elev m:: 

: 83 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

88.9 

Total Depth m:: 

14.1 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 7 

Municipality: 


Completion Date:: 

15-MAR-1966 

Static Water Level:: 

.2 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

6559483 

Top Depth(m): 

0.0 
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Bottom Depth(m): 

0.9 

Stratum Desc: 

BROWN SAND 

Stratum ID: 

6559484 

Top Depth(m): 

0.9 

Bottom Depth(m): 

3.7 

Stratum Desc: 

SAND, GREYISH BROWN 

Stratum ID: 

6559485 

Top Depth(m): 

3.7 

Bottom Depth(m): 

11.6 

Stratum Desc: 

GREY CLAYEY SILT TO SILTY CLAY WITH 
TRACES OF ORGANICS, FIRM TO VERY 
STIFF 

Stratum ID: 

6559486 

Top Depth(m): 

11.6 

Bottom Depth(m): 

12.5 

Stratum Desc: 

SAND TILL, GREY 

Stratum ID: 

6559487 

Top Depth(m): 

12.5 

Bottom Depth(m): 

14.1 

Stratum Desc: 

SOUND SANDSTONE 


27 1 of 1 

SW 129.7 

99.9/5.01 

ON 

BORE 

Borehole ID: 

848696 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Power auger 


UTM Zone:: 

18 

Easting:: 

427010 


Northing:: 

5016405 

Location Accuracy:: 



Orig. Ground Elev m:: 

101 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

103 

Total Depth m:: 

3.7 


Primary Name:: 


Township:: 

MARCH 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

02-JUN-1992 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6561898 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 


Stratum Desc: 

BROWN TOPSOIL 

Stratum ID: 

6561899 


Top Depth(m): 

0.2 

Bottom Depth(m): 

1.2 


Stratum Desc: 

COMPACT BROWN SAND AND GRAVEL 
TRACE OF SILT FILL 

Stratum ID: 

6561900 


Top Depth(m): 

1.2 

Bottom Depth(m): 

1.8 


Stratum Desc: 

COMPACT BROWN SAND AND GRAVEL 
TRACE OF SILT OCC COBBLES AND 
BOULDERS FILL 

Stratum ID: 

6561901 


Top Depth(m): 

1.8 

Bottom Depth(m): 

2.8 


Stratum Desc: 

COMPACT BROWN SAND TRACE SILT AND 
GRAVEL FILL 

Stratum ID: 

6561902 


Top Depth(m): 

2.8 

Bottom Depth(m): 

3.7 


Stratum Desc: 

FIRM SILTY CLAY INTERMIXED WITH 
ROOTS AND TOPSOIL 


28 1 of 1 

SW/29.9 98.8/3.98 

ON 

BORE 

Borehole ID: 

848697 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Power auger 

UTM Zone:: 

18 

Easting:: 

427055 

Northing:: 

5016444 

Location Accuracy:: 


Orig. Ground Elev m:: 

100 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

100 

Total Depth m:: 

1.5 

Primary Name:: 
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Township:: MARCH 

Lot:: LOT 3 

Completion Date:: 20-JUN-1992 

Primary Water Use:: 


-Details— 

Stratum ID: 6561903 

Bottom Depth(m): 0.5 

Stratum ID: 6561904 

Bottom Depth(m): 0.4 


Stratum ID: 6561905 

Bottom Depth(m): 1.5 


Site 


Concession:: 

Municipality: 

Static Water Level:: 
Sec. Water Use:: 


Top Depth(m): 
Stratum Desc: 

Top Depth(m): 
Stratum Desc: 


Top Depth(m): 
Stratum Desc: 


29 1 of2 

SW/31.8 99.9/5.01 

ON 

Borehole ID: 

848580 

Type: 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Drill Method:: 

Not known 

UTM Zone:: 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

427011 

Northing:: 

Orig. Ground Elev t 
DEM Ground Elev i 

Total Depth m:: 

10 

Primary Name:: 

Township:: 

MARCH 

Concession:: 

Lot:: 

ROAD 

Municipality: 

Completion Date:: 
Primary Water Use:: 

08-NOV-1994 

Static Water Level: 
Sec. Water Use:: 

-Details- 

Stratum ID: 

6561458 

Top Depth(m): 

Bottom Depth(m): 

3.9 

Stratum Desc: 


Stratum ID: 

6561459 

Top Depth(m): 

Bottom Depth(m): 

4.8 

Stratum Desc: 

Stratum ID: 

6561460 

Top Depth(m): 

Bottom Depth(m): 

6.4 

Stratum Desc: 

Stratum ID: 

6561461 

Top Depth(m): 

Bottom Depth(m): 

7.2 

Stratum Desc: 

Stratum ID: 

6561462 

Top Depth(m): 

Bottom Depth(m): 

8.0 

Stratum Desc: 

Stratum ID: 

6561463 

Top Depth(m): 

Bottom Depth(m): 

8.7 

Stratum Desc: 

Stratum ID: 

6561464 

Top Depth(m): 

Bottom Depth(m): 

10.0 

Stratum Desc: 

Stratum ID: 

6561457 

Top Depth(m): 

Bottom Depth(m): 

0.4 

Stratum Desc: 


DB 


-999.9 


0.0 

50mm ASPHALT 
0.1 

VERY DENSE BROWN SAND AND GRAVEL 
TRACE SILT BASE AND SUBBASE 

0.4 

COMPACT BROWN SAND TRACE SILT FILL 


BORE 


Borehole 

Decommissioned 

18 

5016400 

100 

104 


-999.9 


0.4 

LOOSE TO COMPACT, GRAVELLY BROWN 
SAND GRADING TO SAND, SOME GRAVEL: 
FILL 


3.9 

VERY LOOSE, BROWN SAND, OCCASIONAL 
POCKETS OF SILTY SAND: FILL 

4.8 

VERY DENSE TO DENSE, ROWN GRAVELLY 
SAND, OCCASIONAL COBBLES: FILL 

6.4 

COMPACT, LIGHT BROWN, FINE SAND: 

FILL 

7.2 

COMPACT TO DENSE, BROWN, GRAVELLY 
SAND, OCCASIONAL COBBLES: FILL 

8.0 

COMPACT, GREY, SILT AND SAND, SOME 
GRAVEL, TRACE ASHES: FILL 

8.7 

FIRM TO VERY STIFF, GREY SILTY CLAY 
0.0 

150 MM ASPHALT 
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DB 


29 2 of 2 

SW/31.8 

99.9/5.01 

ON 

BORE 

Borehole ID: 

847946 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

427011 


Northing:: 

5016401 

Location Accuracy:: 



Orig. Ground Elev m: 

: 99.7 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

■ 104 

Total Depth m:: 

20 


Primary Name:: 


Township:: 

MARCH 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

05-JUL-1971 


Static Water Level:: 

1.2 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6559344 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

TOPSOIL 

Stratum ID: 

6559345 


Top Depth(m): 

0.3 

Bottom Depth(m): 

12.2 


Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY AND 
BROWN, STIFF TO VERY STIFF, CLAY TO 
SILTY CLAY, TRACE OF SAND (SENSITIVE), 
OCC. PARTINGS AND SEAMS OF SILT UPT 
TO 2in. THICK THROUGHOUT. GREY, FIRM 
TO STIFF 

Stratum ID: 

6559346 


Top Depth(m): 

12.2 

Bottom Depth(m): 

18.7 


Stratum Desc: 

REWORKED ZONE, LOOSE, NET.MIX.OF 
SILT, SAND AND GRAVEL (GLACIAL TILL), 
OCC. LAYERS OF SILTY SAND TO SANDY 
SILT UP TO 2in. THICK THROUGHOUT, 
COMPACT TO VERY DENSE 



Stratum ID: 

6559347 


Top Depth(m): 

18.7 

Bottom Depth(m): 

20.0 


Stratum Desc: 

BEDROCK - LIMESTONE, SOUND 


30 1 of 1 

SW/32.2 

100.0/5.12 lot 2 con 2 

KANAT A ON 

WWIS 

Well ID: 

7186374 

Data Entry Status: 


Construction Date: 


Data Src: 


Primary Water Use: 

Monitoring and Test Hole 

Date Received: 

9/4/2012 

Sec. Water Use: 

0 

Selected Flag: 

1 

Final Well Status: 

Observation Wells 

Abandonment Rec: 


Water Type: 


Contractor: 

7241 

Casing Material: 


Form Version: 

7 

Audit No: 

Z154785 

Owner: 


Tag: 

A109829 

Street Name: 

214 DIDSBURY RD 

Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 

WKQ-005101 

Depth to Bedrock: 


Lot: 

002 

Well Depth: 


Concession: 

02 

Overburden/Bedrock: 


Concession Name: 

CON 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


erisinfo.com | Environmental Risk Information Services 

Order No: 20180221105 









Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 

Bore Hole Information 


4 

margin of error: 30 m -100 m 
digit 
UTM83 
7/9/2012 

nemarKs: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


DB 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


1004416470 

1 

6 

BROWN 

28 

SAND 

GRAVEL 

77 

LOOSE 

0.00 

3.10 


1004416471 

2 

6 

BROWN 

28 

SAND 

05 

CLAY 

77 

LOOSE 

3.10 

4.57 


1004416472 

3 

2 

GREY 

05 

CLAY 

06 

SILT 

91 

WATER-BEARING 

4.57 

5.18 


Annular Soace/Abandonment 
Sealing Record 
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Distance (m) (m) 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1004416480 

1 

0.00 

0.31 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1004416481 

2 

0.31 

3.66 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1004416482 

3 

3.66 

5.18 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

1004416479 

B 

Other Method 

DIRECT PUSH 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

1004416469 

0 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

1004416475 

1 

5 

PLASTIC 

0.00 

3.96 

5.20 

cm 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

1004416476 

1 

10 

3.96 

5.18 

5 

6.03 


Water Details 


Water ID: 

Layer: 

1004416474 
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Site 

DB 

Kind Code: 




Kind: 




Water Found Depth: 




Water Found Depth UOM: m 



Hole Diameter 




Hole ID: 

1004416473 



Diameter: 

15.24 



Depth From: 

0.00 



Depth To: 

5.18 



Hole Depth UOM: 

m 



Hole Diameter UOM: 

cm 



31 1 of 1 

SW/32.6 98.9/4.01 

ON 

BORE 

Borehole ID: 

807498 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

428172.77 

Northing:: 

5015841.93 

Location Accuracy:: 


Orig. Ground Elev m:: 

97.4 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

96.5 

Total Depth m:: 

1.5 

Primary Name:: 

AH 5 

Township:: 


Concession:: 


Lot- 


Municipality: 


Completion Date:: 

19-JUN-1990 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218593116 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.6 

Stratum Desc: 

Topsoil 

Stratum ID: 

218593117 

Top Depth(m): 

0.6 

Bottom Depth(m): 

1.5 

Stratum Desc: 

Grey-Brown Weathered Crust Silty Clay 




Occasional: Sa 


32 1 of 1 

SW/32.8 

99.9/5.01 

PALLADIUM CORPORATION 

HUNTMAR RD/CYCLONE TAYLOR BLVD 

KANATA CITY ON 

CA 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 

Emission Control:: 

7-0276-94- 

94 

4/29/1994 
Municipal water 
Approved 




33 1 of 1 

SW/33.6 

99.9/5.01 

ON 

BORE 


Borehole ID: 847944 Type: Borehole 

Use: Geotechnical/Geological Investigation Status:: Decommissioned 


90 
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Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

426989 

Northing:: 

5016427 

Location Accuracy:: 


Orig. Ground Elev m:: 

: 98.8 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

105 

Total Depth m:: 

21.6 

Primary Name:: 


Township:: 

MARCH 

Concession:: 


Lot:: 

ROAD 

Municipality: 


Completion Date:: 
Primary Water Use:: 

30-JUN-1971 

Static Water Level:: 
Sec. Water Use:: 

1.4 

-Details- 

Stratum ID: 

6559336 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

CLAYEY TOPSOIL 

Stratum ID: 

6559337 

Top Depth(m): 

0.3 

Bottom Depth(m): 

11.9 

Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY AND 
BROWN, STIFF TO VERY STIFF, CLAY TO 
SILTY CLAY, TRACE OF SAND (SENSITIVE), 
OCC. SILT PARTINGS THROUGHOUT. 

GREY, FIRM TO STIFF 

Stratum ID: 

6559338 

Top Depth(m): 

11.9 

Bottom Depth(m): 

20.1 

Stratum Desc: 

REWORKED ZONE, COMPACT, NET.MIX.OF 
SILT, SAND AND GRAVEL, TRACE OF CLAY 
(GLACIAL TILL), GREY, COMPACT TO VERY 
DENSE 

Stratum ID: 

6559339 

Top Depth(m): 

20.1 

Bottom Depth(m): 

21.6 

Stratum Desc: 

BEDROCK - LIMESTONE INTERBEDS OF 
SHALE, SOUND 


34 1 of 1 

SW/33.6 

99.9/5.01 

ON 

BORE 

Borehole ID: 

848691 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Power auger 


UTM Zone:: 

18 

Easting:: 

426969 


Northing:: 

5016452 

Location Accuracy:: 



Orig. Ground Elev m:: 

102 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

104 

Total Depth m:: 

3.2 


Primary Name:: 


Township:: 

MARCH 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

02-JUN-1992 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use- 


-Details- 
Stratum ID: 

6561883 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.1 


Stratum Desc: 

BROWN TOPSOIL ROOTMAT 

Stratum ID: 

6561884 


Top Depth(m): 

0.1 

Bottom Depth(m): 

2.9 


Stratum Desc: 

COMPACT BROWN SAND AND GRAVEL 
TRACE SILT OCC COBBLES FILL 

Stratum ID: 

6561885 


Top Depth(m): 

2.9 

Bottom Depth(m): 

3.2 


Stratum Desc: 

COMPACT BROWN SAND TRACE TO SOME 
GRAVEL FILL 

35 1 of 1 

SW/34.9 

100.0/5.09 

ON 

BORE 


91 
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Borehole ID: 

847942 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

426967 

Northing:: 

5016454 

Location Accuracy:: 


Orig. Ground Eiev m:: 

99.3 

Eiev. Reliability Note:: 


DEM Ground Eiev m:: 

104 

Total Depth m:: 

22.6 

Primary Name:: 


Township:: 

MARCH 

Concession:: 


Lot:: 

ROAD 

Municipality: 


Completion Date:: 
Primary Water Use:: 

-Details- 

28-JUN-1971 

Static Water Level:: 
Sec. Water Use:: 

1.7 

Stratum ID: 

6559328 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

CLAYEY TOPSOIL 

Stratum ID: 

6559329 

Top Depth(m): 

0.3 

Bottom Depth(m): 

11.6 

Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY AND 
BROWN, STIFF TO VERY STIFF, CLAY TO 
SILTY CLAY, TRACE OF SAND (SENSITIVE), 
OCC. SILT PARTINGS THROUGHOUT. 

GREY, FIRM TO STIFF 

Stratum ID: 

6559330 

Top Depth(m): 

11.6 

Bottom Depth(m): 

21.0 

Stratum Desc: 

REWORKED ZONE, LOOSE, NET.MIX. OF 
SILT, SAND AND GRAVEL (GLACIAL TILL), 
OCC. LAYERS SILTY SAND AND SANDY 

SILT UP TO 2'THICK THROUGHOUT. GREY, 
DENSE TO VERY DENSE. 

Stratum ID: 

6559331 

Top Depth(m): 

21.0 

Bottom Depth(m): 

22.6 

Stratum Desc: 

BEDROCK - LIMESTONE, SOUND 


36 1 of 1 

SW/36.6 97.9/3.01 

285 DIDSBURY ROAD, OTTAWA 

ON 

PINC 

Incident ID: 


Health Impact: 



Incident No: 

1654058 

Environment Impact: 



Type: 

FS-Pipeline Incident 

Property Damage: 

Yes 


Status Code: 

Pipeline Damage Reason Est 

Service Interupt: 



Fuel Occurrence Tp: 


Enforce Policy: 

Yes 


Fuel Type: 


Public Relation: 



Tank Status: 

RC Established 

Pipeline System: 



Task No: 

5584350 

Depth: 



Spills Action Centre: 


Pipe Material: 



Method Details: 

E-mail 

PSIG: 



Fuel Category: 

Natural Gas 

Attribute Category: 

FS-Perform P-line Inc Invest 


Date of Occurrence: 
Occurrence Start 

Date: 

2015/06/03 

Regualtor Location: 



Operation Type: 
Pipeline Type: 
Regulator Type: 
Summary: 

285 DIDSBURY ROAD, OTTAWA - 

PIPELINE HIT - 1 14” 



Reported By: 
Affiliation: 

Peter O'Gorman - ENBRIDGE 




Occurrence Desc: 
Damage Reason: 
Notes: 

Excavation practices not sufficient 
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Records Distance (m) 

Elev/Diff 

(m) 
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ON 


Borehole ID: 

805390 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

428385.92 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5017461.32 

104 

102 

Total Depth m:: 
Township:: 

Lot:: 

3.8 


Primary Name:: 

Concession:: 

Municipality: 

BH.3 

Completion Date:: 
Primary Water Use:: 

-Details- 

14-MAR-1991 


Static Water Level:: 
Sec. Water Use- 

-999.9 

Stratum ID: 

218584474 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 


Stratum Desc: 

Asphalt 

Stratum ID: 

218584475 


Top Depth(m): 

0.2 

Bottom Depth(m): 

0.3 


Stratum Desc: 

Grey Crushed Stone 

Stratum ID: 

218584476 


Top Depth(m): 

0.3 

Bottom Depth(m): 

0.3 


Stratum Desc: 

Insulation 

Stratum ID: 

218584477 


Top Depth(m): 

0.3 

Bottom Depth(m): 

0.7 


Stratum Desc: 

Grey Crushed Stone 

Stratum ID: 

218584478 


Top Depth(m): 

0.7 

Bottom Depth(m): 

2.9 


Stratum Desc: 

Grey-Brown Compact Fill-Misc Silt - Sand 

Stratum ID: 

218584479 


Top Depth(m): 

2.9 

Bottom Depth(m): 

3.8 


Stratum Desc: 

Grey-Brown to Grey Compact Till Silt - Sand 
Occasional: Gr Occ Cob 


38 1 of 1 

SW/41.2 

99.9/5.01 

ON 

BORE 

Borehole ID: 

847945 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

427004 


Northing:: 

5016395 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 99.8 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

104 

Total Depth m:: 

21 


Primary Name:: 


Township:: 

HUNTLEY 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

30-JUN-1971 


Static Water Level:: 

2 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6559340 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

TOPSOIL 

Stratum ID: 

6559341 


Top Depth(m): 

0.3 

Bottom Depth(m): 

12.8 


Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY AND 
BROWN, STIFF TO VERY STIFF, CLAY TO 
SILTY CLAY, TRACE OF SAND (SENSITIVE), 
OCC. SILT PARTINGS THROUGHOUT. 

GREY, FIRM TO STIFF 

Stratum ID: 

6559342 


Top Depth(m): 

12.8 

Bottom Depth(m): 

19.5 


Stratum Desc: 

REWORKED ZONE, LOOSE, NET.MIX.OF 
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SILT, SAND AND GRAVEL (GLACIAL TILL), 
OCC. LAYERS OF SILTY SAND TO SANDY 
SILT UP TO 2in. THICK THROUGHOUT, 
COMPACT TO VERY DENSE 

Stratum ID: 

6559343 

Top Depth(m): 

19.5 

Bottom Depth(m): 

21.0 

Stratum Desc: 

BEDROCK - LIMESTONE, INTERBEDS OF 
SHALE, SOUND 


39 1 of 1 

SW/41.4 

99.9/5.01 

ON 

BORE 

Borehole ID: 

847947 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone- 

18 

Easting:: 

427013 


Northing:: 

5016383 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 99.8 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

104 

Total Depth m:: 

18.8 


Primary Name:: 


Township:: 

HUNTLEY 


Concession:: 


Lot- 

ROAD 


Municipality: 


Completion Date:: 

01-JUL-1971 


Static Water Level:: 

1.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6559348 


Top Depth(m): 

0.0 

Bottom Depth(m): 

11.9 


Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY AND 
BROWN, STIFF TO VERY STIFF, CLAY TO 
SILTY CLAY, TRACE OF SAND (SENSITIVE), 
OCC. PARTINGS OF SILT THROUGHOUT. 
GREY, FIRM TO STIFF 

Stratum ID: 

6559349 


Top Depth(m): 

11.9 

Bottom Depth(m): 

18.8 


Stratum Desc: 

SILT, GREY, COMPACT, NET.MIX.OF SILT, 
SAND AND GRAVEL, TRACE OF CLAY 
(GLACIAL TILL), OCC. SAND SEAMS UP TO 
6in. THICK, GREY, COMPACT TO VERY 
DENSE 


40 1 of 1 

SW 142.2 

99.9/5.01 

ON 

BORE 

Borehole ID: 

848695 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Power auger 


UTM Zone:: 

18 

Easting:: 

427001 


Northing:: 

5016397 

Location Accuracy:: 



Orig. Ground Elev m:: 

101 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

103 

Total Depth m:: 

2.5 


Primary Name:: 


Township:: 

HUNTLEY 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

02-JUN-1992 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6561895 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.6 


Stratum Desc: 

COMPACT BROWN SAND AND GRAVEL 
TRACE SILT FILL 

Stratum ID: 

6561896 


Top Depth(m): 

0.6 

Bottom Depth(m): 

1.4 


Stratum Desc: 

COMPACT BROWN SAND SOME GRAVEL 
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Stratum ID: 

Bottom Depth(m): 

6561897 

2.5 


Top Depth(m): 

Stratum Desc: 

TRACE SILT FILL 

1.4 

COMPACT BROWN SAND SOME TRACE 
SILT AND GRAVEL FREQUENT BOULDERS 
FILL 

41 1 of 1 

SW 142.6 

98.9/4.01 

ON 

BORE 

Borehole ID: 

807492 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

428205.28 


Northing:: 

5015819.33 

Location Accuracy:: 



Orig. Ground Elev m:: 

97.5 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

96.6 

Total Depth m:: 

1.5 


Primary Name:: 

AH 3 

Township:: 



Concession:: 


Lot- 



Municipality: 


Completion Date:: 

19-JUN-1990 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 





Stratum ID: 

218593103 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 


Stratum Desc: 

Topsoil 

Stratum ID: 

218593104 


Top Depth(m): 

0.2 

Bottom Depth(m): 

1.5 


Stratum Desc: 

Grey-Brown Weathered Crust Silty Clay 





Occasional: Sa 


42 1 of 1 

SW 142.7 

99.9/5.01 

ON 

BORE 

Borehole ID: 

847943 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

426981 

21.6 

HUNTLEY 

ROAD 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

5016421 

104 

Completion Date:: 
Primary Water Use:: 

28-JUN-1971 


Static Water Level:: 
Sec. Water Use:: 

2 

-Details- 

Stratum ID: 

6559332 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

TOPSOIL 

Stratum ID: 

6559333 


Top Depth(m): 

0.3 

Bottom Depth(m): 

12.2 


Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY AND 
BROWN, STIFF TO VERY STIFF, CLAY TO 
SILTY CLAY, TRACE OF SAND (SENSITIVE), 
OCC. SILT PARTINGS THROUGHOUT, 

GREY, FIRM TO STIFF 

Stratum ID: 

6559334 


Top Depth(m): 

12.2 

Bottom Depth(m): 

20.4 


Stratum Desc: 

REWORKED ZONE, LOOSE, NET.MIX.OF 
SILT, SAND AND GRAVEL, TRACE OF CLAY 


(GLACIAL TILL), OCC. LAYERS OF SILTY 
SAND TO SANDY SILT UP TO 3in. THICK 
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BELOW ELEVATION 270. GREY, COMPACT 
TO VERY DENSE. 

Stratum ID: 6559335 

Bottom Depth(m): 21.6 



Top Depth(m): 
Stratum Desc: 

20.4 

BEDROCK - LIMESTONE WITH INTERBEDS 
OF SHALE, SOUND 


43 1 of 1 

SW 144.0 

99.9/5.01 

ON 

BORE 

Borehole ID: 

848581 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Not known 


UTM Zone:: 

18 

Easting:: 

426958 


Northing:: 

5016450 

Location Accuracy:: 



Orig. Ground Elev m:: 

100 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

103 

Total Depth m:: 

9.9 


Primary Name:: 


Township:: 

HUNTLEY 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

08-NOV-1994 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6561465 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.4 


Stratum Desc: 

150 MM ASPHALT 

Stratum ID: 

6561466 


Top Depth(m): 

0.0 

Bottom Depth(m): 

6.4 


Stratum Desc: 

COMPACT TO VERY DENSE, BROWN SAND, 
TRACE TO SOME GRAVEL: FILL, 
OCCASIONAL COBBLES 

Stratum ID: 

6561467 


Top Depth(m): 

6.4 

Bottom Depth(m): 

8.4 


Stratum Desc: 

COMPACT, BROWN SAND, OCCASIONAL 
SILT POCKETS, GRADES TO FINE SAND: 
FILL, SILTY SAND SEAM 

Stratum ID: 

6561468 


Top Depth(m): 

8.4 

Bottom Depth(m): 

9.9 


Stratum Desc: 

STIFF, GREY, SILTY CLAY 


44 1 of 1 

SW 144.6 

99.9/5.01 

ON 

BORE 

Borehole ID: 

847941 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

426959 


Northing:: 

5016447 

Location Accuracy:: 



Orig. Ground Elev m:: 

99.5 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

103 

Total Depth m:: 

22.9 


Primary Name:: 


Township:: 

HUNTLEY 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

24-JUN-1971 


Static Water Level:: 

2 

Primary Water Use:: 



Sec. Water Use- 


-Details- 





Stratum ID: 

6559324 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

TOPSOIL 

Stratum ID: 

6559325 


Top Depth(m): 

0.3 

Bottom Depth(m): 

11.3 


Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY AND 


BROWN, STIFF TO VERY STIFF, SILTY CLAY 


96 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 





TO CLAY (SENSITIVE), TRACE OF SAND, 
GREY, FIRM TO STIFF. 

Stratum ID: 

6559326 

Top Depth(m): 

11.3 

Bottom Depth(m): 

21.3 

Stratum Desc: 

REWORKED ZONE, LOOSE, NET.MIX. OF 
SILT, SAND AND GRAVEL, TRACE OF SILT 
(GLACIAL TILL), GREY, COMPACT TO VERY 
DENSE, BOULDERY ZONE (BOULDERS UP 
TO 7in. IN SIZE) 

Stratum ID: 

6559327 

Top Depth(m): 

21.3 

Bottom Depth(m): 

22.9 

Stratum Desc: 

BEDROCK-LIMESTONE WITH SHALE 
INTERBEDS, SOUND 


45 1 of 1 

ENE/45.4 

68.2/-26.69 

ON 

BORE 

Borehole ID: 

847209 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

434068 


Northing:: 

5020921 

Location Accuracy:: 



Orig. Ground Elev m:: 

68.8 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

71.6 

Total Depth m:: 

13.5 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 10 


Municipality: 


Completion Date:: 

05-DEC-1966 


Static Water Level:: 

.7 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6556023 


Top Depth(m): 

0.0 

Bottom Depth(m): 

9.4 


Stratum Desc: 

CLAY TO CLAYEY SILT WITH NUMEROUS 
SEAMS OF SILT AND SAND. STIFF TO VERY 
STIFF. 

Stratum ID: 

6556024 


Top Depth(m): 

9.4 

Bottom Depth(m): 

11.6 


Stratum Desc: 

SILT, SAND AND GRAVEL, OCCASIONAL 
BOULDERS. DENSE TO VERY DENSE. 

Stratum ID: 

6556025 


Top Depth(m): 

11.6 

Bottom Depth(m): 

13.5 


Stratum Desc: 

SANDSTONE BEDROCK - SOUND 


46 1 of 1 

SW/45.6 99.9/5.01 

ON 


BORE 

Borehole ID: 

847948 

Type: 

Borehole 


Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 


Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 


Easting:: 

426950 

Northing:: 

5016459 


Location Accuracy:: 


Orig. Ground Elev m:: 

99.5 


Elev. Reliability Note:: 


DEM Ground Elev m:: 

104 


Total Depth m:: 

15.2 

Primary Name:: 



Township:: 

HUNTLEY 

Concession:: 



Lot:: 

ROAD 

Municipality: 



Completion Date:: 

05-JUL-1971 

Static Water Level:: 

1.8 


Primary Water Use:: 


Sec. Water Use:: 



-Details- 
Stratum ID: 

6559350 

Top Depth(m): 

0.0 


Bottom Depth(m): 

0.3 

Stratum Desc: 

CLAYEY TOPSOIL 
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Stratum ID: 

6559351 

Top Depth(m): 

0.3 

Bottom Depth(m): 

11.9 

Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY AND 
BROWN, STIFF TO VERY STIFF, SILTY 
CLAY, TRACE OF SAND (SENSITIVE), OCC. 
SILT AND SAND PARTINGS. GREY, FIRM 
TO STIFF, SILT, GREY, COMPACT 

Stratum ID: 

6559352 

Top Depth(m): 

11.9 

Bottom Depth(m): 

15.2 

Stratum Desc: 

REWORKED ZONE, LOOSE, NET.MIX.SILT, 
SAND AND GRAVEL, TRACE OF CLAY 
(GLACIAL TILL), DENSE 


47 1 of 1 

NE/45.8 

89.8/-5.02 

ON 

BORE 

Borehole ID: 

847218 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

430469 


Northing:: 

5018989 

Location Accuracy:: 



Orig. Ground Elev m:: 

93 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

93.7 

Total Depth m:: 

33.6 


Primary Name:: 


Township:: 

MARCH 


Concession:: 

CON 4 

Lot:: 

LOT 2 


Municipality: 


Completion Date:: 

24-FEB-1966 


Static Water Level:: 

2.3 

Primary Water Use:: 



Sec. Water Use- 


-Details- 
Stratum ID: 

6556052 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.5 


Stratum Desc: 

TOPSOIL 

Stratum ID: 

6556053 


Top Depth(m): 

0.5 

Bottom Depth(m): 

4.0 


Stratum Desc: 

BROWN CLAY WITH SILTY SAND LAYER, 
SOFT TO STIFF 

Stratum ID: 

6556055 


Top Depth(m): 

4.0 

Bottom Depth(m): 

15.2 


Stratum Desc: 

DARK BLUE CLAYEY SILT TO SILTY CLAY 




WITH SAND SEAMS, AND TRACES OF 
ORGANICS.SOFT TO FIRM 



Stratum ID: 

6556057 

Top Depth(m): 

15.2 

Bottom Depth(m): 

32.1 

Stratum Desc: 

BROWN, GLACIAL TILL (HET. MIXTURE OF 
CLAY, SILT , SAND AND GRAVEL) 

Stratum ID: 

6556058 

Top Depth(m): 

32.1 

Bottom Depth(m): 

33.6 

Stratum Desc: 

GNEISS BEDROCK 


48 1 of 1 

SW/45.8 99.9/5.01 

ON 

BORE 

Borehole ID: 

848692 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Power auger 

UTM Zone:: 

18 

Easting:: 

426960 

Northing:: 

5016445 

Location Accuracy:: 


Orig. Ground Elev m:: 

102 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

103 

Total Depth m:: 

3.7 

Primary Name:: 


Township:: 

HUNTLEY 

Concession:: 


Lot- 

ROAD 

Municipality: 


Completion Date:: 

02-JUN-1992 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 
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Eiev/Diff 

(m) 


Stratum ID: 
Bottom Depth(m): 


Stratum ID: 
Bottom Depth(m): 


BROWN TOPSOIL ROOTMAT 


Stratum ID: 
Bottom Depth(m): 


COMPACT BROWN SAND AND GRAVEL 
TRACE SILT FREQUENT COBBLES AND 
BOULDERS FILL 


49 1 of 1 

ENE/45.8 

109.8/14.95 lot 5 con 2 




ON 


Well ID: 

1511863 

Data Entry Status: 


Construction Date: 


Data Src: 

3 

Primary Water Use: 

Not Used 

Date Received: 

9/11/1973 

Sec. Water Use: 

0 

Selected Flag: 

1 

Final Well Status: 

Observation Wells 

Abandonment Rec: 


Water Type: 


Contractor: 

0001 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

005 

Well Depth: 


Concession: 

02 

Overburden/Bedrock: 


Concession Name: 

OF 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10033857 

Spatial Status: 


DP2BR: 

10 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

4 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

margin of error: 30 m - 

Open Hole: 


Location Method: 

p4 

Elevation: 

103.671455 

Org CS: 


Elevrc: 


Date Completed: 

11/15/1959 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 
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Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

CLAY 

12 

STONES 

0.00 

10.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931018904 

2 

18 

SANDSTONE 

10.00 

100.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961511863 

0 

Not Known 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10582427 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930060139 

1 

3 

CONCRETE 

10.00 

72.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930060140 

2 

4 

OPEN HOLE 

100.00 

ft 


Results of Well Yield Testing 
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Pump Test ID: 

991511863 

Pump Set At: 

Static Level: 

10.00 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

N 

Water Details 

Water ID: 

933467145 

Layer: 

1 

Kind Code: 

5 

Kind: 

Not stated 

Water Found Depth: 

85.00 

Water Found Depth UOM: 

ft 


50 


1 of 1 


ENE/46.8 


67.9/-26.99 


ON 


BORE 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


847204 

Geotechnical/Geological Investigation 

Diamond Drill 

434064 


NEPEAN 

ROAD 

13-OCT-1967 


Type: 

Status:: 

UTM Zone:: 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

Static Water Level:: 
Sec. Water Use:: 


Borehole 

Decommissioned 


68.2 

72.1 


1.8 


-Details— 

Stratum ID: 6556009 

Bottom Depth(m): 4.6 


Top Depth(m): 0.0 

Stratum Desc: SILTY CLAY , STIFF 


Stratum ID: 6556010 

Bottom Depth(m): 7.0 


Top Depth(m): 4.6 

Stratum Desc: SANDY SILT/SILTY SAND TRACES OF CLAY 

AND GRAVEL, LOOSE TO COMPACT. 


51 


1 of 1 


WSW/47.7 98.9 / 4.05 110 Didsbury Rd 

Ottawa ON K2T0C2 


Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 


K2T0C2 

Ottawa 

110 Didsbury Rd 
ON 

20150716037 

23-JUL-15 
Standard Report 
.25 


EHS 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 



52 1 of 1 

WSW/49.3 96.9/2.01 

290 Didsbury Road 

EHS 



Ottawa (Kanata) ON 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 

20070321076 



Report Date: 

3/30/2007 



Report Type: 

CAN - Complete Report 



Search Radius (km): 

0.25 




53 1 of 1 

ENE/50.6 

67.9/-26.99 

ON 

BORE 

Borehole ID: 

847201 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

434063 


Northing:: 

5021003 

Location Accuracy:: 



Orig. Ground Elev m:: 

68.1 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

72 

Total Depth m:: 

8.7 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

11-OCT-1967 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use- 


-Details- 
Stratum ID: 

6556003 


Top Depth(m): 

0.0 

Bottom Depth(m): 

3.2 


Stratum Desc: 

CLAYEY SILT, TRACES OF SAND, FIRM 

Stratum ID: 

6556004 


Top Depth(m): 

3.2 

Bottom Depth(m): 

4.6 


Stratum Desc: 

SAND WITH SILT, COVER FOR 18in. - 
SEWER 

Stratum ID: 

6556005 


Top Depth(m): 

4.6 

Bottom Depth(m): 

8.7 


Stratum Desc: 

SANDY SILT/SILTY SAND TRACES OF CLA' 
AND GRAVEL. LOOSE TO VERY DENSE. 


54 


1 of 2 


Certificate #: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


SW/50.9 100.9/6.01 Palladium Auto Park No. 2 Ltd. 

Huntmar Drive and Palladium Drive 
Ottawa ON 

3501-72SGAP 

2007 

5/4/2007 

Municipal and Private Sewage Works 
Approved 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 



54 2 of 2 

SW/50.9 100.9/6.01 

UNKNOWN 




DITCH A T CORNER OF PALLADIUM & 



HUNTMAR. 

OTTAWA ON 


Ref No: 

185234 

Site Address: 


Contaminant Name: 


Site Cone: 


Contaminant Code: 


Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

20107 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 


Sector Type: 


MOE Reported Dt: 

8/21/2000 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 

WATER 

Incident Dt: 

8/21/2000 

Receiving Env: 


Incident Cause: 

UNKNOWN 

Environment Impact: 

POSSIBLE 

Incident Event: 


Nature of Impact: 

Soil contamination 

Incident Reason: 

UNKNOWN 

SAC Action Class: 


Incident Summary: 

SOURCE UKN-UKN QTY GREY WATER 
DUMPED IN DITCH, WORKS. 




55 1 of 1 

SW/51.0 

94.9/0.01 

ON 

BORE 

Borehole ID: 

802198 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

429824.89 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5018364.45 

92.1 

92.5 

Total Depth m:: 
Township:: 

Lot:: 

20.1 


Primary Name:: 

Concession:: 

Municipality: 

BH 1 

Completion Date:: 
Primary Water Use:: 

25-SEP-1978 


Static Water Level:: 
Sec. Water Use:: 

1.6 

-Details- 

Stratum ID: 

218571210 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 


Stratum Desc: 

Topsoil 

Stratum ID: 

218571211 


Top Depth(m): 

0.2 

Bottom Depth(m): 

1.4 


Stratum Desc: 

Grey-Brown Very Loose sand silt With: Cl 

Stratum ID: 

218571212 


Top Depth(m): 

1.4 

Bottom Depth(m): 

15.5 


Stratum Desc: 

Grey Firm Silty Clay With: F Sa Trace: Gr 

Stratum ID: 

218571213 


Top Depth(m): 

15.5 

Bottom Depth(m): 

17.6 


Stratum Desc: 

Grey Loose to Very Dense Till sand silt With: 
Gr W Cob Trace: Cl 

Stratum ID: 

218571214 


Top Depth(m): 

17.6 

Bottom Depth(m): 

20.1 


Stratum Desc: 

Bedrock Sandstone cream coloured, coarse 
grained (Nepean) 


56 1 of 1 

ENE/51.7 67.9/ -26.99 

ON 


BORE 

Borehole ID: 

847211 

Type: 

Borehole 


Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 


Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Easting:: 

434092 

Northing:: 

5020947 

Location Accuracy:: 


Orig. Ground Elev m:: 

: 68.5 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

70.6 

Total Depth m:: 

12.4 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 10 

Municipality: 


Completion Date:: 
Primary Water Use:: 

09-DEC-1966 

Static Water Level:: 
Sec. Water Use:: 

-999.9 

-Details- 

Stratum ID: 

6556029 

Top Depth(m): 

0.0 

Bottom Depth(m): 

6.7 

Stratum Desc: 

CLAY TO CLAYEY SILT, NUMEROUS SEAMS 
OF SILT AND SAND. STIFF TO VERY STIFF. 

Stratum ID: 

6556030 

Top Depth(m): 

6.7 

Bottom Depth(m): 

11.0 

Stratum Desc: 

SILT, SAND AND GRAVEL. OCCASIONAL 
BOULDERS. DENSE TO VERY DENSE. 

Stratum ID: 

6556031 

Top Depth(m): 

11.0 

Bottom Depth(m): 

12.4 

Stratum Desc: 

SANDSTONE BEDROCK - SOUND. 


57 1 of 1 

SW/54.1 

99.7/4.81 

ON 

BORE 

Borehole ID: 

807482 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone- 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

428131.9 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5015922.68 
: 97.2 

96.4 

Total Depth m:: 
Township:: 

Lot:: 

5.8 


Primary Name:: 

Concession:: 

Municipality: 

BH 4 

Completion Date:: 
Primary Water Use:: 

19-JUN-1990 


Static Water Level:: 
Sec. Water Use:: 

1.2 

-Details- 

Stratum ID: 

218593069 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 


Stratum Desc: 

Topsoil 

Stratum ID: 

218593070 


Top Depth(m): 

0.2 

Bottom Depth(m): 

3.3 


Stratum Desc: 

Grey-Brown Stiff to Very Stiff Weathered Crust 
Silty Clay Occasional: Sa 

Stratum ID: 

218593071 


Top Depth(m): 

3.3 

Bottom Depth(m): 

5.8 


Stratum Desc: 

Grey Firm Silty Clay Trace: Org M Occasional: 
Sa 


58 1 of4 

NNE/56.8 91.4/-3.45 

QUEENSWAY WEST ANIMAL HOSPITAL 
PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON2432200 

2016 

No 

No 

541940 

VETERINARY SERVICES 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

Canada 

CO_ADMIN 

Steven Duns 

613-271-8387 Ext. 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


-Details— 

Waste Code: 264 

Waste Description: PHOTOPROCESSING WASTES 


Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


58 2of4 

NNE/56.8 

91.4/-3.45 

QUEENSWAY WEST ANIMAL HOSPITAL 
PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON2432200 

2015 

No 

No 

541940 

VETERINARY SERVICES 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

Canada 

CO_ADMIN 

Steven Duns 
613-271-8387 Ext. 


GEN 


-Details— 

Waste Code: 264 

Waste Description: PHOTOPROCESSING WASTES 


Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


58 3 of 4 

NNE/56.8 91.4/-3.45 

QUEENSWAY WEST ANIMAL HOSPITAL 
PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON2432200 

2014 

No 

No 

541940 

VETERINARY SERVICES 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

Canada 

CO_ADMIN 

Steven Duns 

613-271-8387 Ext. 


-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 




Waste Code: 

Waste Description: 

264 

PHOTOPROCESSING WASTES 





58 4 of 4 

NNE/56.8 

91.4/-3.45 

QUEENSWAY WEST ANIMAL HOSPITAL 
PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON K2K 2Z9 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

ON2432200 

Registered 

As of Dec 2017 


PO Box No.: 

Country: Canada 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


SIC Description: 


-Details- 

Waste Code: 

312 P 

Waste Description: 

Pathological wastes 


59 1 of 1 

ENE/56.9 

81.9/-12.96 

ON 

BORE 

Borehole ID: 

847984 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

432908 


Northing:: 

5020221 

Location Accuracy:: 



Orig. Ground Elev m:: 

88.7 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

89.5 

Total Depth m:: 

19.4 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 7 


Municipality: 


Completion Date:: 

14-MAR-1966 


Static Water Level:: 

3 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6559478 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.8 


Stratum Desc: 

BROWN SAND 

Stratum ID: 

6559479 


Top Depth(m): 

0.8 

Bottom Depth(m): 

5.9 


Stratum Desc: 

SAND, GREYISH BROWN 

Stratum ID: 

6559480 


Top Depth(m): 

5.9 

Bottom Depth(m): 

16.8 


Stratum Desc: 

GREY CLAYEY SILT TO SILTY CLAY WITH 
TRACES OF ORGANICS, FIRM TO VERY 
STIFF 

Stratum ID: 

6559481 


Top Depth(m): 

16.8 

Bottom Depth(m): 

17.9 


Stratum Desc: 

SANDY TILL, GREY 

Stratum ID: 

6559482 


Top Depth(m): 

17.9 

Bottom Depth(m): 

19.4 


Stratum Desc: 

SOUND SANDSTONE 


60 


1 of 1 


WSW/57.3 99.4/4.55 


ON 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


805396 

Geotechnical/Geological Investigation 

Hollow stem auger 

428324.8 


15-MAR-1991 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5017536.45 

Orig. Ground Elev m:: 101 

DEM Ground Elev m:: 102 

Primary Name:: BH.5 

Concession:: 

Municipality: 

Static Water Level:: 1.9 

Sec. Water Use:: 


-Details- 

Stratum ID: 218584508 

Bottom Depth(m): 0.1 


Top Depth(m): 0.0 

Stratum Desc: Asphalt 


Stratum ID: 218584509 

Bottom Depth(m): 0.4 


Top Depth(m): 0.1 

Stratum Desc: Grey Crushed Stone 


BORE 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Stratum ID: 

218584510 

Top Depth(m): 

0.4 

Bottom Depth(m): 

0.4 

Stratum Desc: 

Insulation 

Stratum ID: 

218584511 

Top Depth(m): 

0.4 

Bottom Depth(m): 

0.5 

Stratum Desc: 

Asphalt 

Stratum ID: 

218584512 

Top Depth(m): 

0.5 

Bottom Depth(m): 

0.8 

Stratum Desc: 

Grey Crushed Stone 

Stratum ID: 

218584513 

Top Depth(m): 

0.8 

Bottom Depth(m): 

2.2 

Stratum Desc: 

Grey-Brown Compact Fill-Misc Silty Clay Trace: 
Org M 

Stratum ID: 

218584514 

Top Depth(m): 

2.2 

Bottom Depth(m): 

4.1 

Stratum Desc: 

Light Grey Bedrock Sandstone 


61 1 of 1 

SW/57.4 

98.9/4.01 

KANAT A ON 

WWIS 

Well ID: 

7186373 


Data Entry Status: 


Construction Date: 



Data Src: 


Primary Water Use: 

Monitoring and Test Hole 


Date Received: 

9/4/2012 

Sec. Water Use: 

0 


Selected Flag: 

1 

Final Well Status: 

Observation Wells 


Abandonment Rec: 


Water Type: 



Contractor: 

7241 

Casing Material: 



Form Version: 

7 

Audit No: 

Z154786 


Owner: 


Tag: 

A109830 


Street Name: 

214 DIDSBURY RD 

Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 



Site Info: 

WKQ-005101 A0-A02 

Depth to Bedrock: 



Lot: 


Well Depth: 



Concession: 


Overburden/Bedrock: 



Concession Name: 


Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 
Clear/Cloudy: 



UTM Reliability: 


Bore Hole Information 





Bore Hole ID: 

1004146427 


Spatial Status: 


DP2BR: 



Cluster Kind: 


Code OB: 



UTMRC: 

4 

Code OB Desc: 



UTMRC Desc: 

margin of error: 30 m -100 m 

Open Hole: 



Location Method: 

wwr 

Elevation: 

96.677505 


Org CS: 

UTM83 

Elevrc: 



Date Completed: 

7/4/2012 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 


1004416456 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

1 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

77 

LOOSE 

0.00 

3.10 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

1004416457 

2 

6 

BROWN 

28 

SAND 

05 

CLAY 

77 

LOOSE 

3.10 

4.57 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

1004416458 

3 

2 

GREY 

05 

CLAY 

06 

SILT 

91 

WATER-BEARING 

4.57 

8.23 

Annular Soace/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1004416466 

1 

0.00 

0.31 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1004416467 

2 

0.31 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1004416468 

3 

8.23 

Method of Construction & Well 

Use 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

1004416465 

B 

Other Method 

DIRECT PUSH 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

1004416455 

0 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

1004416461 

1 

5 

PLASTIC 

0.00 

5.18 

5.20 

cm 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

1004416462 

1 

10 

5.18 

8.23 

5 

6.03 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

1004416460 


Hole Diameter 


Hole ID: 

Diameter: 

Depth From: 

Depth To: 

Hole Depth UOM: 

Hole Diameter UOM: 

1004416459 

15.24 

0.00 

8.23 

62 lot 2 

ENE/59.3 67.9Z-26.99 TRANSPORT TRUCK 

HWY 417 EAST, NEAR MOODY DRIVE MOTOR 

VEHICLE (OPERATING FLUID) 

OTTAWA CITY ON 

Ref No: 235663 

Site Address: 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Contaminant Name: 


Site Cone: 


Contaminant Code: 


Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

20107 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 


Sector Type: 


MOE Reported Dt: 

8/13/2002 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 

LAND, WATER 

Incident Dt: 

8/13/2002 

Receiving Env: 


Incident Cause: 

TRUCK/TRAILER OVERTURN 

Environment Impact: 

POSSIBLE 

Incident Event: 


Nature of Impact: 

Soil contamination 

Incident Reason: 

OTHER 

SAC Action Class: 


Incident Summary: 

NIELSON DAIRY TRUCK - 
TRACTOR/TRAILER TURN OVER, DIESEL 
LEAKING TO DITCH 




62 2 of 2 

ENE/59.3 67.91-26.99 

Waste Management of Canada Corporation 

Hwy 17 @ Moodie Drive 

Ottawa ON 

SPL 

Ref No: 

Contaminant Name: 

Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 

8842-9ADPK7 

DOUSE WATER (PARTICULATE 
CONTAMINANT) 

46 

Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 

Site Postal Code: 

Hwy 17 @ Moodie Drive 

Ottawa 


Contaminant Qty: 

MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

0 other - see incident description 

2013/08/08 

2013/08/08 

Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 

Motor Vehicle 


Incident Cause: 
Incident Event: 

Fire/Explosion 

Environment Impact: 
Nature of Impact: 

Confirmed 

Soil Contamination 


Incident Reason: 
Incident Summary: 

Equipment Failure 

Waste Management: douse water from vehicle 
fire 

SAC Action Class: 

Land Spills 



63 1 of 1 

WSW/59.3 

98.1/3.26 

290 Didsbury Road 
Ottawa ON 


EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20101117055 

11/26/2010 
Standard Report 
0.25 





64 1 of 1 

ENE/60.3 

80.7/-14.13 

ON 


BORE 

Borehole ID: 

Use: 

Drill Method:: 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 

847214 

Geotechnical/Geological Investigation 

Diamond Drill 

432944 

12.6 

Type: 

Status:: 

UTM Zone:: 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 

Borehole 

Decommissioned 

18 

5020238 

81 

90 
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Map Key Number of 
Records 


Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


Direction/ Eiev/Diff 
Distance (m) (m) 


NEPEAN 
LOT 7 

15-DEC-1966 


Concession:: 

Municipality: 


CON 2 ON OTTAWA RIVER 


Stratum ID: 
Bottom Depth(m): 


Stratum ID: 
Bottom Depth(m): 


Stratum ID: 
Bottom Depth(m): 


BROWN-GREY. CLAYEY SILT TO SILTY 
CLAY WITH SEAMS OF SILT AND FINE 
SAND. FIRM TO STIFF. 


SILT, SAND AND GRAVEL. COMPACT (TILL) 


Primary Water Use: 

Domestic 

Date Received: 

10/16/1985 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

002 

Well Depth: 


Concession: 

02 

Overburden/Bedrock: 


Concession Name: 

CON 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10041890 

Spatial Status: 


DP2BR: 

39 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

lot 

Elevation: 

100.466003 

Org CS: 


Eievrc: 


Date Completed: 

5/20/1985 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

1 

01 

FILL 

0.00 

1.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931043544 

2 

6 

BROWN 

05 

CLAY 

73 

HARD 

79 

PACKED 

1.00 

13.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931043545 

3 

3 

BLUE 

05 

CLAY 

13.00 

39.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931043546 

4 

2 

GREY 

15 

LIMESTONE 

78 

MEDIUM-GRAINED 

73 

HARD 

39.00 

45.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

931043547 

5 

1 

WHITE 

18 

SANDSTONE 

18 

SANDSTONE 

90 

VERY 

45.00 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Formation End Depth: 

Formation End Depth UOM: 

80.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961520040 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10590460 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930073133 

1 

1 

STEEL 

41.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930073134 

2 

4 

OPEN HOLE 

80.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991520040 

10.00 

50.00 

50.00 

25.00 

25.00 

ft 

GPM 

1 

CLEAR 

1 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

934110319 
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Map Key Number of 
Records 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Direction/ Eiev/Diff 
Distance (m) (m) 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


66 1 of 1 

SW/61.6 

99.9/5.01 

lot 2 con 2 





ON 


Well ID: 

1512296 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Commerical 


Date Received: 

2/7/1973 

Sec. Water Use: 

0 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

1505 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

002 

Well Depth: 



Concession: 

02 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 
Clear/Cloudy: 



UTM Reliability: 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 

Bore Hole Information 


4 

margin of error: 30 m -100 m 

p4 

9/7/1972 

nemarKs: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


DB 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931020227 

1 

2 

GREY 

26 

ROCK 

28 

SAND 


0.00 

3.00 

ft 

931020228 

2 

2 

GREY 

18 

SANDSTONE 


Method of Construction & Well 

Use 

Method Construction ID: 961512296 

Method Construction Code: 4 

Method Construction: Rotary (Air) 

Other Method Construction: 


Pipe Information 

Pipe ID: 10582858 

Casing No: 1 

Comment: 

Alt Name: 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930060791 

1 

1 

STEEL 

25.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991512296 

1.00 

20.00 

20.00 

10.00 

10.00 

ft 

GPM 

CLEAR 

1 

8 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934097949 

Draw Down 

15 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934376921 

Draw Down 

30 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934647248 

Draw Down 

45 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934895405 

Draw Down 

60 

20.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

933467694 

1 

1 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Kind: FRESH 

Water Found Depth: 77.00 

Water Found Depth UOM: ft 


67 1 of 1 

ENE/61.7 

67.9/-26.99 

ON 

BORE 

Borehole ID: 

847987 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

434101 


Northing:: 

5020944 

Location Accuracy:: 



Orig. Ground Elev m:: 

68.2 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

69.1 

Total Depth m:: 

11.4 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 10 


Municipality: 


Completion Date:: 

18-MAR-1966 


Static Water Level:: 

2.9 

Primary Water Use:: 



Sec. Water Use- 


-Details- 
Stratum ID: 

6559492 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.8 


Stratum Desc: 

SILTY SAND 

Stratum ID: 

6559493 


Top Depth(m): 

0.8 

Bottom Depth(m): 

5.6 


Stratum Desc: 

SILTY CLAY TO CLAY, FIRM TO STIFF 

Stratum ID: 

6559494 


Top Depth(m): 

5.6 

Bottom Depth(m): 

8.6 


Stratum Desc: 

SILTY SAND WITH GRAVEL, LOOSE (V. 
DENSE) 

Stratum ID: 

6559495 


Top Depth(m): 

8.6 

Bottom Depth(m): 

11.4 


Stratum Desc: 

BEDROCK-SANDSTONE (SOUND) 


68 1 of 1 

ENE/63.3 

82.9/-11.94 

ON 

BORE 

Borehole ID: 

847213 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

432881 


Northing:: 

5020199 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 89.4 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

92 

Total Depth m:: 

18.9 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 7 


Municipality: 


Completion Date:: 

14-DEC-1966 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6556035 


Top Depth(m): 

0.0 

Bottom Depth(m): 

17.1 


Stratum Desc: 

BROWN - GREY. CLAYEY SILT TO SILTY 
CLAY WITH SEAMS OF SILT AND FINE 
SAND. STIFF TO FIRM. 


Stratum ID: 

6556036 


Top Depth(m): 

17.1 

Bottom Depth(m): 

18.1 


Stratum Desc: 

SILT, SAND & GRAVEL. (TILL) 

Stratum ID: 

6556037 


Top Depth(m): 

18.1 

Bottom Depth(m): 

18.9 


Stratum Desc: 

BEDROCK - SANDSTONE 


117 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 











Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 

69 1 of 1 ENE/64.4 68.9/-25.99 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


239165 


9/12/2002 

9/12/2002 
PIPE/HOSE LEAK 

EQUIPMENT FAILURE 
O.C. TRANSPO: 4 L ANTIFRE-EZE TO 
CATCH BASIN FROM BUS, CLEANED UP, 
WORKS. 


Site 


DB 


O.C. TRANSPO 

QUEENSWA Y OFF RAMP & MOODY WEST 
BOUND MOTOR VEHICLE (OPERATING FLUID) 
OTTAWA CITY ON 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


20107 

WATER, LAND 

POSSIBLE 
Water course or lake 


SPL 


70 


1 of 1 


ENE/65.9 


67.9/-26.99 


ON 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


847205 

Geotechnical/Geological Investigation 

Diamond Drill 

434059 


9.3 

NEPEAN 
LOT 10 
13-OCT-1967 


Type: 

Status:: 

UTM Zone:: 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

Static Water Level:: 
Sec. Water Use:: 


Borehole 

Decommissioned 

18 

5021021 

68.2 

71.4 

CON 1 ON OTTAWA RIVER 
-999.9 


-Details— 

Stratum ID: 6556011 

Bottom Depth(m): 6.1 


Top Depth(m): 0.0 

Stratum Desc: CLAY AND SILTY CLAY. STIFF. 


Stratum ID: 6556012 

Bottom Depth(m): 9.3 


Top Depth(m): 6.1 

Stratum Desc: SANDY SILT/SILTY SAND, TRACES OF CLAY 

AND GRAVEL, LOOSE TO COMPACT. 


71 


1 of 2 


WSW/67.0 96.9/2.01 


ON 


Borehole ID: 609667 

Use: 

Drill Method:: 

Easting:: 426901 

Location Accuracy:: 

Elev. Reliability Note:: 

Total Depth m:: 21.9 

Township:: 

Lot:: 

Completion Date:: AUG-1962 

Primary Water Use:: 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5016772 

Orig. Ground Elev m:: 99.1 

DEM Ground Elev m:: 98.3 

Primary Name:: 

Concession:: 

Municipality: 

Static Water Level:: -14 

Sec. Water Use:: 


BORE 
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Map Key Number of 
Records 

Stratum ID: 2182 

Bottom Depth(m): 18.3 

Stratum ID: 2182 

Bottom Depth(m): 21.3 

Stratum ID: 2182 

Bottom Depth(m): 21.9 


Direction/ Elev/Diff 
Distance (m) (m) 


21.3 

GRAVEL. 00072GREY. 00064T 372.0 
FEET.LIMESTONE. SEISMIC VELOCITY = 
13000. BEDRO 


71 2 of 2 

WSW/67.0 

96.9/2.01 

lot 3 con 1 





ON 


Well ID: 

1503284 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Livestock 


Date Received: 

9/5/1962 

Sec. Water Use: 

Domestic 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

4824 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

003 

Well Depth: 



Concession: 

01 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 



UTM Reliability: 


Clear/Cloudy: 





Bore Hole Information 





Bore Hole ID: 

10025327 


Spatial Status: 


DP2BR: 



Cluster Kind: 


Code OB: 

0 


UTMRC: 

5 

Code OB Desc: 

Overburden 


UTMRC Desc: 

margin of error: 100 m 

Open Hole: 



Location Method: 

p5 

Elevation: 

98.296928 


Org CS: 


Elevrc: 



Date Completed: 

8/23/1962 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

60.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996474 

2 

HARDPAN 

60.00 

70.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996475 

3 

11 

GRAVEL 

70.00 

72.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961503284 

1 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10573897 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930043407 

1 

1 

STEEL 

72.00 

4.00 

ft 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

991503284 

Static Level: 

12.00 

Final Level After Pumping: 

15.00 

Recommended Pump Depth: 

30.00 

Pumping Rate: 

Flowing Rate: 

5.00 

Recommended Pump Rate: 

5.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

1 

Water State After Test: 

CLEAR 

Pumping Test Method: 

1 

Pumping Duration HR: 

0 

Pumping Duration MIN: 

30 

Flowing: 

N 

Water Details 

Water ID: 

933456169 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

72.00 

Water Found Depth UOM: 

ft 


72 


1 of 1 


SW/68.0 


ON 


BORE 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


807480 

Geotechnical/Geological Investigation 

Hollow stem auger 

428204.01 


5.8 


18-JUN-1990 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5015859.85 

Orig. Ground Elev m:: 97.2 

DEM Ground Elev m:: 96.1 

Primary Name:: BH 3 

Concession:: 

Municipality: 

Static Water Level:: 1.2 

Sec. Water Use:: 


-Details- 

Stratum ID: 218593057 

Bottom Depth(m): 0.2 


Top Depth(m): 0.0 

Stratum Desc: Topsoil 


Stratum ID: 218593058 

Bottom Depth(m): 4.0 


Top Depth(m): 0.2 

Stratum Desc: Grey-Brown Stiff to Very Stiff Weathered Crust 

Silty Clay Occasional: Sa 


Stratum ID: 218593059 

Bottom Depth(m): 5.8 


Top Depth(m): 4.0 

Stratum Desc: Grey Firm Silty Clay Occasional: Sa 


73 1of6 

SW 168.2 

103.5/8.68 

KNL Developments Inc. 




Ottawa ON K2P 2G3 


Approval No: 

6453-775SBH 


SWP Area Name: 

Mississippi Valley 

Status: 

Revoked and/or Replaced 


MOE District: 

Ottawa 

Date: 

2007-09-18 


City: 


Record Type: 

ECA 


Latitude: 

45.3073000000001 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site 

Distance (m) (m) 

DB 

Link Source: IDS 

Project Type: 

Approval Type: 

Full Address: 

Full PDF Link: 

Longitude: -75.9085 

Municipal and Private Sewage Works 

ECA-Municipal and Private Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/7677-772NMQ-14.pdf 



73 


2of6 


SW168.2 103.5 / 8.68 Corporation of the City of Kanata 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


5683-4FNRK8 

Kanata ON K2L 4C2 

SWP Area Name: 

Mississippi Valley 

Approved 

MOE District: 

Ottawa 

2000-01-19 

City: 


ECA 

Latitude: 

45.3073000000001 

IDS 

Longitude: 

-75.9085 

Municipal and Private Sewage Works 



ECA-Municipal and Private Sewage Works 



https://www.accessenvironment.ene.gov.on.ca/instruments/4035-4FMQJX-14.pdf 


ECA 


73 


3of6 


103.5 / 8.68 Urbandale Corporation 

Ottawa ON K1G 2H5 


Approval No: 

6829-6Y7RQX 

SWP Area Name: 

Mississippi Valley 

Status: 

Approved 

MOE District: 

Ottawa 

Date: 

2007-02-19 

City: 


Record Type: 

ECA 

Latitude: 

45.3073000000001 

Link Source: 

IDS 

Longitude: 

-75.9085 

Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/8909-6Y6LRA-14.pdf 


ECA 


73 


4 of 6 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


SW168.2 103.5/8.68 KNL Developments Inc. 


Ottawa ON K2P 2G3 


9199-775RX7 

Approved 

2007-09-18 

ECA 

IDS 


SWP Area Name: 
MOE District: 
City: 

Latitude: 

Longitude: 


Municipal Drinking Water Systems 
ECA-Municipal Drinking Water Systems 


Mississippi Valley 
Ottawa 

45.307300000000005 

-75.9085 


73 5 of 6 

SW 168.2 

103.5/8.68 

KNL Developments Inc. 




Former Township of March 




Ottawa ON K2P 2G3 


Approval No: 

3666-7FFRAG 


SWP Area Name: 

Mississippi Valley 

Status: 

Approved 


MOE District: 

Ottawa 

Date: 

2008-08-28 


City: 


Record Type: 

ECA 


Latitude: 

45.3073000000001 

Link Source: 

IDS 


Longitude: 

-75.9085 

Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 
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Records Distance (m) (m) 


Full Address: 

Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/6383-7E9PP7-14.pdf 


73 6 of 6 

SW168.2 103.5/8.68 

Urbandale Corporation 

ECA 



Ottawa ON K1G 2H5 


Approval No: 

Status: 

Date: 

Record Type: 

Link Source: 

Project Type: 
Approval Type: 

Full Address: 

Full PDF Link: 

6944-6Y7RXK 

Approved 

2007-02-26 

ECA 

IDS 

Municipal Drinking Water Systems 
ECA-Municipal Drinking Water Systems 

SWP Area Name: Mississippi Valley 

MOE District: Ottawa 

City: 

Latitude: 45.307300000000005 

Longitude: -75.9085 



74 1 of 1 

SW/69.0 

99.7/4.87 

ON 

BORE 

Borehole ID: 

609653 


Type: 

Borehole 

Use: 



Status:: 


Drill Method:: 



UTM Zone- 

18 

Easting:: 

426901 


Northing:: 

5016492 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 100 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

98.8 

Total Depth m:: 

-999 


Primary Name:: 


Township:: 



Concession:: 


Lot:: 



Municipality: 


Completion Date:: 

AUG-1970 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

218383733 


Top Depth(m): 

0.0 

Bottom Depth(m): 

1.8 


Stratum Desc: 

UNSPECIFIED. SEISMIC VELOCITY = 2000. 

Stratum ID: 

218383734 


Top Depth(m): 

1.8 

Bottom Depth(m): 

14.9 


Stratum Desc: 

UNSPECIFIED. SEISMIC VELOCITY = 4600. 

Stratum ID: 

218383735 


Top Depth(m): 

14.9 

Bottom Depth(m): 



Stratum Desc: 

BEDROCK. SEISMIC VELOCITY = 13000. 
BEDROCK. SEISMIC VELOCITY = 17000. 
0001802203600000005 


75 1 of 1 

NE/70.2 90.8/-4.02 

ON 

BORE 

Borehole ID: 

804387 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Other Method 

UTM Zone:: 

18 

Easting:: 

430554.87 

Northing:: 

5019006.79 

Location Accuracy:: 


Orig. Ground Elev m:: 

96.2 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

96.7 

Total Depth m:: 

2.1 

Primary Name:: 

AH.1 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

08-JUN-1989 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 
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-Details- 


Stratum ID: 

218580434 

Top Depth(m): 

0.3 

Bottom Depth(m): 

0.5 

Stratum Desc: 

Grey-Brown Fill-Misc Silty Clay With: Sa 

Stratum ID: 

218580435 

Top Depth(m): 

0.5 

Bottom Depth(m): 

0.8 

Stratum Desc: 

Brown Fill-Misc Sand Trace: Org M TRACE 
SILTY CLAY 

Stratum ID: 

218580436 

Top Depth(m): 

0.8 

Bottom Depth(m): 

2.1 

Stratum Desc: 

Light Brown Fill-Misc Sand With: Si 

Stratum ID: 

218580432 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.1 

Stratum Desc: 

Topsoil Sand 

Stratum ID: 

218580433 

Top Depth(m): 

0.1 

Bottom Depth(m): 

0.3 

Stratum Desc: 

Brown Fill-Misc Sand With: Si 


76 


1 of 1 


Certificate #: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


SW/70.4 99.9 / 5.01 Ontario Realty Corporation 

21 Goulbourn Forced Rd Kanata 
Ottawa ON 

6152-7DKP27 

2008 

4/18/2008 

Industrial Sewage Works 
Approved 


CA 


77 


1 of 1 


NE/71.7 


90.8/-4.02 


ON 


BORE 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


804388 

Geotechnical/Geological Investigation 

Other Method 

430568.69 


1.5 


08-J UN-1989 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5019012.53 

Orig. Ground Elev m:: 93 

DEM Ground Elev m:: 94.8 

Primary Name:: AH.2 

Concession:: 

Municipality: 

Static Water Level:: -999.9 

Sec. Water Use:: 


-Details- 

StratumlD: 218580437 

Bottom Depth(m): 0.1 


Top Depth(m): 0.0 

Stratum Desc: Topsoil Sand 


Stratum ID: 218580438 

Bottom Depth(m): 0.6 


Top Depth(m): 0.1 

Stratum Desc: Grey-Brown Fill-Misc Silt - Sand With: Gr 


Stratum ID: 218580439 

Bottom Depth(m): 1.5 


Top Depth(m): 0.6 

Stratum Desc: Grey-Brown Weathered Crust Silty Clay With: 

Sa 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


78 1 of 7 

NNE/71.9 

90.9/-3.99 

QUEENSWAY WEST ANIMAL HOSPITAL 
3-60 COLCHESTER SQUARE 

KANATA ON K2K2Z9 

Generator No.: 

Status: 

ON2432200 


PO Box No.: 

Country: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

98,99,00,01,02,03,04,05 

8611 


Choice of Contact: 

Co Admin: 

Phone No. Admin: 

SIC Description: 

GENERAL HOSPITALS 



-Details— 

Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


Waste Code: 264 

Waste Description: PHOTOPROCESSING WASTES 


78 2 of 7 

NNE/71.9 90.9/-3.99 

QUEENSWAY WEST ANIMAL l 



PROFESSIONAL CORPOR 
3-60 Colchester Square 
Kanata ON K2K 2Z9 

Generator No.: 

ON2432200 

PO Box No.: 

Status: 


Country: 

Approval Years: 

07,08 

Choice of Contact: 

Contam. Facility: 


Co Admin: 

MHSW Facility: 


Phone No. Admin: 

SIC Code: 

541940 


SIC Description: 

Veterinary Services 



-Details- 

Waste Code: 264 

Waste Description: PHOTOPROCESSING WASTES 


Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


78 


3 of 7 


NNE/71.9 


90.9/-3.99 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ON2432200 

2009 

541940 

Veterinary Services 


QUEENSWAY WEST ANIMAL HOSPITAL 
PROFESSIONAL CORPOR 
3-60 Colchester Square 
Kanata ON K2K 2Z9 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


GEN 


-Details— 

Waste Code: 264 

Waste Description: PHOTOPROCESSING WASTES 


Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 
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Records Distance (m) (m) 


DB 


78 4 of 7 NNE/71.9 90.9/ -3.99 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ON2432200 

2010 

541940 

Veterinary Services 


QUEENSWAY WEST ANIMAL HOSPITAL 
PROFESSIONAL CORPOR 
3-60 Colchester Square 
Kanata ON K2K 2Z9 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


GEN 


-Details- 

Waste Code: 264 

Waste Description: PHOTOPROCESSING WASTES 


Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


78 5 of 7 NNE/71.9 90.9/-3.99 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ON2432200 

2011 

541940 

Veterinary Services 


QUEENSWAY WEST ANIMAL HOSPITAL 
PROFESSIONAL CORPOR 
3-60 Colchester Square 
Kanata ON K2K 2Z9 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details— 

Waste Code: 264 

Waste Description: PHOTOPROCESSING WASTES 

Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


78 


6 of 7 


NNE/71.9 90.9/-3.99 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ON2432200 

2012 

541940 

Veterinary Services 


QUEENSWAY WEST ANIMAL HOSPITAL 
PROFESSIONAL CORPOR 
3-60 Colchester Square 
Kanata ON K2K 2Z9 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


GEN 


—Details— 

Waste Code: 264 

Waste Description: PHOTOPROCESSING WASTES 

Waste Code: 312 
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Records Distance (m) (m) 


Waste Description: 

PATHOLOGICAL WASTES 



78 7 of 7 

NNE/71.9 90.9/-3.99 

QUEENSWAY WEST ANIMAL HOSPITAL 
PROFESSIONAL CORPOR 

3-60 Colchester Square 

Kanata ON 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON2432200 

2013 

541940 

VETERINARY SERVICES 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

264 

PHOTOPROCESSING WASTES 



Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 




79 1 of 1 

ENE/72.9 

67.9/-26.99 

ON 

BORE 

Borehole ID: 

847202 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone- 

18 

Easting:: 

434087 


Northing:: 

5021014 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 68.1 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

70.6 

Total Depth m:: 

9.1 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

12-OCT-1967 


Static Water Level:: 

2.4 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6556006 


Top Depth(m): 

0.0 

Bottom Depth(m): 

5.8 


Stratum Desc: 

CLAY TO SILTY CLAY, FIRM TO STIFF 

Stratum ID: 

6556007 


Top Depth(m): 

5.8 

Bottom Depth(m): 

9.1 


Stratum Desc: 

SANDY SILT/SILTY SAND TRACES OF CLA' 
AND GRAVEL, COMPACT TO VERY DENSE 


80 1 of 1 

WSW/72.9 99.7/4.85 

ICI Canada Inc 

145 Rolland Mitchner 

Kanata ON K2T 1G7 

GEN 

Generator No.: 

ON2988049 

PO Box No.: 


Status: 


Country: 


Approval Years: 

02,03,04 

Choice of Contact: 


Contam. Facility: 


Co Admin: 


MHSW Facility: 

SIC Code: 

444120 

Phone No. Admin: 


SIC Description: 

Paint & Wallpaper Stores 




-Details- 
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Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 


81 1 of 1 

NE/74.2 

89.9/-4.99 

lot 2 con 3 

ON 

WWIS 

Well ID: 

1503331 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Domestic 


Date Received: 

9/3/1957 

Sec. Water Use: 

0 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

3705 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

002 

Well Depth: 



Concession: 

03 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 
Clear/Cloudy: 



UTM Reliability: 


Bore Hole Information 





Bore Hole ID: 

10025374 


Spatial Status: 


DP2BR: 

6 


Cluster Kind: 


Code OB: 

r 


UTMRC: 

5 

Code OB Desc: 

Bedrock 


UTMRC Desc: 

margin of error: 100 m - 300 m 

Open Hole: 



Location Method: 

p5 

Elevation: 

91.520706 


Org CS: 


Elevrc: 



Date Completed: 

8/30/1957 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 
Formation Top Depth: 
Formation End Depth: 



02 

TOPSOIL 


0.00 

6.00 
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Formation End Depth UOM: 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996593 

2 

21 

GRANITE 

6.00 

40.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996594 

3 

15 

LIMESTONE 

40.00 

108.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961503331 

1 

Cable Tool 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10573944 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930043501 

1 

1 

STEEL 

19.00 

4.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

930043502 

2 

4 

OPEN HOLE 

108.00 
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Casing Diameter: 

4.00 

Casing Diameter DOM: 

inch 

Casing Depth UOM: 

ft 

Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

991503331 

Static Level: 

9.00 

Final Level After Pumping: 
Recommended Pump Depth: 

16.00 

Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 

15.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

1 

Water State After Test: 

CLEAR 

Pumping Test Method: 

1 

Pumping Duration HR: 

1 

Pumping Duration MIN: 

0 

Flowing: 

N 

Water Details 

Water ID: 

933456225 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

50.00 

Water Found Depth UOM: 

ft 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Full Address: 
Project Type: 
Approval Type: 
Full PDF Link: 


SW/74.8 


100.0/5.09 


INNVEST MASTER PROPERTIES VIIILP 
101 KAN AT A AVE 
KANATA ON K2T1E6 


EASR 


R-003-7518201270 

REGISTERED 

2015-07-30 

EASR 

MOFA 


SWP Area Name: 
MOE District: 
City: 

Latitude: 

Longitude: 


Mississippi Valley 
Ottawa 


45.31 

-75.905 


Heating System 
EASR-Heating System 

http://www.accessenvironment.ene.gov.on.ca/AEWeb/ae/ViewDocument.action?documentReflD=2016020 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Full Address: 
Project Type: 
Approval Type: 
Full PDF Link: 


SW/74.8 


100.0/5.09 


INNVEST MASTER PROPERTIES VIII LP 
101 KANATA AVE 
KANATA ON K2T1E6 


R-002-7518361837 

REGISTERED 

2015-07-30 

EASR 

MOFA 


SWP Area Name: 
MOE District: 
City: 

Latitude: 

Longitude: 


Mississippi Valley 
Ottawa 

45.31 

-75.905 


Standby Power System 
EASR-Standby Power System 

http://www.accessenvironment.ene.gov.on. ca/AEWeb/ae/ViewDocument.action?documentReflD=2016023 
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82 3 of 3 


SW/74.8 

100.0/5.09 

Kanata CHL Inc. 

101 Kanata Avenue 
Ottawa ON L4W 4T9 


ECA 

Approval No: 

Status: 

Date: 

Record Type: 

Link Source: 

Project Type: 

Approval Type: 

Full Address: 

Full PDF Link: 

5681-5NCMT4 SWP Area Name: Mississippi Valley 

Approved MOE District: Ottawa 

2003-06-12 City: 

ECA Latitude: 45.311558 

IDS Longitude: -75.90451 

Air 

ECA-Air 

https://www.accessenvironment.ene.gov.on.ca/instruments/4692-5NCLV9-14.pdf 


83 1 of 1 


SSW/76.7 

101.9/7.01 

Part of lot 28 cone. 12 
Goulbourn ON 


EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 


20061212047 

12/14/2006 

Waste Disposal Site Report 

0.5 




84 1of9 


SW/79.5 

100.0/5.09 

Kanata CHL Inc. 

101 Kanata Avenue 
Ottawa ON 


CA 

Certificate #: 
Application Year: 
Issue Date: 

Approval Type: 

Status: 

Application Type: 
Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


5681-5NCMT4 

2003 

6/12/2003 

Air 

Approved 






84 2 of 9 

SW/79.5 100.0/5.09 

Kanata CHL Inc. 

10 Lord Byng Way 

Ottawa ON 

CA 

Certificate #: 

8299-5MST73 



Application Year: 

2003 



Issue Date: 

5/23/2003 



Approval Type: 

Air 



Status: 

Application Type: 

Client Name:: 

Client Address:: 

Revoked and/or Replaced 



Client City:: 

Client Postal Code:: 




Project Description:: 
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Contaminants:: 

Emission Control:: 

84 3 of 9 

SW/79.5 

100.0/5.09 

INNVEST MASTER PROPERTIES VIIILP 

101 KAN AT A KAN AT A 

EASR 




ON 


Approval No: 

R-003-7518201270 


SWP Area Name: 


Status: 

Registered 


MOE District: 


Date: 

7/30/15 


City: KANATA 


Record Type: 



Latitude: 


Link Source: 

Full Address: 

Project Type: 
Approval Type: 

Full PDF Link: 

Heating System 


Longitude: 


84 4 of 9 

SW/79.5 

100.0/5.09 

INNVEST MASTER PROPERTIES VIII LP 

101 KANATA KANATA 

ON 

EASR 

Approval No: 

R-002-7518361837 


SWP Area Name: 


Status: 

Registered 


MOE District: 


Date: 

7/30/15 


City: KANATA 


Record Type: 



Latitude: 


Link Source: 

Full Address: 



Longitude: 


Project Type: 

Standby Power System 



Approval Type: 

Full PDF Link: 





84 5 of 9 

SW/79.5 

100.0/5.09 

Kanata CHL Inc. 

10 Lord Byng Way 

Ottawa ON L4W 4T9 

ECA 

Approval No: 

8299-5MST73 


SWP Area Name: Mississippi Valley 


Status: 

Revoked and/or Replaced 


MOE District: Ottawa 


Date: 

2003-05-23 


City: 


Record Type: 

ECA 


Latitude: 45.311558 


Link Source: 

IDS 


Longitude: -75.90451 


Project Type: 

Air 




Approval Type: 

Full Address: 

ECA-Air 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/8414-5KSSUF-14.pdf 
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SW/79.5 

100.0/5.09 

10 Lord Byng Way 

Kanata ON 

EHS 


Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 


20010803003 

8/14/01 
Basic Report 
0.25 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Postal Code: 
City: 

Address2: 

Addressl: 

Provstate: 


Order No.: 

Addit. Info Ordered:: 

20040225008 



Report Date: 

3/4/04 



Report Type: 

Basic Report 



Search Radius (km): 

0.35 
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SW/79.5 100.0/5.09 

innvest hotels gp viii 

101 Kanata Ave. 

Ottawa ON 

GEN 


Generator No.: 

ON8441985 

PO Box No.: 


Status: 


Country: 


Approval Years: 

06 

Choice of Contact: 


Contam. Facility: 


Co Admin: 


MHSW Facility: 

SIC Code: 

721111 

Phone No. Admin: 


SIC Description: 

Hotels 



-Details- 
Waste Code: 

212 



Waste Description: 

ALIPHATIC SOLVENTS 



84 9 of 9 

SW/79.5 100.0/5.09 

INNVEST HOTELS GP VIII LTD. 

101 Kanata Avenue 

Ottawa ON K2T1E6 

NPRI 

NPRI ID: 

8800001172 

Org ID: 


Other ID: 


Submit Date: 


No Other ID: 


Last Modified: 


Track ID: 


Contact ID: 


Report ID: 


Cont Type: MED 


Report Type: 


Contact Title: 


Rpt Type ID: 


Cont First Name: 


Report Year: 

2004 

Cont Last Name: 


Not-Current Rpt?: 


Contact Position: 


Yr of Last Filed Rpt: 


Contact Fax: 


Fac ID: 


Contact Ph.: 


Fac Name: 

2203 - HOLIDAY INN SELECT (OTTAWA 
WEST) 

Cont Area Code: 


Fac Addressl: 


Contact Tel.: 


Fac Address2: 


Contact Ext.: 


Fac Postal Zip: 


Cont Fax Area Cde: 


Facility Lat: 


Contact Fax: 


Facility Long: 


Contact Email: 


DLS (Last Filed Rpt): 


Latitude: 


Facility DLS: 


Longitude: 


Datum: 


UTMZone: 


Facility Cmnts: 


UTM Northing: 


URL: 


UTM Easting: 


No of Empl.: 

99 

Waste Streams: 


Parent Co.: 


No Streams: 


No Parent Co.: 


Waste OffSites: 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


Pollut Prev Cmnts: 

Stacks: 

No of Stacks: 

Canadian SIC Code (2 digit): 
Canadian SIC Code: 

SIC Code Description: 
American SIC Code: 

NAiCS Code (2 digit): 

NAiCS 2 Description: 

NAICS Code (4 digit): 

NAICS 4 Description: 

NAICS Code (6 digit): 

NAICS 6 Description: 


No OffSites: 
Shutdown: 

No of Shutdown: 


53 

Real Estate and Rental and Leasing 
5311 

Lessors of Real Estate 
531120 

Lessors of Non-Residential Buildings (except Mini-Warehouses) 


DB 


Substance Release Report 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 


10102-43-9 

2004 

Oxides of nitrogen (expressed as NO) 


tonnes 

7446-09-5 

2004 

Sulphur dioxide 


tonnes 

811-97-2 

2004 

HFC-134a Hydrofluorocarbon 


tonnes 


85 1 of 1 

SW/79.9 

94.9/0.01 

ON 


Borehole ID: 

802205 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

429844.33 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5018343.09 
: 93.7 

93.2 

Total Depth m:: 
Township:: 

Lot:: 

21.8 


Primary Name:: 

Concession:: 

Municipality: 

BH 3 

Completion Date:: 
Primary Water Use:: 

26-SEP-1978 


Static Water Level:: 
Sec. Water Use:: 

4.3 

-Details- 

Stratum ID: 

218571246 


Top Depth(m): 

0.0 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Bottom Depth(m): 

0.2 

Stratum Desc: 

Topsoil 

Stratum ID: 

218571247 

Top Depth(m): 

0.2 

Bottom Depth(m): 

2.9 

Stratum Desc: 

Grey-Brown Very Stiff to Stiff Weathered Crust 
Silty Clay With: FSa 

Stratum ID: 

218571248 

Top Depth(m): 

2.9 

Bottom Depth(m): 

18.6 

Stratum Desc: 

Grey Firm Silty Clay With: F Sa 

Stratum ID: 

218571249 

Top Depth(m): 

18.6 

Bottom Depth(m): 

21.8 

Stratum Desc: 

Grey Very Loose to Very Dense Till sand silt 
With: GrW Cob Trace: Cl 
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ENE/80.1 

74.9/-19.99 

ON 

BORE 

Borehole ID: 

847207 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

433297 


Northing:: 

5020412 

Location Accuracy:: 



Orig. Ground Elev m:: 

76.4 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

78.7 

Total Depth m:: 

9.2 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 8 


Municipality: 


Completion Date:: 

18-OCT-1967 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 





Stratum ID: 

6556014 


Top Depth(m): 

0.0 

Bottom Depth(m): 

2.1 


Stratum Desc: 

CLAYEY SILT. VERY STIFF. 

Stratum ID: 

6556015 


Top Depth(m): 

2.1 

Bottom Depth(m): 

9.2 


Stratum Desc: 

SANDY SILT, TRACES OF CLAY AND 


GRAVEL. COMPACT TO VERY DENSE. 
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NE/81.1 

90.8/-4.02 

ON 

BORE 

Borehole ID: 

847731 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

430542 


Northing:: 

5018988 

Location Accuracy:: 



Orig. Ground Elev m:: 

92.7 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

97.6 

Total Depth m:: 

45.3 


Primary Name:: 


Township:: 

MARCH 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

06-AUG-1971 


Static Water Level:: 

.8 

Primary Water Use:: 



Sec. Water Use- 


-Details- 
Stratum ID: 

6558721 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

TOPSOIL 

Stratum ID: 

6558722 


Top Depth(m): 

0.3 

Bottom Depth(m): 

3.0 


Stratum Desc: 

CLAYEY SILT, OCCASIONAL SAND LAYERS 
UP TO 1 in. THICK. STIFF 

Stratum ID: 

6558723 


Top Depth(m): 

3.0 

Bottom Depth(m): 

41.0 


Stratum Desc: 

SILTY CLAY, TRACE OF SAND, 


135 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Stratum ID: 

6558724 

Top Depth(m): 

OCCASIONAL ORGANIC MOTTLINGS 
(SENSITIVE). NUMEROUS SEAMS OF SILTY 
SAND UP TO 3in. THICK THROUGHOUT, 
GREY-BROWN TO GREY, SOFT TO VERY 
STIFF 

41.0 

Bottom Depth(m): 

45.3 

Stratum Desc: 

HET.MIX.OF SILT, SAND AND GRAVEL, 



TRACE OF CLAY (GLACIAL TILL), COMPACT 
TO VERY DENSE 


88 1 of 2 

SW/81.5 

101.3/6.40 

City of Ottawa 

195 Roland Michener Drive 

Ottawa ON 

CA 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 

Emission Control:: 

3284-68LR79 

2005 

1/17/2005 

Air 

Approved 
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SW/81.5 

101.3/6.40 

City of Ottawa 

195 Roland Michener Drive 

Ottawa ON K2G 6J8 

ECA 

Approval No: 

3284-68LR79 


SWP Area Name: Mississippi Valley 


Status: 

Approved 


MOE District: Ottawa 


Date: 

2005-01-17 


City: 


Record Type: 

ECA 


Latitude: 45.308291999999994 


Link Source: 

IDS 


Longitude: -75.90999599999999 


Project Type: 

Air 




Approval Type: 

Full Address: 

ECA-Air 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/3655-65HQDW-14.pdf 



89 1 of 1 

ENE/85.3 68.9/-25.99 

ON 

BORE 

Borehole ID: 

847212 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

434079 

Northing:: 

5020881 

Location Accuracy:: 


Orig. Ground Elev m:: 

68.3 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

73 

Total Depth m:: 

12.2 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 10 

Municipality: 


Completion Date:: 

09-DEC-1966 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use- 


-Details- 




Stratum ID: 

6556032 

Top Depth(m): 

0.0 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Bottom Depth(m): 

9.1 

Stratum Desc: 

CLAY TO CLAYEY SILT. NUMEROUS SEAMS 
OF SILT AND SAND. STIFF TO VERY STIFF. 

Stratum ID: 

6556033 

Top Depth(m): 

9.1 

Bottom Depth(m): 

10.6 

Stratum Desc: 

SILT, SAND AND GRAVEL. VERY LOOSE. 

Stratum ID: 

6556034 

Top Depth(m): 

10.6 

Bottom Depth(m): 

12.2 

Stratum Desc: 

SANDSTONE BEDROCK - SOUND 
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NNE/86.5 89.9/-4.99 

unknown<UNOFFICIAL> _ 

937 Teron Rd. Kanata 



Ottawa ON 


Ref No: 

5035-9PEF68 

Site Address: 

937 Teron Rd. Kanata 

Contaminant Name: 

HYDRAULIC OIL 

Site Cone: 


Contaminant Code: 

15 

Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 

0 other - see incident description 

Sector Type: 

Motor Vehicle 

MOE Reported Dt: 

2014/09/29 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 


Incident Dt: 

2014/09/29 

Receiving Env: 


Incident Cause: 

Collision/Accident 

Environment Impact: 

Not Anticipated 

Incident Event: 


Nature of Impact: 

Soil Contamination 

Incident Reason: 

Road Conditions 

SAC Action Class: 

Highway Spills (usually highway accidents) 

Incident Summary: 

MVA: hyd fluid to pavement, ctnd 
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WSW/86.9 

93.8/-1.08 

Minto Communities Inc. 

Ottawa ON KIP 0B6 

ECA 

Approval No: 

Status: 

Date: 

Record Type: 

Link Source: 

Project Type: 

Approval Type: 

Full Address: 

Full PDF Link: 

5440-9W3SZT SWP Area Name: Mississippi Valley 

Approved MOE District: Ottawa 

2015-05-01 City: 

ECA Latitude: 45.3033 

IDS Longitude: -75.9267 

Municipal and Private Sewage Works 

ECA-Municipal and Private Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/6747-9VVQRL-14.pdf 
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WSW/88.4 

99.0/4.09 

1250 Maritme Way 
Ottawa ON 


EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 


Ottawa 

1250 Maritme Way 
ON 

20160826133 

City Directory 
29-AUG-16 

Custom Report 
.25 
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S/89.5 

93.9/-0.99 

ON 


BORE 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Borehole ID: 

801322 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

430130.07 

Northing:: 

5018563.74 

Location Accuracy:: 


Orig. Ground Eiev m:: 

93.9 

Eiev. Reliability Note:: 


DEM Ground Eiev m:: 

93.7 

Total Depth m:: 

7.6 

Primary Name:: 

BH 3 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

04-MAY-1977 

Static Water Level:: 

2.1 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218567755 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.6 

Stratum Desc: 

Topsoil 

Stratum ID: 

218567756 

Top Depth(m): 

0.6 

Bottom Depth(m): 

2.4 

Stratum Desc: 

Grey-Brown Stiff Weathered Crust Silty Clay 

Stratum ID: 

218567757 

Top Depth(m): 

2.4 

Bottom Depth(m): 

7.6 

Stratum Desc: 

Grey Firm Silty Clay 
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SSW/90.1 

93.9/-0.96 

ON 

BORE 

Borehole ID: 

801324 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

Location Accuracy:: 
Eiev. Reliability Note:: 

430032.11 


Northing:: 

Orig. Ground Eiev m:: 
DEM Ground Eiev m:: 

5018483.08 
: 94.2 

93.7 

Total Depth m:: 
Township:: 

Lot:: 

4.5 


Primary Name:: 

Concession:: 

Municipality: 

BH 4 

Completion Date:: 
Primary Water Use:: 

04-MAY-1977 


Static Water Level:: 
Sec. Water Use:: 

1 

-Details- 

Stratum ID: 

218567763 


Top Depth(m): 

0.0 

Bottom Depth(m): 

1.1 


Stratum Desc: 

Brown Fill-Misc Silty Clay With: Org M 

Stratum ID: 

218567764 


Top Depth(m): 

1.1 

Bottom Depth(m): 

1.4 


Stratum Desc: 

Topsoil 

Stratum ID: 

218567765 


Top Depth(m): 

1.4 

Bottom Depth(m): 

2.4 


Stratum Desc: 

Grey-Brown Stiff Weathered Crust Silty Clay 

Stratum ID: 

218567766 


Top Depth(m): 

2.4 

Bottom Depth(m): 

4.5 


Stratum Desc: 

Grey Soft Silty Clay 
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SSW/94.6 93.9/-0.99 

ON 


BORE 

Borehole ID: 

801328 

Type: 

Borehole 


Use: 

Geotechnical/Geological Investigation 

Status:: 



Drill Method:: 

Hollow stem auger 

UTM Zone- 

18 


Easting:: 

429934.75 

Northing:: 

5018397.9 


Location Accuracy:: 


Orig. Ground Eiev m:: 

: 94.1 


Eiev. Reliability Note:: 


DEM Ground Eiev m:: 

92.3 


Total Depth m:: 

7 

Primary Name:: 

BH 5 


Township:: 


Concession:: 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Lot- 

Completion Date:: 

04-MAY-1977 

Municipality: 

Static Water Level:: 

.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 

Stratum ID: 

218567780 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 

Stratum Desc: 

Topsoil 

Stratum ID: 

218567781 

Top Depth(m): 

0.2 

Bottom Depth(m): 

2.7 

Stratum Desc: 

Grey-Brown Stiff Silty Clay With: Sa 

Stratum ID: 

218567782 

Top Depth(m): 

2.7 

Bottom Depth(m): 

7.0 

Stratum Desc: 

Grey Firm Silty Clay Occasional: F Sa 
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SW/94.8 

99.9/5.01 

North & South of Palladium Dr 

West Carleton Twp / Kanata ON 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20010614002 

6/18/01 

Custom Report 
4.75 
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NE/95.0 

89.9/-4.99 

lot 2 con 3 

ON 

WWIS 

Well ID: 

1503332 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Domestic 


Date Received: 

3/7/1960 

Sec. Water Use: 

0 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

3504 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

002 

Well Depth: 



Concession: 

03 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 
Clear/Cloudy: 



UTM Reliability: 


Bore Hole Information 





Bore Hole ID: 

10025375 


Spatial Status: 


DP2BR: 



Cluster Kind: 


Code OB: 

0 


UTMRC: 

5 

Code OB Desc: 

Overburden 


UTMRC Desc: 

margin of error: 100 m - 300 m 

Open Hole: 



Location Method: 

p5 

Elevation: 

93.160171 


Org CS: 


Elevrc: 



Date Completed: 

2/6/1960 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996595 

1 

05 

CLAY 

0.00 

160.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996596 

2 

09 

MEDIUM SAND 

160.00 

210.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996597 

3 

11 

GRAVEL 

210.00 

214.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961503332 

1 

Cable Tool 


Pipe Information 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Pipe ID: 

10573945 

Casing No: 

Comment: 

Alt Name: 

1 

Construction Record - Casing 

Casing ID: 

930043503 

Layer: 

1 

Material: 

1 

Open Hole or Material: 

Depth From: 

STEEL 

Depth To: 

214.00 

Casing Diameter: 

5.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

991503332 

Static Level: 

12.00 

Final Level After Pumping: 

100.00 

Recommended Pump Depth: 

100.00 

Pumping Rate: 

Flowing Rate: 

5.00 

Recommended Pump Rate: 

5.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

2 

Water State After Test: 

CLOUDY 

Pumping Test Method: 

1 

Pumping Duration HR: 

3 

Pumping Duration MIN: 

0 

Flowing: 

N 

Water Details 

Water ID: 

933456226 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

214.00 

Water Found Depth UOM: 

ft 


SW/95.5 94.9 / 0.01 


ON 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


801331 

Geotechnical/Geological Investigation 

Hollow stem auger 

429834.81 


6.1 


04-MAY-1977 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5018315.27 

Orig. Ground Elev m:: 91.8 

DEM Ground Elev m:: 93.9 

Primary Name:: BH 6 

Concession:: 

Municipality: 

Static Water Level:: .5 

Sec. Water Use:: 


-Details— 

Stratum ID: 218567792 Top Depth(m): 0.0 


BORE 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Bottom Depth(m): 

0.2 

Stratum Desc: 

Topsoil 

Stratum ID: 

218567793 

Top Depth(m): 

0.2 

Bottom Depth(m): 

6.1 

Stratum Desc: 

Grey Firm Silty Clay Trace: F Sa 
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ENE/97.5 

67.9/-26.99 

ON 

BORE 

Borehole ID: 

610775 


Type: 

Borehole 

Use: 



Status:: 


Drill Method- 



UTM Zone- 

18 

Easting:: 

434081 


Northing:: 

5021047 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 67.1 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

70.5 

Total Depth m:: 

15.2 


Primary Name:: 


Township:: 



Concession:: 


Lot- 



Municipality: 


Completion Date:: 

NOV-1953 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

218386466 


Top Depth(m): 

0.0 

Bottom Depth(m): 

1.8 


Stratum Desc: 

SILT. 

Stratum ID: 

218386467 


Top Depth(m): 

1.8 

Bottom Depth(m): 

15.2 


Stratum Desc: 

LIMESTONE. 00050,SANDBOULDERS.SANI 
CLAY,SAND,STONES. CLAY,SAND. BLUE. 
00095 CLAY,S 


99 2 of 2 

ENE/97.5 

67.9/-26.99 lot 10 coni 

ON 

WWIS 

Well ID: 

1503767 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Public 

Date Received: 

9/1/1954 

Sec. Water Use: 

0 

Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3002 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 

01 

Overburden/Bedrock: 


Concession Name: 

OF 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10025810 

Spatial Status: 


DP2BR: 

6 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

p9 

Elevation: 

70.542327 

Org CS: 


erlslnfo.com | Environmental Risk Information Services 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Eievrc: 

Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Date Completed: 11/15/1953 


Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930997527 

1 

06 

SILT 

0.00 

6.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930997528 

2 

15 

LIMESTONE 

6.00 

50.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961503767 

1 

Cable Tool 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10574380 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

930044374 

1 

1 

STEEL 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Depth To: 

12.00 

Casing Diameter: 

5.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Casing ID: 

930044375 

Layer: 

2 

Material: 

4 

Open Hole or Material: 

Depth From: 

OPEN HOLE 

Depth To: 

50.00 

Casing Diameter: 

5.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Results of Well Yield Testino 

Pump Test ID: 

Pump Set At: 

991503767 

Static Level: 

14.00 

Final Level After Pumping: 
Recommended Pump Depth: 

22.00 

Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 

5.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

1 

Water State After Test: 

CLEAR 

Pumping Test Method: 

1 

Pumping Duration HR: 

1 

Pumping Duration MIN: 

0 

Flowing: 

N 

Water Details 

Water ID: 

933456736 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

35.00 

Water Found Depth UOM: 

ft 

Water ID: 

933456737 

Layer: 

2 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

50.00 

Water Found Depth UOM: 

ft 


100 lofl 

ENE/98.3 68.9/-25.99 





ON 


Borehole ID: 

847986 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone- 

18 

Easting:: 

434067 

Northing:: 

5020859 

Location Accuracy:: 


Orig. Ground Elev m:: 

' 68.7 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

70.3 

Total Depth m:: 

14.8 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 10 

Municipality: 


Completion Date:: 

16-MAR-1966 

Static Water Level:: 

2.8 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Primary Water Use:: 


Sec. Water Use:: 


-Details- 

Stratum ID: 

6559488 

Top Depth(m): 

0.0 

Bottom Depth(m): 

1.0 

Stratum Desc: 

SANDY SILT, TRACE ORGANICS, BROWN, 
LOOSE 

Stratum ID: 

6559489 

Top Depth(m): 

1.0 

Bottom Depth(m): 

6.1 

Stratum Desc: 

SILTY CLAY TO CLAY, FIRM TO V. STIFF 

Stratum ID: 

6559490 

Top Depth(m): 

6.1 

Bottom Depth(m): 

10.1 

Stratum Desc: 

SILTY SAND WITH GRAVEL, LOOSE TO 
COMPACT 

Stratum ID: 

6559491 

Top Depth(m): 

10.1 

Bottom Depth(m): 

14.8 

Stratum Desc: 

BEDROCK, SANDSTONE (FRACTURED) 


101 lofl ENE/98.3 68.9 / -25.99 lot 10 con 2 

ON 


Well ID: 

1503997 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/28/1958 

Sec. Water Use: 

0 

Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3566 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 

02 

Overburden/Bedrock: 


Concession Name: 

OF 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10026040 

Spatial Status: 


DP2BR: 

50 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

5 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

margin of error: 100 m 

Open Hole: 


Location Method: 

p5 

Elevation: 

69.514495 

Org CS: 


Elevrc: 


Date Completed: 

5/22/1958 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


WWIS 


Overburden and Bedrock 

Materials Interval 

Formation ID: 930998118 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

1 

05 

CLAY 

0.00 

50.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930998119 

2 

18 

SANDSTONE 

50.00 

62.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961503997 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10574610 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930044813 

1 

1 

STEEL 

54.00 

5.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930044814 

2 

4 

OPEN HOLE 

62.00 

5.00 

inch 

ft 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Results of Well Yield Testing 


Pump Test ID: 991503997 

Pump Set At: 

Static Level: 12.00 

Final Level A fter Pumping: 13.00 

Recommended Pump Depth: 

Pumping Rate: 10.00 

Flowing Rate: 

Recommended Pump Rate: 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933457037 

1 

1 

FRESH 

62.00 

ft 


102 1 of 1 SW/100.6 95.2/0.29 

ON 


Borehole ID: 

801334 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

429737.45 

Northing:: 

5018230.09 

Location Accuracy:: 


Orig. Ground Elev m:: 

94 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

93.8 

Total Depth m:: 

5.8 

Primary Name:: 

BH 7 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

04-MAY-1977 

Static Water Level:: 

1.2 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218567803 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

Topsoil 

Stratum ID: 

218567804 

Top Depth(m): 

0.3 

Bottom Depth(m): 

1.2 

Stratum Desc: 

Grey-Brown Stiff Silty Clay' 

Stratum ID: 

218567805 

Top Depth(m): 

1.2 

Bottom Depth(m): 

5.8 

Stratum Desc: 

Grey Firm Silty Clay Trace: 


103 1 of 1 SW/101.0 99.9 / 5.01 Didsbury Rd 

Kanata ON 

Postal Code: 

City: Kanata 

Address2: 

Addressl: Didsbury Rd 


EHS 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

ON 

20160314077 

18-MAR-16 

Standard Select Report 
.25 



104 1 of 1 

SW/101.9 95.9/1.01 

ON 

BORE 

Borehole ID: 

801336 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

429639.49 

Northing:: 

5018149.42 

Location Accuracy:: 


Orig. Ground Elev m:: 

95.3 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

94.4 

Total Depth m:: 

7.9 

Primary Name:: 

BH 8 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

04-MAY-1977 

Static Water Level:: 

.5 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218567810 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

Topsoil 

Stratum ID: 

218567811 

Top Depth(m): 

0.3 

Bottom Depth(m): 

2.4 

Stratum Desc: 

Grey-Brown Firm Silty Clay With: F Sa 

Stratum ID: 

218567812 

Top Depth(m): 

2.4 

Bottom Depth(m): 

7.9 

Stratum Desc: 

Grey Firm Silty Clay Trace: Sa 


105 1 of 1 

WSW/102.0 98.1/3.26 

100 Didsbury Rd 

Ottawa ON K2T0C2 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20140116018 

Fire Insur. Maps and/or Site Plans 
24-JAN-14 

Standard Report 
.25 




106 1 of 1 

SW/102.1 

99.7/4.86 

KANATA ON 

WWIS 

Well ID: 

Construction Date: 

7186375 

Data Entry Status: 
Data Src: 


Primary Water Use: 

Monitoring and Test Hole 

Date Received: 

9/4/2012 

Sec. Water Use: 

0 

Selected Flag: 

1 

Final Well Status: 

Monitoring and Test Hole 

Abandonment Rec: 


Water Type: 


Contractor: 

7241 

Casing Material: 


Form Version: 

7 

Audit No: 

Z154779 

Owner: 


Tag: 

A109828 

Street Name: 

214 DIDSBURY RD 

Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

erisinfo.com | Environmental Risk Information Services 

Order No: 20180221105 











Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 


Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Site DB 


Site Info: WKQ-005101 A0-A02 

Lot: 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 

Bore Hole ID: 1004146433 

DP2BR: 

Code OB: 

Code OB Desc: 

Open Hole: 

Elevation: 98.952003 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 4 

UTMRC Desc: margin of 

Location Method: wwr 

Org CS: UTM83 

Date Completed: 7/4/2012 


-100 m 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 


1004416484 

1 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

77 

LOOSE 

0.00 

3.10 


1004416485 

2 

6 

BROWN 

28 

SAND 

05 

CLAY 

77 

LOOSE 

3.10 

4.57 


1004416486 

3 

2 

GREY 

05 

CLAY 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

06 

SILT 

91 

WATER-BEARING 

4.57 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1004416492 

1 

0.00 

0.31 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1005980944 

2 

0.31 

3.10 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1005980945 

3 

3.10 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

1004416491 

D 

Direct Push 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

1004416483 

0 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

1004416489 

1 

5 

PLASTIC 

0.00 

3.35 

5.20 

cm 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

1004416490 

1 

10 

3.35 
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Map Key Number of 

Direction/ 

Elev/Diff 

Site 

DB 

Records 

Distance (m) 

(m) 



Screen End Depth: 


4.88 




Screen Material: 

Screen Depth UOM: 


5 




Screen Diameter UOM: 


cm 




Screen Diameter: 


6.03 




Water Details 






Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 


1004416488 




Water Found Depth UOM: 

m 




Hole Diameter 






Hole ID: 


1004416487 




Diameter: 


15.24 




Depth From: 


0.00 




Depth To: 


4.88 




Hole Depth UOM: 

Hole Diameter UOM: 


cm 




107 1 of 1 


SW/102.5 

102.8/7.97 

ON 

BORE 

Borehole ID: 

805387 



Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

428415.06 


Northing:: 

5017403.28 

Location Accuracy:: 




Orig. Ground Elev m:: 

102 

Elev. Reliability Note:: 




DEM Ground Elev m:: 

103 

Total Depth m:: 

.3 



Primary Name:: 

AH.2 

Township:: 




Concession:: 


Lot- 




Municipality: 


Completion Date:: 

14-MAR-1991 


Static Water Level:: 

-999.9 

Primary Water Use:: 




Sec. Water Use- 


-Details- 






Stratum ID: 

218584459 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 



Stratum Desc: 

Dark Brown Fill-Misc Silt - Sand With: Gr W 

Org M Occasional: Cob 


108 1 of 2 

SSW/103.4 

100.2/5.31 

ON 


BORE 

Borehole ID: 

609621 

Type: 

Borehole 


Use: 


Status:: 



Drill Method:: 


UTM Zone:: 

18 


Easting:: 

428731 

Northing:: 

5014932 


Location Accuracy:: 


Orig. Ground Elev m:: 

100 


Elev. Reliability Note:: 


DEM Ground Elev m:: 

98.9 


Total Depth m:: 

20.7 

Primary Name:: 



Township:: 


Concession:: 



Lot- 


Municipality: 



Completion Date:: 

NOV-1949 

Static Water Level:: 

-999.9 


Primary Water Use:: 


Sec. Water Use:: 



-Details- 





erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 












Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 

Stratum ID: 218383657 

Bottom Depth(m): 6.1 

Stratum ID: 218383658 

Bottom Depth(m): 20.7 


Site 


Top Depth(m): 
Stratum Desc: 

Top Depth(m): 
Stratum Desc: 


DB 


0.0 

CLAY. BLUE. 

6.1 

LIMESTONE. GREY. 00060. 00045RS. GREY. 
LIMESTONE. GREY. 00111 SEISMIC 
VELOCITY = 11500 


108 2 of 2 SSW/103.4 100.2/5.31 lot 28 con 11 

ON 


Well ID: 

1502930 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Livestock 

Date Received: 

12/4/1950 

Sec. Water Use: 

Domestic 

Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

4824 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

GOULBOURN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

028 

Well Depth: 


Concession: 

11 

Overburden/Bedrock: 


Concession Name: 

CON 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10024973 

Spatial Status: 


DP2BR: 

20 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

5 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

margin of error: 100 m - 300 

Open Hole: 


Location Method: 

p5 

Elevation: 

98.86837 

Org CS: 


Elevrc: 


Date Completed: 

11/17/1949 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 930995597 

Layer: 1 

Color: 3 

General Color: BLUE 

Matl: 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 


152 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

20.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930995598 

2 

2 

GREY 

15 

LIMESTONE 

20.00 

68.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961502930 

1 

Cable Tool 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10573543 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930042727 

1 

1 

STEEL 

22.00 

4.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930042728 

2 

4 

OPEN HOLE 

68.00 

4.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 

991502930 

6.00 

6.00 
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Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 

3.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

1 

Water State After Test: 

CLEAR 

Pumping Test Method: 

1 

Pumping Duration HR: 

0 

Pumping Duration MIN: 

30 

Flowing: 

N 

Water Details 

Water ID: 

933455745 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

60.00 

Water Found Depth UOM: 

ft 


SW/105.3 


ON 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


807477 

Geotechnical/Geological Investigation 

Hollow stem auger 

428216.52 


5.8 


18-JUN-1990 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5015902.61 

Orig. Ground Elev m:: 96.9 

DEM Ground Elev m:: 95.6 

Primary Name:: BH 2 

Concession:: 

Municipality: 

Static Water Level:: 1.3 

Sec. Water Use:: 


-Details- 

Stratum ID: 218593047 

Bottom Depth(m): 0.2 


Top Depth(m): 0.0 

Stratum Desc: Topsoil 


Stratum ID: 218593048 

Bottom Depth(m): 0.5 


Top Depth(m): 0.2 

Stratum Desc: Brown Silt - Sand 


Stratum ID: 218593049 

Bottom Depth(m): 3.5 


Top Depth(m): 0.5 

Stratum Desc: Grey-Brown Stiff to Very Stiff Weathered Crust 

Silty Clay Occasional: Sa 


Stratum ID: 218593050 

Bottom Depth(m): 5.8 


Top Depth(m): 3.5 

Stratum Desc: Grey Firm Silty Clay Occasional: Sa 


110 1 of 1 

SW/105.8 95.9/1.01 

Enbridge Gas Distribution Inc. 



285 Didsbury Road 
Ottawa ON 


Ref No: 

8565-9X4LTJ 

Site Address: 

285 Didsbury Road 

Contaminant Name: 

NATURAL GAS (METHANE) 

Site Cone: 


Contaminant Code: 

35 

Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 

0 other - see incident description 

Sector Type: 


MOE Reported Dt: 

6/2/2015 

Source Type: 
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Health/Env Conseq: Receiving Medium: 

Incident Dt: 6/2/2015 Receiving Env: 

Incident Cause: Leak/Break Environment Impact: 

Incident Event: Nature of Impact: 

Incident Reason: Operator/Human Error SAC Action Class: 

Incident Summary: TSSA-1" 1/4 Line Strike, made safe- Ottawa 


TSSA - Fuel Safety Branch - Hydrocarbon Fuel 
Release/Spill 


111 1 of 1 

SW/106.2 97.0/2.09 

ON 

BORE 

Borehole ID: 

801338 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

429541.81 

Northing:: 

5018065.24 

Location Accuracy:: 


Orig. Ground Elev m:: 

95.9 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

94.9 

Total Depth m:: 

8.8 

Primary Name:: 

BH 9 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

05-MAY-1977 

Static Water Level:: 

2 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

218567816 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

Topsoil 

Stratum ID: 

218567817 

Top Depth(m): 

0.3 

Bottom Depth(m): 

3.0 

Stratum Desc: 

Brown to Grey Brown Stiff Silty Clay Trace: Sa 

Stratum ID: 

218567818 

Top Depth(m): 

3.0 

Bottom Depth(m): 

8.8 

Stratum Desc: 

Grey Firm Silty Clay 

112 1 of 1 

SW/106.8 94.9/0.01 

ON 

BORE 

Borehole ID: 

802211 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

429860.17 

Northing:: 

5018321.29 

Location Accuracy:: 


Orig. Ground Elev m:: 

93.3 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

93.7 

Total Depth m:: 

23.1 

Primary Name:: 

BH 4 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

27-SEP-1978 

Static Water Level:: 

3.3 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

218571264 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.4 

Stratum Desc: 

Fill-Misc Sand - Gravel With: Constr Debris 

Stratum ID: 

218571265 

Top Depth(m): 

0.4 

Bottom Depth(m): 

0.6 

Stratum Desc: 

Topsoil 

Stratum ID: 

218571266 

Top Depth(m): 

0.6 

Bottom Depth(m): 

2.3 

Stratum Desc: 

Grey-Brown Stiff Weathered Crust Silty Clay 
With: FSa 

Stratum ID: 

218571267 

Top Depth(m): 

2.3 

Bottom Depth(m): 

19.8 

Stratum Desc: 

Grey Soft to Firm Silty Clay With: F Sa 
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Stratum ID: 

Bottom Depth(m): 

218571268 

23.1 

Top Depth(m): 

Stratum Desc: 

19.8 

Grey Very Loose to Loose Till sand silt With: Gr 
Trace: Cl 

113 1 of 1 

ENE/107.7 101.5/6.65 

SECTION OT-3 

ON 


MNR 

MDI Num: 

MDI31G05SW00047 

Geological District: 

SOUTHEASTERN ONTARIO 


OGFID: 

205265154 

Easting: 

432477.222 


Mining Division: 

SOUTHERN ONTARIO 

Northing: 

5019922.921 


Zone: 

Access Description: 
Deposit Status: 

-Details- 

18 

3.2 km NE of Eagleson Corners. 
DISCRETIONARY OCCURRENCE 

Claim Map: 

T-2383 


Year: 

Deposit Charactr: 
Commodity: 

1993 

SANDSTONE (BUILDING STONES) 

Twp/Area: 

Con/Lot/Sec: 

NEPEAN 

LOT: 6 Con: 1 


Year: 

Deposit Charactr: 
Commodity: 

1993 

SANDSTONE (BUILDING STONES) 

Twp/Area: 

Con/Lot/Sec: 

NEPEAN 

LOT: 6 Con: 2 


114 lofl 

WSW/108.4 98.9/4.04 

ON 


BORE 

Borehole ID: 

Use: 

805398 

Geotechnical/Geological Investigation 

Type: 

Status:: 

Borehole 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 


Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

428304.8 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5017583.82 

101 

101 


Total Depth m:: 
Township:: 

Lot:: 

4.1 

Primary Name:: 

Concession:: 

Municipality: 

AH.6 


Completion Date:: 
Primary Water Use:: 

15-MAR-1991 

Static Water Level:: 
Sec. Water Use:: 

-999.9 


-Details- 

Stratum ID: 

218584519 

Top Depth(m): 

0.0 


Bottom Depth(m): 

0.6 

Stratum Desc: 

Grey Crushed Stone 


Stratum ID: 

218584520 

Top Depth(m): 

0.6 


Bottom Depth(m): 

1.6 

Stratum Desc: 

Grey-Brown Fill-Misc Silty Clay 


115 lofl 

Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 

MOE Reported Dt: 

SW/109.2 98.9/4.01 

0707-7HAAKZ 

DIESEL FUEL 

13 

8/7/2008 

Darren Mosley<UNOFFICIAL> 

Cast leirank and Highway 417 

Ottawa ON 

Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 

Site Municipality: Ottawa 

Site Postal Code: 

Sector Type: 

Source Type: 

SPL 
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Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 

Dump Truck (NOS)-Ukn Qty Diesel & 

Hydraulic Oil to Hwy. 

Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 

SAC Action Class: 

Not Anticipated 

Highway Spills (usually highway accidents) 

116 1 of 1 

SSW/110.0 98.9 / 4.01 

MA TTAMY (FAIRWINDS) LIMITED EASR 

ON 

Approval No: 

R-009-2110194240 

SWP Area Name: 

Mississippi Valley 

Status: 

REGISTERED 

MOE District: 

Ottawa 

Date: 

2017-07-27 

City: 


Record Type: 

EASR 

Latitude: 

45.28916667 

Link Source: 

Full Address: 

MOFA 

Longitude: 

-75.91444444 

Project Type: 

Water Taking - Construction Dewatering 


Approval Type: 

EASR-Water Taking - Construction Dewatering 


Full PDF Link: 

http://www.accessenvironment.ene.gov.on. ca/AEWeb/ae/ViewDocument.action?documentReflD=2040209 


117 lofl 

ESE/111.0 

92.9/-1.96 

ON 

BORE 

Borehole ID: 

801319 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone- 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

430234.56 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5018642.79 
: 94.1 

93.5 

Total Depth m:: 
Township:: 

Lot:: 

7.3 


Primary Name:: 

Concession:: 

Municipality: 

BH 2 

Completion Date:: 
Primary Water Use:: 

03-MAY-1977 


Static Water Level:: 
Sec. Water Use:: 

.9 

-Details- 

Stratum ID: 

218567743 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

Topsoil 

Stratum ID: 

218567744 


Top Depth(m): 

0.3 

Bottom Depth(m): 

3.7 


Stratum Desc: 

Grey-Brown Stiff to Firm Silty Clay Trace: F Sa 

Stratum ID: 

218567745 


Top Depth(m): 

3.7 

Bottom Depth(m): 

7.3 


Stratum Desc: 

Grey Firm Silty Clay 


118 lofl 

ENE/111.1 91.9/-2.94 

ON 

BORE 

Borehole ID: 

847730 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

430569 

Northing:: 

5018968 

Location Accuracy:: 


Orig. Ground Elev m:: 

93 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

95.8 

Total Depth m:: 

52.1 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 

CON 2 ON OTTAWA RIVER 

Lot- 

LOTI 

Municipality: 


Completion Date:: 

30-AUG-1971 

Static Water Level:: 

1.7 
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Primary Water Use:: 


Sec. Water Use:: 


-Details- 

Stratum ID: 

6558717 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.9 

Stratum Desc: 

SAND (FILL) COMPACT 

Stratum ID: 

6558718 

Top Depth(m): 

0.9 

Bottom Depth(m): 

3.2 

Stratum Desc: 

CLAYEY SILT, LAYERS OF SAND. STIFF. 

Stratum ID: 

6558719 

Top Depth(m): 

3.2 

Bottom Depth(m): 

45.7 

Stratum Desc: 

SILTY CLAY, TRACE OF SAND, ORGANIC 
MOTTLINGS (SENSITIVE), NUMEROUS 
SEAMS OF SILTY SAND UP TO 4in. THICK 
THROUGHOUT, GREY-BROWN TO GREY, 
SOFT TO VERY STIFF 

Stratum ID: 

6558720 

Top Depth(m): 

45.7 

Bottom Depth(m): 

52.1 

Stratum Desc: 

HET.MIX.OF SILT, SAND AND GRAVEL, 
TRACE OF CLAY (GLAC. TILL). COMPACT 
TO VERY DENSE. BOULDER ZONE 
(BOULDERS UP TO 8in. IN SIZE) 
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ENE/111.7 

91.6/ -3.30 

ON 

BORE 

Borehole ID: 

847729 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone- 

18 

Easting:: 

430541 


Northing:: 

5018952 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 92.2 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

95.4 

Total Depth m:: 

65 


Primary Name:: 


Township:: 

MARCH 


Concession:: 

CON 4 

Lot:: 

LOT 2 


Municipality: 


Completion Date:: 

16-AUG-1971 


Static Water Level:: 

2 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6558711 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.6 


Stratum Desc: 

TOPSOIL 

Stratum ID: 

6558712 


Top Depth(m): 

0.6 

Bottom Depth(m): 

2.0 


Stratum Desc: 

CLAYEY SILT, WITH SAND. Stiff 

Stratum ID: 

6558713 


Top Depth(m): 

2.0 

Bottom Depth(m): 



Stratum Desc: 

CLAYEY SILT TO SILTY CLAY, TRACE OF 
SAND, ORGANIC MOTTLINGS (SENSITIVE). 
NUMEROUS SEAMS OF SILTY SAND UP TO 
4in. THICK THROUGHOUT. GREY-BROWN 
TO GREY, SOFT TO VERY STIFF 



Stratum ID: 

6558714 


Top Depth(m): 

39.6 

Bottom Depth(m): 

62.4 


Stratum Desc: 

HET.MIX.OF SILT, SAND AND GRAVEL, 
TRACE OF CLAY (GLACIAL TILL), COMPACT 
TO VERY DENSE 


Stratum ID: 

6558715 


Top Depth(m): 

62.4 

Bottom Depth(m): 

65.0 


Stratum Desc: 

SAND,BOULDERS 
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ON 

BORE 
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Borehole ID: 

609657 

Type: 

Borehole 

Use: 


Status:: 


Drill Method:: 


UTM Zone:: 

18 

Easting:: 

426821 

Northing:: 

5016652 

Location Accuracy:: 


Orig. Ground Elev m:: 

97.5 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

99.2 

Total Depth m:: 

-999 

Primary Name:: 


Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 


Static Water Level:: 

1.5 

Primary Water Use:: 


Sec. Water Use- 


-Details- 
Stratum ID: 

218383741 

Top Depth(m): 

0.0 

Bottom Depth(m): 

9.1 

Stratum Desc: 

CLAY. 

Stratum ID: 

218383742 

Top Depth(m): 

9.1 

Bottom Depth(m): 

15.8 

Stratum Desc: 

GRAVEL,SAND. WATER STABLE AT 315.0 
FEET. 

Stratum ID: 

218383743 

Top Depth(m): 

15.8 

Bottom Depth(m): 

21.3 

Stratum Desc: 

BOULDERS,SAND. 

Stratum ID: 

218383744 

Top Depth(m): 

21.3 

Bottom Depth(m): 


Stratum Desc: 

BEDROCK,LIMESTONE. SEISMIC VELOCITY 
= 13000. BEDROCK. SEISMIC VELOCITY = 
17000. 0001802 


121 1 of 2 

WSW/114.4 

96.9/2.01 

ON 

BORE 

Borehole ID: 

609663 


Type: 

Borehole 

Use: 



Status:: 


Drill Method:: 



UTM Zone:: 

18 

Easting:: 

426831 


Northing:: 

5016732 

Location Accuracy:: 



Orig. Ground Elev m:: 

99.1 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

99 

Total Depth m:: 

41.5 


Primary Name:: 


Township:: 



Concession:: 


Lot- 



Municipality: 


Completion Date:: 

MAY-1964 


Static Water Level:: 

-14 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

218383758 


Top Depth(m): 

0.0 

Bottom Depth(m): 

9.1 


Stratum Desc: 

CLAY. 

Stratum ID: 

218383759 


Top Depth(m): 

9.1 

Bottom Depth(m): 

15.8 


Stratum Desc: 

SAND. 

Stratum ID: 

218383760 


Top Depth(m): 

15.8 

Bottom Depth(m): 

21.3 


Stratum Desc: 

BOULDERS,SAND. 

Stratum ID: 

218383761 


Top Depth(m): 

21.3 

Bottom Depth(m): 

41.5 


Stratum Desc: 

LIMESTONE. 00136BLE AT 372.0 
FEET.LIMESTONE. SEISMIC VELOCITY = 
13000. BEDROCK. SEI 


121 

2 of 2 WSW/114.4 96.9/2.01 lot 3 con 1 

ON 

WWIS 
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7/6/1964 


1802 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

003 

01 

CON 


5 

margin of error: 100 m - 300 m 

p5 

5/23/1964 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 


930996476 


05 

CLAY 


0.00 

30.00 

ft 

930996477 

2 


07 

QUICKSAND 


Well ID: 

1503285 

Data Entry Status: 

Construction Date: 


Data Src: 

Primary Water Use: 

Livestock 

Date Received: 

Sec. Water Use: 

Domestic 

Selected Flag: 

Final Well Status: 

Water Supply 

Abandonment Rec: 

Water Type: 


Contractor: 

Casing Material: 


Form Version: 

Audit No: 


Owner: 

Tag: 


Street Name: 

Construction Method: 


County: 

Elevation (m): 


Municipality: 

Elevation Reliability: 


Site Info: 

Depth to Bedrock: 


Lot: 

Well Depth: 


Concession: 

Overburden/Bedrock: 


Concession Name: 

Pump Rate: 


Easting NAD83: 

Static Water Level: 


Northing NAD83: 

Flowing (Y/N): 


Zone: 

Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 

Bore Hole Information 

Bore Hole ID: 

10025328 

Spatial Status: 

DP2BR: 

70 

Cluster Kind: 

Code OB: 

r 

UTMRC: 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

Open Hole: 


Location Method: 

Elevation: 

98.974555 

Org CS: 

Elevrc: 


Date Completed: 
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Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

30.00 

52.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996478 

3 

13 

BOULDERS 

09 

MEDIUM SAND 

52.00 

70.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996479 

4 

15 

LIMESTONE 

70.00 

136.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961503285 

7 

Diamond 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10573898 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930043408 

1 

1 

STEEL 

52.00 

3.00 

ft 

Casing ID: 

Layer: 

930043409 

2 
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Material: 

1 

Open Hole or Material: 

Depth From: 

STEEL 

Depth To: 

85.00 

Casing Diameter: 

2.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Casing ID: 

930043410 

Layer: 

3 

Material: 

4 

Open Hole or Material: 

Depth From: 

OPEN HOLE 

Depth To: 

136.00 

Casing Diameter: 

3.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

991503285 

Static Level: 

5.00 

Final Level After Pumping: 

20.00 

Recommended Pump Depth: 

40.00 

Pumping Rate: 

Flowing Rate: 

10.00 

Recommended Pump Rate: 

5.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

1 

Water State After Test: 

CLEAR 

Pumping Test Method: 

1 

Pumping Duration HR: 

1 

Pumping Duration MIN: 

0 

Flowing: 

N 

Water Details 

Water ID: 

933456170 

Layer: 

1 

Kind Code: 

3 

Kind: 

SULPHUR 

Water Found Depth: 

136.00 

Water Found Depth UOM: 

ft 
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SW/114.6 95.9/1.01 


Ottawa ON 


Well ID: 

7230084 

Data Entry Status: 


Construction Date: 


Data Src: 


Primary Water Use: 

Monitoring 

Date Received: 

10/24/2014 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Observation Wells 

Abandonment Rec: 


Water Type: 


Contractor: 

1844 

Casing Material: 


Form Version: 

7 

Audit No: 

Z171304 

Owner: 


Tag: 

A147883 

Street Name: 

285 DIDSBURY ROAD 

Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 


Well Depth: 


Concession: 
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Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


DB 


Bore Hole Information 

Bore Hole ID: 1005177353 

DP2BR: 

Code OB: 

Code OB Desc: 

Open Hole: 

Elevation: 92.381744 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


5 

margin of error: 100 m - 300 m 

UTM83 

7/30/2013 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 


1005361212 

1 

6 

BROWN 

02 

TOPSOIL 

28 

SAND 

06 

SILT 

0.00 

0.15 


1005361213 

2 

6 

BROWN 

05 

CLAY 

06 

SILT 

28 

SAND 

0.15 

1.52 


1005361214 

3 

2 

GREY 

05 

CLAY 

28 

SAND 

06 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

SILT 

1.52 

2.44 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

1005361215 

4 

2 

GREY 

06 

SILT 

05 

CLAY 

73 

HARD 

2.44 

5.03 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1005361222 

1 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

1005361221 

B 

Other Method 

HSA 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

1005361211 

0 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

1005361218 

1 

5 

PLASTIC 

0.15 

2.30 

5.08 

cm 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

1005361219 

1 

10 

2.30 

3.82 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Screen Material: 

5 

Screen Depth UOM: 

m 

Screen Diameter UOM: 

cm 

Screen Diameter: 

5.89 

Water Details 

Water ID: 

1005361217 

Layer: 

1 

Kind Code: 

Kind: 

Water Found Depth: 

1.10 

Water Found Depth UOM: 

m 

Hole Diameter 

Hole ID: 

1005361216 

Diameter: 

20.30 

Depth From: 

0.00 

Depth To: 

5.03 

Hole Depth UOM: 

m 

Hole Diameter UOM: 

cm 


122 2 of 2 SW/114.6 95.9/1.01 

Ottawa ON 


Well ID: 

Construction Date: 

7230085 

Data Entry Status: 
Data Src: 


Primary Water Use: 

Monitoring 

Date Received: 

10/24/2014 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Observation Wells 

Abandonment Rec: 


Water Type: 


Contractor: 

1844 

Casing Material: 


Form Version: 

7 

Audit No: 

Z171283 

Owner: 


Tag: 

A147883 

Street Name: 

285 DIDSBURY RD 

Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 

Elevation Reliability: 
Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 

MARCH TOWNSHIP 

Bore Hole Information 

Bore Hole ID: 

DP2BR: 

1005177356 

Spatial Status: 

Cluster Kind: 


Code OB: 


UTMRC: 

4 

Code OB Desc: 


UTMRC Desc: 

margin of error: 30 m - 

Open Hole: 


Location Method: 

wwr 

Elevation: 

92.381744 

Org CS: 

UTM83 

Elevrc: 


Date Completed: 

7/30/2014 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 


Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

1005361224 

1 

6 

BROWN 

02 

TOPSOIL 

06 

SILT 

05 

CLAY 

0.00 

0.22 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

1005361225 

2 

2 

GREY 

05 

CLAY 

06 

SILT 

28 

SAND 

0.22 

2.29 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

1005361226 

3 

2 

GREY 

05 

CLAY 

06 

SILT 

28 

SAND 

2.29 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

1005361227 

4 

2 

GREY 

06 

SILT 

05 

CLAY 

10.67 

Formation ID: 

Layer: 

Color: 

General Color: 

1005361228 

5 

2 

GREY 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

34 

TILL 

06 

SILT 

05 

CLAY 

10.67 

11.59 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1005361235 

1 

6.74 

7.29 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

1005361234 

B 

Other Method 

HSA 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

1005361223 

0 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

1005361231 

1 

5 

PLASTIC 

0.15 

7.64 

5.08 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

1005361232 

1 

10 

7.64 

9.16 

5 


Water Details 


Water ID: 

1005361230 
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Map Key Number of Direction/ 

Records Distance (m) 

Elev/Diff 

(m) 

Site 

DB 

Layer: 

1 




Kind Code: 





Kind: 





Water Found Depth: 

1.75 




Water Found Depth UOM: m 




Hole Diameter 





Hole ID: 

1005361229 




Diameter: 

20.30 




Depth From: 

0.00 




Depth To: 

11.59 




Hole Depth UOM: 

m 




Hole Diameter UOM: 

cm 




123 1 of 1 

WSW/115.7 

97.6/2.70 

ON 

BORE 

Borehole ID: 

609658 


Type: 

Borehole 

Use: 



Status:: 


Drill Method:: 



UTM Zone:: 

18 

Easting:: 

426821 


Northing:: 

5016672 

Location Accuracy:: 



Orig. Ground Elev m:: 

100 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

99 

Total Depth m:: 

-999 


Primary Name:: 


Township:: 



Concession:: 


Lot:: 



Municipality: 


Completion Date:: 



Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use- 


-Details- 





Stratum ID: 

218383745 


Top Depth(m): 

0.0 

Bottom Depth(m): 

12.8 


Stratum Desc: 

CLAY. 

Stratum ID: 

218383746 


Top Depth(m): 

12.8 

Bottom Depth(m): 

13.1 


Stratum Desc: 

GRAVEL. 

Stratum ID: 

218383747 


Top Depth(m): 

13.1 

Bottom Depth(m): 

15.2 


Stratum Desc: 

CLAY. 

Stratum ID: 

218383748 


Top Depth(m): 

15.2 

Bottom Depth(m): 



Stratum Desc: 

BEDROCK,LIMESTONE. BOULDERS,SAND. 


BEDROCK,LIMESTONE. SEISMIC VELOCITY 
= 13000. BEDROC 


124 1 of 1 

ENE/116.0 68.9/-25.99 

ON 


Borehole ID: 

847210 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

434103 

Northing:: 

5020860 

Location Accuracy:: 


Orig. Ground Elev m:: 

68.3 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

72.2 

Total Depth m:: 

11.6 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 10 

Municipality: 


Completion Date:: 
Primary Water Use:: 

08-DEC-1966 

Static Water Level:: 
Sec. Water Use:: 

.4 


-Details- 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Stratum ID: 

Bottom Depth(m): 

6556026 Top Depth(m): 0.0 

8.5 Stratum Desc: CLAY TO CLAYEY SILT WITH NUMEROUS 

SEAMS OF SILT AND SAND. STIFF TO VERY 
STIFF. 

Stratum ID: 

Bottom Depth(m): 

6556027 Top Depth(m): 8.5 

10.0 Stratum Desc: SILT, SAND AND GRAVEL. LOOSE. 

Stratum ID: 

Bottom Depth(m): 

6556028 Top Depth(m): 10.0 

11.6 Stratum Desc: SANDSTONE BEDROCK - SOUND. 

125 1 of 1 

WSW/116.4 97.0/2.09 2499 Palladium Drive 

Ottawa ON 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20071223001 

Fire Insur. Maps And /or Site Plans 

1/7/2008 

CAN - Custom Report 

0.25 

126 1 of 1 

SW/116.5 97.9/3.01 PALLADIUM CORPORATION 

PALLADIUM DR./CYCLONE TA YLOR 

KANATA CITY ON 

Certificate #: 
Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 

7-0960-94- 

94 

10/5/1994 

Municipal water 

Approved 

127 1 of 1 

WSW/118.4 95.9/1.01 54 GRAY CRESCENT, OTTAWA .... 

ON INC 

Incident No: 

Incident ID: 

Attribute Category: 
Status Code: 

Incident Location: 
Drainage System: 

Sub Surface Contam.: 
Aff. Prop. Use Water: 
Contam. Migrated: 
Contact Natural Env.: 
Near Body of Water: 
Approx. Quant. Rel.: 
Equipment Model: 
Serial No: 

Residential App. Type: 

1840568 

FS-Perform LI Incident Insp 

54 GRAY CRESCENT, OTTAWA - CO RELEASE 
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Map Key Number of 
Records 


Commercial App. Type: 
Industrial App. Type: 
Institutional App. Type: 
Venting Type: 

Vent Connector Mater: 

Vent Chimney Mater: 
Pipeline Type: 

Pipeline Involved: 

Pipe Material: 

Depth Ground Cover: 
Regulator Location: 
Regulator Type: 

Operation Pressure: 

Liquid Prop Make: 

Liquid Prop Model: 

Liquid Prop Serial No: 
Equipment Type: 

Cylinder Capacity: 

Cylinder Capac. Units: 
Cylinder Material Type: 
Tank Capacity: 

Fuels Occurence Type: 
Fuel Type Involved: 

Date of Occurence: 

Time of Occurence: 

Occur Insp Start Date: 

Any Health Impact: 

Any Environmental Impact: 
Was Service Interrupted: 
Was Property Damaged: 
Operation Type Involved: 
Enforcement Policy: 

Prc Escalation Required: 
Task No: 

Notes: 

Occurence Narrative: 

Tank Material Type: 

Tank Storage Type: 

Tank Location Type: 

Pump Flow Rate Capac: 
Liquid Prop Notes: 


Direction/ Elev/Diff Site 

Distance (m) (m) 


CO Release 
Natural Gas 
2016/04/06 00:00:00 
NULL 

2016/04/06 00:00:00 

No 

No 

Yes 

No 

Private Dwelling 
NULL 
NULL 
6118487 

failed secondary heat exchanger on furnace 


DB 


128 lofl SW/119.3 


Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 


K2T0G5 

Ottawa 

285 Didsbury Road 
ON 

20160419102 
City Directory 
26-APR-16 
Custom Report 
.25 


285 Didsbury Road 
Ottawa ON K2T0G5 


EHS 


129 lofl 

SSW/120.6 

102.9/8.01 

lot 26 con 12 
STITTSVILLE ON 


WWIS 

Well ID: 

Construction Date: 
Primary Water Use: 

7187419 


Data Entry Status: 
Data Src: 

Date Received: 

9/20/2012 
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Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 


Sec. Water Use: 

Final Well Status: Abandoned-Other 

Water Type: 

Casing Material: 

Audit No: Z139795 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Site 


Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


5706 HAZELDEAN RD 
OTTAWA-CARLETON 
GOULBOURN TOWNSHIP 

026 

12 

CON 


DB 


Bore Hole Information 

Bore Hole ID: 1004158068 

DP2BR: 

Code OB: 

Code OB Desc: 

Open Hole: 

Elevation: 101.07312 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


margin of error: 30 m -100 m 

UTM83 

7/9/2012 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


1004410478 

1 

2.74 

0.00 


Method of Construction & Well 

Use 

Method Construction ID: 1004410477 

Method Construction Code: 

Method Construction: 

Other Method Construction: 


Pipe ID: 
Casing No: 
Comment: 
Alt Name: 


1004410471 

0 


Construction Record - Casing 

Casing ID: 1004410475 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: cm 

Casing Depth UOM: m 


Construction Record - Screen 


Screen ID: 1004410476 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: m 

Screen Diameter UOM: cm 

Screen Diameter: 


Water Details 

Water ID: 1004410474 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: m 


Hole ID: 1004410473 

Diameter: 

Depth From: 

Depth To: 

Hole Depth UOM: m 

Hole Diameter UOM: cm 


130 


1 of 1 


SSW/122.6 98.9/4.01 


ON 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


807490 

Geotechnical/Geological Investigation 

Hollow stem auger 

428266.15 


1.5 


19-JUN-1990 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5015871.19 

Orig. Ground Elev m:: 96.7 

DEM Ground Elev m:: 95.4 

Primary Name:: AH 2 

Concession:: 

Municipality: 

Static Water Level:: -999.9 

Sec. Water Use:: 


-Details- 

StratumlD: 218593097 

Bottom Depth(m): 0.2 


Top Depth(m): 0.0 

Stratum Desc: Topsoil 


Stratum ID: 218593098 

Bottom Depth(m): 0.4 


Top Depth(m): 0.2 

Stratum Desc: Brown sand silt 


Stratum ID: 


Top Depth(m): 0.4 


BORE 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Bottom Depth(m): 

1.5 


Stratum Desc: Grey-Brown Weathered Crust Silty Clay 

131 1 of 1 


SW/123.2 99.9 / 5.04 

1000 Palladium Drive _ 




Ottawa ON 

Postal Code: 




City: 




Address2: 




Addressl: 




Provstate: 




Order No.: 


20120613042 


Addit. Info Ordered:: 




Report Date: 


22-JUN-12 


Report Type: 


Standard Report 


Search Radius (km): 


.25 



132 lofl 

WSW/124.7 

97.9/3.01 

ON 

BORE 

Borehole ID: 

847949 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

426808 

12.8 

HUNTLEY 

ROAD 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

5016622 

97.7 

Completion Date:: 
Primary Water Use:: 

20-DEC-1971 


Static Water Level:: 
Sec. Water Use:: 

1.5 

-Details- 

Stratum ID: 

6559353 


Top Depth(m): 

0.0 

Bottom Depth(m): 

1.5 


Stratum Desc: 

FILL - SILTY CLAY WITH OCC. BOULDER. 
DENSE, BROWN 

Stratum ID: 

6559354 


Top Depth(m): 

1.5 

Bottom Depth(m): 

8.8 


Stratum Desc: 

SILTY CLAY, SOFT TO STIFF, GREY 

Stratum ID: 

6559355 


Top Depth(m): 

8.8 

Bottom Depth(m): 

12.8 


Stratum Desc: 

HET.MIX.OF SILT, SAND AND GRAVEL, 
WITH SOME CLAY. GLACIAL TILL, 
COMPACT TO VERY DENSE, GREY 


NW/124.7 93.9/-0.99 17KETTLEBYSTREET, KANATA 

ON 


Incident No: 

Incident ID: 

Attribute Category: 
Status Code: 

Incident Location: 
Drainage System: 

Sub Surface Contam.: 
Aff. Prop. Use Water: 
Contam. Migrated: 
Contact Natural Env.: 
Near Body of Water: 
Approx. Quant. Rel.: 
Equipment Model: 


1525348 

FS-Perform LI Incident Insp 

17 KETTLEBY STREET, KANATA - VAPOUR RELEASE 


INC 
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Map Key Number of 
Records 


Serial No: 

Residential App. Type: 
Commercial App. Type: 
Industrial App. Type: 
Institutional App. Type: 
Venting Type: 

Vent Connector Mater: 

Vent Chimney Mater: 
Pipeline Type: 

Pipeline Involved: 

Pipe Material: 

Depth Ground Cover: 
Regulator Location: 
Regulator Type: 

Operation Pressure: 

Liquid Prop Make: 

Liquid Prop Model: 

Liquid Prop Serial No: 
Equipment Type: 

Cylinder Capacity: 

Cylinder Capac. Units: 
Cylinder Material Type: 
Tank Capacity: 

Fuels Occurence Type: 
Fuel Type Involved: 

Date of Occurence: 

Time of Occurence: 

Occur Insp Start Date: 

Any Health Impact: 

Any Environmental Impact: 
Was Service Interrupted: 
Was Property Damaged: 
Operation Type Involved: 
Enforcement Policy: 

Prc Escalation Required: 
Task No: 

Notes: 

Occurence Narrative: 

Tank Material Type: 

Tank Storage Type: 

Tank Location Type: 

Pump Flow Rate Capac: 
Liquid Prop Notes: 


Direction/ Elev/Diff Site 

Distance (m) (m) 


Vapour Release 
Natural Gas 
2014/11/20 00:00:00 
11 :20:00 

2014/11/21 00:00:00 

No 

No 

Yes 

Yes 

Private Dwelling 
NULL 
NULL 
5264261 

1/2" copper natural gas supply tubing cut during waterheater installation. 


DB 


NW/124.7 93.9/-0.99 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 


8574-9R2PV3 

NATURAL GAS (METHANE) 
35 


0 other - see incident description 
2014/11/20 

2014/11/20 

Leak/Break 

Operator/Human Error 


Incident Summary: Enbridge: severed supply line, made safe 


Enbridge<UNOFFICIAL> 
17 Kettleby Street, Kanata 
Ottawa ON 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


17 Kettleby Street, Kanata 


Ottawa 

Pipeline/Components 


Air 

TSSA - Fuel Safety Branch - Hydrocarbon Fuel 
Release/Spill 
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134 lot 2 

S/127.1 

92.8/-2.04 

160 Hearst Way 

Ottawa ON 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 

Report Date: 

Report Type: 

Search Radius (km): 

20100914004 

City Directory 
9/22/2010 

Standard Report 
0.25 




134 2 of 2 

S/127.1 

92.8/-2.04 

160 Hearst Way 

Ottawa ON K2L3A2 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 

Report Date: 

Report Type: 

Search Radius (km): 

20140916013 

City Directory 
22-SEP-14 
Standard Report 
.25 




135 1 of 1 

ENE/127.4 

91.9/-2.99 

R.M. OFOTTAWA-CARLETON 

EAGLESON RD./MARCH RD./TIMM DR 

NEPEAN CITY ON 

CA 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

3-1018-96- 

96 

9/16/1996 

Municipal sewage 
Approved 




136 1 of 2 

SSW/128.7 

93.9/-0.99 

Innvest Hotels GP Ltd. 

222 Hearst Way, Kanata 

Ottawa ON 

CA 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

5907-5HSUS9 

2003 

1/18/2003 

Air 

Approved 
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Client Postal Code- 
Project Description:: 

Contaminants:: 

Emission Control:: 

136 2 of 2 

SSW/128.7 93.9/-0.99 

222 Hearst Way 

Kanata ON K2L 3A2 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 

20020320036 



Report Date: 

4/5/02 



Report Type: 

Complete Report 



Search Radius (km): 

0.35 




137 1 of 2 

SW/128.8 

101.0/6.16 

ON 

BORE 

Borehole ID: 

609644 


Type: 

Borehole 

Use: 



Status:: 


Drill Method:: 



UTM Zone:: 

18 

Easting:: 

427281 


Northing:: 

5016022 

Location Accuracy:: 



Orig. Ground Elev m:: 

102 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

100 

Total Depth m:: 

21 


Primary Name:: 


Township:: 



Concession:: 


Lot- 



Municipality: 


Completion Date:: 

OCT-1962 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

218383708 


Top Depth(m): 

0.0 

Bottom Depth(m): 

12.2 


Stratum Desc: 

CLAY. 

Stratum ID: 

218383709 


Top Depth(m): 

12.2 

Bottom Depth(m): 

17.7 


Stratum Desc: 

SAND. 

Stratum ID: 

218383710 


Top Depth(m): 

17.7 

Bottom Depth(m): 

18.6 


Stratum Desc: 

GRAVEL. 

Stratum ID: 

218383711 


Top Depth(m): 

18.6 

Bottom Depth(m): 

21.0 


Stratum Desc: 

LIMESTONE. 0005800103SEISMIC 
VELOCITY = 4600. BEDROCK. SEISMIC 
VELOCITY = 15000. BEDROC 


137 2 of 2 

SW/128.8 

101.0/6.16 

lot 2 con 1 

ON 

WWIS 

Well ID: 

1503018 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Livestock 


Date Received: 

3/20/1963 

Sec. Water Use: 

Domestic 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

3504 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 
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Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

002 

01 

CON 


DB 


Bore Hole Information 

Bore Hole ID: 10025061 

DP2BR: 61 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 100.826148 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


5 

margin of error: 100 m - 300 m 
p5 

10/19/1962 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 


930995793 


05 

CLAY 


0.00 

40.00 

ft 

930995794 


08 

FINE SAND 


40.00 

58.00 

ft 

930995795 

3 
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Direction/ Elev/Diff Site DB 

Distance (m) (m) 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

11 

GRAVEL 

58.00 

61.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930995796 

4 

15 

LIMESTONE 

61.00 

69.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961503018 

1 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10573631 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930042903 

1 

1 

STEEL 

62.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930042904 

2 

4 

OPEN HOLE 

69.00 

6.00 

ft 
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Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

991503018 

Static Level: 

20.00 

Final Level After Pumping: 

40.00 

Recommended Pump Depth: 

40.00 

Pumping Rate: 

Flowing Rate: 

7.00 

Recommended Pump Rate: 

7.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

2 

Water State After Test: 

CLOUDY 

Pumping Test Method: 

1 

Pumping Duration HR: 

2 

Pumping Duration MIN: 

0 

Flowing: 

N 

Water Details 

Water ID: 

933455850 

Layer: 

1 

Kind Code: 

3 

Kind: 

SULPHUR 

Water Found Depth: 

58.00 

Water Found Depth UOM: 

ft 


138 


1 of 4 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ENE/129.0 91.9/ -2.94 Marathon Drilling Co. Ltd. 

Hwy 417 at Eagleson Rd. 

Ottawa ON 

ON9420345 PO Box No.: 

Country: 

2013 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

237110 

WATER AND SEWER LINE AND RELATED STRUCTURES CONSTRUCTION 


GEN 


—Details— 

Waste Code: 252 

Waste Description: WASTE OILS & LUBRICANTS 


138 2 of 4 

ENE/129.0 

91.9/-2.94 

City of Ottawa 

Eagleson Road southbound at Hwy 417 

Ottawa ON 

Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 

3231-973NEW 

COOLANT N.O.S. 

27 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 

Site Postal Code: 

Eagleson Road southbound at Hwy 417 

Ottawa 

Contaminant Qty: 

MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

15 L 

24-APR-13 

24-APR-13 


Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 

Motor Vehicle 

Incident Cause: 
Incident Event: 

Leak/Break 


Environment Impact: 
Nature of Impact: 

Not Anticipated 

Other Impact(s) 

Incident Reason: 

Equipment Failure 


SAC Action Class: 

Land Spills 

Incident Summary: 

OC Transpo, 15 gal (L?) of coolant from bus 




179 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 











Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


into c/b 

138 3 of 4 

ENE/129.0 91.9/-2.94 

Thomas Cavanagh Construction Limited s 

near 417 at Eagleson Road 



Ottawa ON 


Ref No: 

6474-9G9LWA 

Site Address: 

near 417 at Eagleson Road 

Contaminant Name: 

HYDRAULIC OIL 

Site Cone: 


Contaminant Code: 

15 

Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 

10 L 

Sector Type: 

Other 

MOE Reported Dt: 

2014/02/12 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 


Incident Dt: 

2014/02/12 

Receiving Env: 


Incident Cause: 

Operator/Human error 

Environment Impact: 

Not Anticipated 

Incident Event: 


Nature of Impact: 

Soil Contamination 

Incident Reason: 

Equipment Failure 

SAC Action Class: 

Land Spills 

Incident Summary: 

Thomas Cavanagh Const'n: 5-10 L hydraulic 
oil on roadway 




138 4 of 4 

ENE/129.0 

91.9/-2.94 

Cavanagh Construction <UNOFFICIAL> 

SPL 




Hwy 417 at Eagleson, NWS ramp, March Twp 




Ottawa ON 



Ref No: 

8627-9L9L6Y 


Site Address: 

Hwy 417 at Eagleson, NWS ramp, March Twp 

Contaminant Name: 

DIESEL FUEL 


Site Cone: 



Contaminant Code: 

13 


Site Lot: 



Contaminant Limit 1: 



Site County/District: 



Contam. Limit Freq 1: 



Site Municipality: 

Ottawa 


Contaminant UN No 1: 



Site Postal Code: 



Contaminant Qty: 

5 L 


Sector Type: 

Unknown / N/A 


MOE Reported Dt: 

2014/06/20 


Source Type: 



Health/Env Conseq: 



Receiving Medium: 



Incident Dt: 

2014/06/18 


Receiving Env: 



Incident Cause: 

Unknown / N/A 


Environment Impact: 

Not Anticipated 


Incident Event: 



Nature of Impact: 

Other Impact(s) 


Incident Reason: 

Operator/Human Error 


SAC Action Class: 

Land Spills 


Incident Summary: 

Cavanagh Construction: 5 L diesel/asphalt on 





rd. Cleaned up 






139 1 of 1 

SW/131.7 98.9/4.01 

ON 

BORE 

Borehole ID: 

807474 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone- 

18 

Easting:: 

428255.3 

Northing:: 

5015897.89 

Location Accuracy:: 


Orig. Ground Elev m:: 

: 96.7 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

95.2 

Total Depth m:: 

5.8 

Primary Name:: 

BH 1 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

19-JUN-1990 

Static Water Level:: 

1.3 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

218593040 

Top Depth(m): 

3.5 

Bottom Depth(m): 

5.8 

Stratum Desc: 

Grey Firm Silty Clay Trace: Org M Occasional 
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Sa 

Stratum ID: 

218593038 

Top Depth(m): 

0.2 

Bottom Depth(m): 

0.5 

Stratum Desc: 

Brown Silt - Sand 

Stratum ID: 

218593039 

Top Depth(m): 

0.5 

Bottom Depth(m): 

3.5 

Stratum Desc: 

Grey-Brown Stiff to Very Stiff Weathered Crust 
Silty Clay Occasional: Sa 

Stratum ID: 

218593037 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 

Stratum Desc: 

Topsoil 


140 lofl 

SW/131.9 

97.7/2.85 

ON 

BORE 

Borehole ID: 

801347 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

429446.75 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5017977.52 

97 

94.7 

Total Depth m:: 
Township:: 

Lot:: 

10.4 


Primary Name:: 

Concession:: 

Municipality: 

BH 10 

Completion Date:: 
Primary Water Use:: 

04-MAY-1977 


Static Water Level:: 
Sec. Water Use:: 

2.8 

-Details- 

Stratum ID: 

218567845 


Top Depth(m): 

0.0 

Bottom Depth(m): 

1.4 


Stratum Desc: 

Brown Fill-Misc Silty Clay With: Org M 

Stratum ID: 

218567846 


Top Depth(m): 

1.4 

Bottom Depth(m): 

1.7 


Stratum Desc: 

Topsoil 

Stratum ID: 

218567847 


Top Depth(m): 

1.7 

Bottom Depth(m): 

4.0 


Stratum Desc: 

Grey-Brown Layered Silty Clay & Silty Sand 

Stratum ID: 

218567848 


Top Depth(m): 

4.0 

Bottom Depth(m): 

10.4 


Stratum Desc: 

Grey Firm Silty Clay 


141 lofl 

ENE/132.1 

91.4/ -3.42 

ON 

BORE 

Borehole ID: 

847734 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

430499 

Northing:: 

5018907 

Location Accuracy:: 


Orig. Ground Elev m:: 

93.5 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

91.3 

Total Depth m:: 

11.6 

Primary Name:: 


Township:: 

MARCH 

Concession:: 

CON 4 

Lot:: 

LOT 2 

Municipality: 


Completion Date:: 
Primary Water Use:: 

24-AUG-1971 

Static Water Level:: 
Sec. Water Use:: 

2.7 

-Details- 

Stratum ID: 

6558734 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

SANDY TOPSOIL 

Stratum ID: 

6558735 

Top Depth(m): 

0.3 

Bottom Depth(m): 

0.8 

Stratum Desc: 

SAND COMPACT 
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DB 


Stratum ID: 

6558736 

Top Depth(m): 

0.8 

Bottom Depth(m): 

11.6 

Stratum Desc: 

DESICCATED ZONE MOTTLED GREY- 
BROWN, STIFF TO VERY STIFF. CLAYEY 
SILT TO SILTY CLAY, TRACE OF SAND, 
OCC. ORGANIC MOTTLINGS (SENSITIVE), 
NUMEROUS SAND SEAMS UP TO 4in. 
THICK THROUGHOUT. GREY, FIRM 


142 1 of 1 

WSW/132.8 98.9/4.04 

Hydro Ottawa Limited 
255 Kanata Ave 

Ottawa ON K2T 1K5 

SPL 

Ref No: 

2235-8SMJPA 

Site Address: 

255 Kanata Ave 

Contaminant Name: 

TRANSFORMER OIL (N.O.S.) 

Site Cone: 


Contaminant Code: 

15 

Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 


Sector Type: 

Transformer 

MOE Reported Dt: 

22-MAR-12 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 

Sewage - Municipal/Private and Commercial 

Incident Dt: 

22-MAR-12 

Receiving Env: 


Incident Cause: 

Other Discharges 

Environment Impact: 

Confirmed 

Incident Event: 


Nature of Impact: 

Soil Contamination 

Incident Reason: 

Equipment Failure 

SAC Action Class: 

Land Spills 

Incident Summary: 

Hydro Ottawa, >100L non-PCB transformer oil 
to soil, cntnd 




143 1 of 1 

WSW/133.6 98.8 / 3.92 

NE of Kanata Ave & Maritime Way 

Ottawa (Kanata) ON 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20090910034 

9/21/2009 

Standard Report 

0.25 



144 lofl 

SW/134.7 101.6/6.70 

Ultramar Ltd. 

225 Huntmar Dr 

Ottawa ONK2S1B9 

CA 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

8060-888QC8 

2010 

9/8/2010 

Industrial Sewage Works 

Approved 




Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 
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145 1 of 1 

ENE/134.8 

90.7/ -4.19 

ON 

BORE 

Borehole ID: 

847732 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone- 

18 

Easting:: 

430460 


Northing:: 

5018883 

Location Accuracy:: 



Orig. Ground Elev m: 

: 88.5 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

■ 91.4 

Total Depth m:: 

24.6 


Primary Name:: 


Township:: 

MARCH 


Concession:: 

CON 3 

Lot:: 

LOT 2 


Municipality: 


Completion Date:: 

17-JUN-1971 


Static Water Level:: 

.7 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6558725 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

SANDY TOPSOIL 

Stratum ID: 

6558726 


Top Depth(m): 

0.3 

Bottom Depth(m): 

1.5 


Stratum Desc: 

SAND (OCC. SEAMS OF SILT UP TO 1/8in. 
THICK) Loose 

Stratum ID: 

6558727 


Top Depth(m): 

1.5 

Bottom Depth(m): 

13.1 


Stratum Desc: 

CLAYEY SILT TO SILTY CLAY, TRACE OF 
SAND, OCC. ORGANIC MOTTLINGS 
(SENSITIVE). (NUMEROUS SAND SEAMS, 
AND PARTINGS UP TO 2in. THICK). (GREY), 
FIRM TO STIFF 




Stratum ID: 

6558728 


Top Depth(m): 

13.1 

Bottom Depth(m): 

21.9 


Stratum Desc: 

HET.MIX.OF SILT, SAND, GRAVEL, TRACE 

OF CLAY (GLACIAL TILL). GREY, COMPACT 
TO VERY DENSE. BOULDERY ZONE 


Stratum ID: 

6558729 


Top Depth(m): 

21.9 

Bottom Depth(m): 

24.6 


Stratum Desc: 

GNEISS BEDROCK, GREY 


146 1 of 1 

SW/136.7 

100.9/6.01 lot 2 coni 

KANATA ON 

WWIS 

Well ID: 

7246352 

Data Entry Status: 


Construction Date: 


Data Src: 


Primary Water Use: 

Not Used 

Date Received: 

8/11/2015 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Abandoned-Other 

Abandonment Rec: 

Yes 

Water Type: 


Contractor: 

4875 

Casing Material: 


Form Version: 

7 

Audit No: 

Z190208 

Owner: 


Tag: 


Street Name: 

HUNTNAR & AUTOPARK PVT 

Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

002 

Well Depth: 


Concession: 

01 

Overburden/Bedrock: 


Concession Name: 

CON 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 
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Bore Hole Information 


margin of error: 30 m -100 m 

UTM83 
7/27/2015 

nemams: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


1005690271 

1 

11.80 


1005690272 

1 

0.00 

11.80 


Method of Construction & Well 

Use 

Method Construction ID: 1005690270 

Method Construction Code: 

Method Construction: 

Other Method Construction: 


Pipe ID: 
Casing No: 
Comment: 
Alt Name: 


1005690262 

0 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 
Depth From: 

Depth To: 

Casing Diameter: 
Casing Diameter UOM: 
Casing Depth UOM: 


1005690267 

1 

1 

STEEL 

0.00 


Construction Record - Screen 
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Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

1005690268 

Screen Depth UOM: 

m 

Screen Diameter UOM: 

Screen Diameter: 

cm 

Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

1005690263 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 

8.10 

Levels UOM: 


Rate UOM: 

LPM 

Water State After Test Code: 
Water State After Test: 

0 

Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

0 

Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

1005690266 

Water Found Depth UOM: 

m 

Hole Diameter 

Hole ID: 

1005690265 

Diameter: 

15.88 

Depth From: 

0.00 

Depth To: 

11.80 

Hole Depth UOM: 

m 

Hole Diameter UOM: 

cm 
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SSW/137.5 101.9/7.01 Iber & Hazeldean 

Stittsville ON 


Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 


Stittsville 

Iber & Hazeldean 
ON 

20150608078 

11-SEP-15 
Custom Report 
.25 
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Map Key Number of 

Records 

Direction/ 
Distance (m) 

Elev/Diff 

(m) 

Site 

DB 
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E/138.2 

91.6/-3.30 

ON 

BORE 

Borehole ID: 

610685 



Type: 

Borehole 

Use: 




Status:: 


Drill Method:: 




UTM Zone- 

18 

Easting:: 

430301 



Northing:: 

5018702 

Location Accuracy:: 




Orig. Ground Elev m:: 

: 94.5 

Elev. Reliability Note:: 




DEM Ground Elev m:: 

93.4 

Total Depth m:: 

-999 



Primary Name:: 


Township:: 




Concession:: 


Lot- 




Municipality: 


Completion Date:: 




Static Water Level:: 

1.5 

Primary Water Use:: 




Sec. Water Use:: 


-Details- 






Stratum ID: 

218386181 



Top Depth(m): 

0.0 

Bottom Depth(m): 

1.8 



Stratum Desc: 

SOIL. 

Stratum ID: 

218386182 



Top Depth(m): 

1.8 

Bottom Depth(m): 




Stratum Desc: 

BEDROCK. WATER STABLE AT 305.0 


FEET.E. GREY. 000580008000070ED. 
BEDROCK,DOLOMITE FINE. 
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ENE/138.7 90.9/-3.99 


ON 


Borehole ID: 

847736 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

430409 

Northing:: 

5018851 

Location Accuracy:: 


Orig. Ground Elev m:: 

94.5 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

92.8 

Total Depth m:: 

13 

Primary Name:: 


Township:: 

MARCH 

Concession:: 

CON 3 

Lot- 

LOT 2 

Municipality: 


Completion Date:: 

26-AUG-1971 

Static Water Level:: 

3 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

6558740 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

SANDY TOPSOIL 

Stratum ID: 

6558741 

Top Depth(m): 

0.3 

Bottom Depth(m): 

1.1 

Stratum Desc: 

SAND, BROWN, COMPACT 

Stratum ID: 

6558742 

Top Depth(m): 

1.1 

Bottom Depth(m): 

13.0 

Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY- 


BROWN, VERY STIFF TO STIFF. CLAYEY 
SILT TO SILTY CLAY, TRACE OF SAND, 
OCC. ORGANIC MOTTLINGS (SENSITIVE), 
NUMEROUS SAND SEAMS AND LAYERS UP 
TO 6in. THICK THROUGHOUT. GREY, FIRM 
TO STIFF 


150 1of2 SW/138.9 101.8/6.95 170 McGibbon Drive 

Ottawa (formerly Kanata) ON K2L 4H5 

Postal Code: 

City: 

Address2: 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20031001001 

10/7/03 

Complete Report 

0.30 
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SW/138.9 101.8/6.95 

170 McGibbon Drive 




Ottawa ON 

EHS 

Postal Code: 




City: 




Address2: 




Addressl: 




Provstate: 




Order No.: 

20060908038 



Addit. Info Ordered:: 




Report Date: 

9/19/2006 



Report Type: 

Complete Report 



Search Radius (km): 

0.25 
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SSW/140.6 99.9/5.01 

Riotrin Properties (Hazeldean) Inc. E C A 



Ottawa ON M8V 3Y3 


Approval No: 

1637-97GH8Q 

SWP Area Name: 

Mississippi Valley 

Status: 

Approved 

MOE District: 

Ottawa 

Date: 

2013-05-10 

City: 


Record Type: 

ECA 

Latitude: 

45.289300000000004 

Link Source: 

IDS 

Longitude: 

-75.91080000000001 

Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/6827-956PV3-14.pdf 
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SSW/140.6 99.9/5.01 

City of Ottawa 

ECA 



Ottawa ON K2G 6J8 


Approval No: 

4843-86MKPD 

SWP Area Name: 

Mississippi Valley 

Status: 

Approved 

MOE District: 

Ottawa 

Date: 

2010-06-23 

City: 


Record Type: 

ECA 

Latitude: 

45.289300000000004 

Link Source: 

IDS 

Longitude: 

-75.91080000000001 

Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/6021-857TTE-14.pdf 
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SSW/140.6 99.9/5.01 

Riotrin Properties (Hazeldean) Inc. ECA 



Ottawa ON K2P 0R6 


Approval No: 

2213-7YETBS 

SWP Area Name: 

Mississippi Valley 

Status: 

Revoked and/or Replaced 

MOE District: 

Ottawa 

Date: 

2010-01-04 

City: 


Record Type: 

ECA 

Latitude: 

45.289300000000004 

Link Source: 

IDS 

Longitude: 

-75.91080000000001 

erisinfo.com Environmental Risk Information Services 


Order No: 20180221105 











Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Project Type: 
Approval Type: 

Full Address: 

Full PDF Link: 


Municipal and Private Sewage Works 

ECA-Municipal and Private Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/7978-7XRR33-14.pdf 
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SSW/140.6 99.9/5.01 

City of Ottawa 

Hazeldean Road & Carp Road 

Ottawa ON KIP 1J1 

ECA 

Approval No: 

Status: 

Date: 

Record Type: 

Link Source: 

Project Type: 
Approval Type: 

Full Address: 

Full PDF Link: 

9286-6FHR34 

Approved 

2005-09-19 

ECA 

IDS 

Municipal Drinking Water Systems 
ECA-Municipal Drinking Water Systems 

SWP Area Name: Mississippi Valley 

MOE District: Ottawa 

City: 

Latitude: 45.289300000000004 

Longitude: -75.91080000000001 
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SSW/140.6 99.9/5.01 

Riotrin Properties (Hazeldean) Inc. 

ECA 



Ottawa ON K2P 0R6 



Approval No: 

4886-7YTL68 

SWP Area Name: 

Mississippi Valley 


Status: 

Approved 

MOE District: 

Ottawa 


Date: 

2009-12-18 

City: 



Record Type: 

ECA 

Latitude: 

45.289300000000004 


Link Source: 

IDS 

Longitude: 

-75.91080000000001 


Project Type: 

Municipal and Private Sewage Works 




Approval Type: 

ECA-Municipal and Private Sewage Works 



Full Address: 





Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/7402-7XRR7M-14.pdf 
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SSW/140.6 99.9/5.01 

City of Ottawa 

Hazeldean Road & Carp Road 

ECA 



Ottawa ON KIP 1J1 



Approval No: 

6863-6FHQVH 

SWP Area Name: 

Mississippi Valley 


Status: 

Approved 

MOE District: 

Ottawa 


Date: 

2005-09-19 

City: 



Record Type: 

ECA 

Latitude: 

45.289300000000004 


Link Source: 

IDS 

Longitude: 

-75.91080000000001 


Project Type: 

Municipal and Private Sewage Works 




Approval Type: 

ECA-Municipal and Private Sewage Works 



Full Address: 





Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/4667-6FAKJN-14.pdf 
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SSW/140.6 99.9/5.01 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 


2627-7JDHDQ 

Revoked and/or Replaced 

2008-12-15 

ECA 

IDS 


Riotrin Properties (Hazeldean) Inc. 

Parts 1, 4, 5 and 7, 4R-19015 and part of Part 1, 
4R-15667, Former Geographic Township of 
Goulbourn, West of Carp River, North of 
Hazeldean Road 
Ottawa ON K2P 0R6 


SWP Area Name: 
MOE District: 
City: 

Latitude: 

Longitude: 


Mississippi Valley 
Ottawa 

45.289300000000004 

-75.91080000000001 


ECA 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Project Type: 


Municipal and Private Sewage Works 



Approval Type: 


ECA-Municipal and Private Sewage Works 


Full Address: 





Full PDF Link: 


https://www.accessenvironment.ene.gov.on.ca/instruments/3996-7E5S4B-14.pdf 
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SSW/140.6 99.9/5.01 

Riotrin Properties (Hazeldean) Inc. 

ECA 




Ottawa ON K2P 0R6 


Approval No: 

7506-89HQRE 

SWP Area Name: Mississippi Valley 


Status: 

Revoked and/or Replaced 

MOE District: Ottawa 


Date: 

2011-03-31 

City: 


Record Type: 

ECA 


Latitude: 45.289300000000004 


Link Source: 

Project Type: 

IDS 

Municipal and Private Sewage Works 

Longitude: -75.91080000000001 


Approval Type: 


ECA-Municipal and Private Sewage Works 


Full Address: 





Full PDF Link: 


https://www.accessenvironment.ene.gov.on.ca/instruments/3655-86APWB-14.pdf 
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SW/140.9 101.6/6.70 

Ultramar Ltd. 

225 Huntmar Dr 

Ottawa ON H3A 3L3 

ECA 

Approval No: 

8060-888QC8 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2010-09-08 

City: 


Record Type: 

ECA 


Latitude: 


Link Source: 

Project Type: 

IDS 

Industrial Sewage Works 

Longitude: 


Approval Type: 

Full Address: 


ECA-Industrial Sewage Works 



Full PDF Link: 


https://www.accessenvironment.ene.gov.on.ca/instruments/2398-86RHWX-14.pdf 
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SW/140.9 101.6/6.70 

CST CANADA CO 

225 HUNTMAR DR 

OTTAWA ON K2S 1B9 

FST 

Instance No: 


64499870 



Cont Name: 

Instance Type: 


FS Liquid Fuel Tank 



Fuel Type: 


Gasoline 



Status: 


Active 



Capacity: 


50000 



Tank Material: 


Fiberglass (FRP) 



Corrosion Protection: 


NULL 



Tank Type: 


Double Wall UST 



Install Year: 


2010 



Parent Facility Type: 


FS Gasoline Station - Self Serve 



Facility Type: 


FS Liquid Fuel Tank 
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SW/140.9 101.6/6.70 

CST CANADA CO 

225 HUNTMAR DR 

OTTAWA ON K2S 1B9 

FST 

Instance No: 


64499871 



Cont Name: 

Instance Type: 


FS Liquid Fuel Tank 



Fuel Type: 


Gasoline 



Status: 


Active 
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Map Key Number of 

Records 

Direction/ Elev/Diff 

Distance (m) (m) 

Site 

DB 

Capacity: 

Tank Material: 

Corrosion Protection: 

Tank Type: 

Install Year: 

Parent Facility Type: 

Facility Type: 

50000 

Fiberglass (FRP) 

NULL 

Double Wall UST 

2010 

FS Gasoline Station - Self Serve 

FS Liquid Fuel Tank 




152 
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SW/140.9 

101.6/6.70 

CST CANADA CO 

225 HUNTMAR DR 

OTTAWA ON K2S 1B9 

FST 

Instance No: 

Cont Name: 

Instance Type: 

Fuel Type: 

Status: 

Capacity: 

Tank Material: 

Corrosion Protection: 

Tank Type: 

Install Year: 

Parent Facility Type: 

Facility Type: 

64499872 

FS Liquid Fuel Tank 

Gasoline 

Active 

35000 

Fiberglass (FRP) 

NULL 

Double Wall UST 

2010 

FS Gasoline Station - Self Serve 

FS Liquid Fuel Tank 



152 

5 of 5 

SW/140.9 

101.6/6.70 

CST CANADA CO 

225 HUNTMAR DR 

OTTAWA ON K2S 1B9 

FST 

Instance No: 

Cont Name: 

Instance Type: 

Fuel Type: 

Status: 

Capacity: 

Tank Material: 

Corrosion Protection: 

Tank Type: 

Install Year: 

Parent Facility Type: 

Facility Type: 

64499873 

FS Liquid Fuel Tank 

Diesel 

Active 

25000 

Fiberglass (FRP) 

NULL 

Double Wall UST 

2010 

FS Gasoline Station - Self Serve 

FS Liquid Fuel Tank 
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SW/141.0 

94.9/0.01 

ON 

BORE 

Borehole ID: 

609698 


Type: 

Borehole 

Use: 



Status:: 


Drill Method:: 



UTM Zone:: 

18 

Easting:: 

429791 


Northing:: 

5018221 

Location Accuracy:: 



Orig. Ground Elev m:: 

111 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

94.7 

Total Depth m:: 

68.6 


Primary Name:: 


Township:: 



Concession:: 


Lot:: 



Municipality: 


Completion Date:: 

MAR-1968 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


—Details— 

Stratum ID: 

218383861 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.9 


Stratum Desc: 

SOIL,SAND. 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Stratum ID: 218383862 

Bottom Depth(m): 3.0 


Top Depth(m): 0.9 

Stratum Desc: SOIL,SAND,BOULDERS. 


Stratum ID: 218383863 

Bottom Depth(m): 44.2 


Top Depth(m): 3.0 

Stratum Desc: SANDSTONE. GREY. 


Stratum ID: 218383864 

Bottom Depth(m): 59.1 


Top Depth(m): 44.2 

Stratum Desc: SANDSTONE. WHITE. 


Stratum ID: 218383865 

Bottom Depth(m): 68.6 


Top Depth(m): 59.1 

Stratum Desc: SHALE,LIMESTONE, QUARTZITE. 

0008000140GRANITE. 00100VELOCITY = 
17000. 0001802203600 
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SSW/141.2 

99.9/5.01 

lot 28 con 12 





ON 


Well ID: 

1532935 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Irrigation 


Date Received: 

7/12/2002 

Sec. Water Use: 



Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

1119 

Casing Material: 



Form Version: 

1 

Audit No: 

237796 


Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

GOULBOURN TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

028 

Well Depth: 



Concession: 

12 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 



UTM Reliability: 


Clear/Cloudy: 





Bore Hole Information 





Bore Hole ID: 

10529682 


Spatial Status: 


DP2BR: 

0 


Cluster Kind: 


Code OB: 

h 


UTMRC: 

9 

Code OB Desc: 

Mixed in a Layer 


UTMRC Desc: 

unknown UTM 

Open Hole: 



Location Method: 

lot 

Elevation: 

98.893684 


Org CS: 


Elevrc: 



Date Completed: 

5/31/2002 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 932879693 

Layer: 1 

Color: 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

05 

CLAY 

26 

ROCK 

01 

FILL 

0.00 

5.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

932879694 

2 

28 

SAND 

5.00 

26.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

932879695 

3 

2 

GREY 

15 

LIMESTONE 

26.00 

277.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

932879696 

4 

4 

GREEN 

15 

LIMESTONE 

277.00 

327.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

932879697 

5 

7 

RED 

15 

LIMESTONE 

327.00 

356.00 

ft 
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Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932879698 

6 

2 

GREY 

15 

LIMESTONE 

356.00 

402.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933230027 

1 

2.00 

30.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961532935 

5 

Air Percussion 


Pine Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11078252 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930095867 

1 

4 

OPEN HOLE 

8.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930095868 

2 

1 

STEEL 

6.00 

inch 

ft 

Casing ID: 

930095869 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

3 

4 

OPEN HOLE 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991532935 

18.00 

360.00 

360.00 

2.00 

2.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934118505 

Recovery 

15 

342.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934402119 

Recovery 

30 

324.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934662639 

Recovery 

45 

306.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934919523 

Recovery 

60 

288.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

934022235 

1 

5 

Not stated 

307.00 

ft 
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DB 
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SW/142.9 

98.9/4.01 

ON 

BORE 

Borehole ID: 

807484 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

428200.69 


Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5015978.9 

96.6 

95.5 

Total Depth m:: 
Township:: 

Lot- 

5.8 


Primary Name:: 

Concession:: 

Municipality: 

BH 5 

Completion Date:: 
Primary Water Use:: 

19-JUN-1990 


Static Water Level:: 
Sec. Water Use:: 

1.3 

-Details- 

Stratum ID: 

218593075 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 


Stratum Desc: 

Topsoil 

Stratum ID: 

218593076 


Top Depth(m): 

0.2 

Bottom Depth(m): 

1.0 


Stratum Desc: 

Brown Silt - Sand 

Stratum ID: 

218593077 


Top Depth(m): 

1.0 

Bottom Depth(m): 

3.0 


Stratum Desc: 

Grey-Brown Stiff to Very Stiff Weathered Crust 
Silty Clay Occasional: Sa 

Stratum ID: 

218593078 


Top Depth(m): 

3.0 

Bottom Depth(m): 

5.8 


Stratum Desc: 

Grey Firm Silty Clay Trace: Org M Occasional: 
Sa 
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ENE/143.0 

91.8/-3.08 

ON 

BORE 

Borehole ID: 

848664 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

430575 


Northing:: 

5018935 

Location Accuracy:: 



Orig. Ground Elev m:: 

93.3 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

96.8 

Total Depth m:: 

47.9 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 


Lot- 

ROAD 


Municipality: 


Completion Date:: 

02-JUN-1971 


Static Water Level:: 

.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6561812 


Top Depth(m): 

0.0 

Bottom Depth(m): 

2.0 


Stratum Desc: 

CLAYEY SILT WITH SAND PARTINGS AND 
LAYERS STIFF 

Stratum ID: 

6561813 


Top Depth(m): 

2.0 

Bottom Depth(m): 

45.4 


Stratum Desc: 

SILTY CLAY TRACE OF SAND ORGANIC 
MOTTLINGS SENSITIVE NUMEROUS 
SEAMS OF SILTY SAND UP TO 2 INCHES 
THICK THROUGHOUT GREY BROWN TO 
GREY SOFT TO VERY STIFF 

Stratum ID: 

6561814 


Top Depth(m): 

45.4 

Bottom Depth(m): 

47.9 


Stratum Desc: 

GLAC TILL VERY DENSE 
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157 1 of 8 

SW/143.7 

99.2/4.31 

1000 Palladium Drive 

Kanata ON K2V 1A4 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20061013023 

Aerials Photos 
10/23/2006 

Complete Report 

0.5 




157 2 of 8 

SW/143.7 

99.2/4.31 

Corel Center 

1000 Paladium Drive Box 107 

Kanata ON K2V 1A5 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON4500695 

02,03,04 


PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

113 

ACID WASTE - OTHER METALS 



Waste Code: 

Waste Description: 

121 

ALKALINE WASTES 

- HEAVY METALS 


157 3 of 8 

SW/143.7 

99.2/4.31 

Capital Sports Properties Inc. 

1000 Palladium Drive Scotiabank Place 

Kanata ON K2V 1A5 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8322046 PO Box No.: 

Country: 

07,08 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

711319 

Sports Stadiums and Other Presenters with Facilities 


-Details- 
Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 



157 4 of 8 

SW/143.7 

99.2/4.31 

Capital Sports Properties Inc. 

1000 Palladium Drive Scotiabank Place 

Kanata ON 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

ON8322046 

2009 

711319 


PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 
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SIC Description: 

Sports Stadiums and Other Presenters with Facilities 

-Details- 
Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

157 5of8 

SW/143.7 99.2/4.31 Capital Sports Properties Inc. 

1000 Palladium Drive Scotiabank Place 

Kanata ON 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8322046 PO Box No.: 

Country: 

2010 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

711319 

Sports Stadiums and Other Presenters with Facilities 

-Details- 
Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

157 6 of 8 

SW/143.7 99.2/4.31 Capital Sports Properties Inc. 

1000 Palladium Drive Scotiabank Place 

Kanata ON 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8322046 PO Box No.: 

Country: 

2011 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

711319 

Sports Stadiums and Other Presenters with Facilities 

-Details- 
Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

157 7of8 

SW/143.7 99.2/4.31 Palladium Enterprises Entertainment 

L td. <UNOFFICIA L> * 

1000 Palladium Drive 1000 PALLADIUM 

DRIVE<UNOFFICIAL> 

Ottawa ON 

Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 

MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 

Incident Reason: 
Incident Summary: 

2257-6UBQXT Site Address: 1000 PALLADIUM DRIVE 

GLYCOL/WATER SOLUTION Site Cone: 

24 Site Lot: 

Site County/District: 

Site Municipality: Ottawa 

Site Postal Code: 

50 L Sector Type: Other 

10/6/2006 Source Type: 

Receiving Medium: Land 

2/28/2006 Receiving Env: 

Environment Impact: Not Anticipated 

Nature of Impact: Soil Contamination 

SAC Action Class: 

ScotiaBank Place Arena: glycol leaking under 
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foundation. 

157 8 of 8 

SW/143.7 99.2/4.31 

1000 Palladium Dr 
Ottawa ON K2V 1A5 


SPL 

Ref No: 

7384-8LRMSW 

Site Address: 

1000 Palladium Dr 


Contaminant Name: 

AMMONIA (N.O.S.) 

Site Cone: 



Contaminant Code: 

28 

Site Lot: 



Contaminant Limit 1: 


Site County/District: 



Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 


Contaminant UN No 1: 


Site Postal Code: 



Contaminant Qty: 

0 other - see incident description 

Sector Type: 

Marine Terminal 


MOE Reported Dt: 

9/16/2011 

Source Type: 



Health/Env Conseq: 


Receiving Medium: 



Incident Dt: 

9/15/2011 

Receiving Env: 



Incident Cause: 

Discharge or Emission to Air 

Environment Impact: 

Not Anticipated 


Incident Event: 


Nature of Impact: 

Air Pollution 


Incident Reason: 

Spill 

SAC Action Class: 

Air Spills - Gases and Vapours 


Incident Summary: 

Scotiabank: ammonia leak, isolated 




158 lot 2 

ENE/144.0 98.5/3.62 

TILLSON, T.W. 


AMIS 



NEPEAN ON 



Site Access Code: 

11 

Start Year: 



AMIS Distr Code: 

SE 

End Year: 



Abandoned Mine ID: 

07080 

Prog Rehab Plan: 

UNK 


Old MDI ID: 

SO0375 

Evid of Site Contam: 

UNK 


New MDI ID: 

MDI31G05SW00002 

Evid of Sulphide: 

UNK 


Official Nm: 

TILLSON, T.W. 

Evid Animals Pres: 

UNK 


Mine Status: 

ABANDONED 

Revegetation: 

UNK 


Mine Plan/Section: 

UNK 

Veg Condition: 



Site Class: 


Veg Descr: 



Clos Reason Code: 

4 

Chemical Doc: 

UNK 


Closure Plan: 

UNK 

Jurisdiction: 

A.R.A. 


Prim Commod Code: 

STSA 

Lot No: 

6 


Prim Commod: 

SANDSTONE 

Concession: 

2 


Operat Access: 

N/A 

Zone: 

18 


Date Entered: 


Northing: 

5019911 


Date Last Modified: 


Easting: 

432530 


Effective Date: 

2003-01-27.15:37:01 

Clos Reason: 

UNKNOWN 


District Desc: 

Animal Desc: 

TWEED 




Status Type Code: 

AB 




Mine Features Desc: 

QUARRY 





PAST PRODUCER; QUARRY USED FOR MUSEUM.; LOCATED AT 2.3KM E. OF W-TOWNSHIP BOUNDARY 
ALONG ROAD THROUGH GRAHAM BAY ON MAP OGS 1976, P 1507 PEMBROKE AND PART OF THE 
OTTAWA SHEETS.; DESIGNATED TWP.; LICENCED UNDER THE AGGREGATE RESOURCES ACT.; 
COMMODITY: SAN 
TILLSON, T.W. 


Date Entered: 

Dat Last Modified: 

Mine Hazard Status Code: 
Mine Feature Class Code: 
Feature Class: 

Feature Type: 

Hazard Status: 
Description: 


FEATURE TO SURFACE 

QUARRY 

NOT AVAILABLE 
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DB 


158 


2 of 2 


ENE/144.0 98.5/3.62 TILLSON, T.W. 


ON 


MDI Num: 

OGFID: 

Mining Division: 
Zone: 

Access Description: 
Deposit Status: 


MDI31G05SW00002 Geological District: 

205258485 Easting: 

SOUTHERN ONTARIO Northing: 

18 Claim Map: 

2.3 km E of the West Township Boundary along road through Graham Bay. 
PAST PRODUCING MINE WITHOUT RESERVES 


SOUTHEASTERN ONTARIO 

432530.223 

5019910.921 

T-2383 


MNR 


-Details- 

Year: 

Deposit Charactr: 
Commodity: 


SANDSTONE (BUILDING STONES) 


Twp/Area: 

Con/Lot/Sec: 


NEPEAN 
LOT: 6 Con: 2 


159 1 of 1 

SSW/144.0 

93.9/-0.99 

Innvest Hotels GP Ltd. 




222 Hearst Way, Kanata 




Ottawa ON L4W 4T9 

Approval No: 

5907-5HSUS9 


SWP Area Name: Mississippi Valley 

Status: 

Approved 


MOE District: Ottawa 

Date: 

2003-01-18 


City: 

Record Type: 

ECA 


Latitude: 45.315357 

Link Source: 

IDS 


Longitude: -75.89332 

Project Type: 

Air 



Approval Type: 

ECA-Air 



Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/4045-5FCLEF-14.pdf 


ENE/144.6 90.9/-3.97 


ON 


Borehole ID: 610697 

Use: 

Drill Method:: 

Easting:: 430451 

Location Accuracy:: 

Elev. Reliability Note:: 

Total Depth m:: 24.4 

Township:: 

Lot:: 

Completion Date:: FEB-1961 

Primary Water Use:: 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5018867 

Orig. Ground Elev m:: 94.5 

DEM Ground Elev m:: 91 

Primary Name:: 

Concession:: 

Municipality: 

Static Water Level:: -999.9 

Sec. Water Use:: 


-Details- 

StratumlD: 218386218 

Bottom Depth(m): 6.1 


Top Depth(m): 0.0 

Stratum Desc: CLAY. 


Stratum ID: 218386219 

Bottom Depth(m): 6.7 


Top Depth(m): 6.1 

Stratum Desc: GRAVEL. 


Stratum ID: 218386220 

Bottom Depth(m): 24.4 


Top Depth(m): 6.7 

Stratum Desc: LIMESTONE. GREY. 

00080BROWN,COMPACT. SAND,SILT-FINE 
TO MEDIUM. GREY,COMPACT. SAND,SILT- 
FINE. 
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160 2 of 2 

ENE/144.6 

90.9/-3.97 

lot 2 con 3 





ON 


Well ID: 

1503333 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Domestic 


Date Received: 

5/25/1961 

Sec. Water Use: 

0 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

3601 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

002 

Well Depth: 



Concession: 

03 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 



UTM Reliability: 


Clear/Cloudy: 





Bore Hole Information 





Bore Hole ID: 

10025376 


Spatial Status: 


DP2BR: 

22 


Cluster Kind: 


Code OB: 

r 


UTMRC: 

5 

Code OB Desc: 

Bedrock 


UTMRC Desc: 

margin of error: 100 m - 

Open Hole: 



Location Method: 

p5 

Elevation: 

90.948974 


Org CS: 


Elevrc: 



Date Completed: 

2/14/1961 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


DB 


WWIS 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 



05 

CLAY 


0.00 

20.00 

ft 



11 

GRAVEL 
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Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

20.00 

22.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930996600 

3 

2 

GREY 

15 

LIMESTONE 

22.00 

80.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961503333 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10573946 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930043504 

1 

1 

STEEL 

22.00 

4.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930043505 

2 

4 

OPEN HOLE 

80.00 

4.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

991503333 
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Pump Set At: 

Static Level: 

30.00 

Final Level After Pumping: 

30.00 

Recommended Pump Depth: 

75.00 

Pumping Rate: 

4.00 

Flowing Rate: 

Recommended Pump Rate: 

4.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

1 

Water State After Test: 

CLEAR 

Pumping Test Method: 

1 

Pumping Duration HR: 

1 

Pumping Duration MIN: 

0 

Flowing: 

N 

Water Details 

Water ID: 

933456227 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

80.00 

Water Found Depth UOM: 

ft 


161 


1 of 1 


SW/144.9 98.2 / 3.31 


ON 


BORE 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


801351 

Geotechnical/Geological Investigation 

Hollow stem auger 

429344.54 


8.4 


05-MAY-1977 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5017896.93 

Orig. Ground Elev m:: 97.4 

DEM Ground Elev m:: 95.8 

Primary Name:: BH 11 

Concession:: 

Municipality: 

Static Water Level:: 2.2 

Sec. Water Use:: 


—Details— 

Stratum ID: 218567857 

Bottom Depth(m): 1.4 


Top Depth(m): 0.0 

Stratum Desc: Brown Fill-Misc Silty Clay With: Org M 


Stratum ID: 218567858 

Bottom Depth(m): 1.7 


Top Depth(m): 1.4 

Stratum Desc: Topsoil 


Stratum ID: 218567859 

Bottom Depth(m): 3.0 


Top Depth(m): 1.7 

Stratum Desc: Grey-Brown Stiff Silty Clay 


Stratum ID: 218567860 

Bottom Depth(m): 8.4 


Top Depth(m): 3.0 

Stratum Desc: Grey Firm Silty Clay 


162 1 of 5 


SW/146.0 

99.2/4.31 

Capital Sports Properties Inc. 

1000 Palladium Drive Scotiabank Place 
Kanata ON K2V 1A5 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

ON8322046 

2016 

No 

No 


PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

Canada 
CO_OFFICIAL 
GUS Capourdelis 
613-599-0122 Ext. 
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SIC Code: 711319 

SIC Description: SPORTS STADIUMS AND OTHER PRESENTERS WITH FACILITIES 


-Details- 

Waste Code: 251 

Waste Description: OIL SKIMMINGS & SLUDGES 


Waste Code: 212 

Waste Description: ALIPHATIC SOLVENTS 


162 2 of 5 

SW/146.0 

99.2/4.31 

Cirque du Soleil, Inc. 
1000 Palladium Drive 
Ottawa ON K2V 1A5 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON3309883 

2014 

No 

No 

711190 

711190 


PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

Canada 

CO_OFFICIAL 

Sylvie Parc 

514-723-7646 Ext.8175 

-Details- 
Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 




162 3 of 5 

SW/146.0 

99.2/4.31 

Capital Sports Properties Inc. 

1000 Palladium Drive Scotiabank Place 
Kanata ON K2V 1A5 

Generator No.: 

ON8322046 


PO Box No.: 

Status: 

Registered 


Country: Canada 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

As of Dec 2017 


Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details— 

Waste Code: 212 B 

Waste Description: Aliphatic solvents and residues 


Waste Code: 251 L 

Waste Description: Waste oils/sludges (petroleum based) 


162 4 of 5 

SW/146.0 

99.2/4.31 

Cirque du Soleil, Inc. 

GEN 




1000 Palladium Drive 

Ottawa ON 


Generator No.: 

ON3309883 


PO Box No.: 


Status: 



Country: 


Approval Years: 

2013 


Choice of Contact: 


Contam. Facility: 



Co Admin: 


MHSW Facility: 

SIC Code: 

SIC Description: 

711190 


Phone No. Admin: 
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—Details— 

Waste Code: 

252 

Waste Description: 

WASTE OILS & LUBRICANTS 


162 5 of 5 

SW/146.0 

99.2/4.31 

1000 Palladium Drive 
Ottawa ON 

SPL 

Ref No: 

7284-AJCKNL 


Site Address: 

1000 Palladium Drive 

Contaminant Name: 

DIESEL FUEL 


Site Cone: 


Contaminant Code: 

13 


Site Lot: 


Contaminant Limit 1: 



Site County/District: 


Contam. Limit Freq 1: 



Site Municipality: 

Ottawa 

Contaminant UN No 1: 



Site Postal Code: 


Contaminant Qty: 

5 L 


Sector Type: 

Miscellaneous Industrial 

MOE Reported Dt: 

2/7/2017 


Source Type: 


Health/Env Conseq: 



Receiving Medium: 


Incident Dt: 

2/7/2017 


Receiving Env: 

Land 

Incident Cause: 



Environment Impact: 


Incident Event: 

Leak/Break 


Nature of Impact: 


Incident Reason: 

Equipment Failure 


SAC Action Class: 

Watercourse Spills 

Incident Summary: 

OC Transpo: 5 L diesel fuel to asphalt/drain; 




contd & clng 





163 1 of 1 

SSW/146.0 

98.9/4.01 

lot 28 con 12 





ON 


Well ID: 

1502984 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Domestic 


Date Received: 

6/27/1960 

Sec. Water Use: 

0 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

4824 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

GOULBOURN TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

028 

Well Depth: 



Concession: 

12 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 



UTM Reliability: 


Clear/Cloudy: 





Bore Hole Information 





Bore Hole ID: 

10025027 


Spatial Status: 


DP2BR: 

35 


Cluster Kind: 


Code OB: 

r 


UTMRC: 

5 

Code OB Desc: 

Bedrock 


UTMRC Desc: 

margin of error: 100 m - 300 

Open Hole: 



Location Method: 

p5 

Elevation: 

96.998123 


Org CS: 


Elevrc: 



Date Completed: 

6/14/1960 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 


WWIS 
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Source Revision Comment: 
Supplier Comment: 



Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930995720 

1 

3 

BLUE 

05 

CLAY 

0.00 

35.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930995721 

2 

2 

GREY 

15 

LIMESTONE 

35.00 

125.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961502984 

1 

Cable Tool 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10573597 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930042835 

1 

1 

STEEL 

35.00 

5.00 

inch 

ft 

Casing ID: 

930042836 
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Layer: 

2 

Material: 

4 

Open Hole or Material: 

Depth From: 

OPEN HOLE 

Depth To: 

125.00 

Casing Diameter: 

5.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Results of Well Yield Testino 

Pump Test ID: 

Pump Set At: 

991502984 

Static Level: 

10.00 

Final Level After Pumping: 

30.00 

Recommended Pump Depth: 

30.00 

Pumping Rate: 

Flowing Rate: 

6.00 

Recommended Pump Rate: 

6.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

1 

Water State After Test: 

CLEAR 

Pumping Test Method: 

1 

Pumping Duration HR: 

0 

Pumping Duration MIN: 

30 

Flowing: 

N 

Water Details 

Water ID: 

933455808 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

125.00 

Water Found Depth UOM: 

ft 
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SW/146.0 

97.2/2.29 

City of Ottawa 





70 Aird PI Kanata Leisure Centre 




Ottawa ON KIP 1J1 


Approval No: 

8094-8F2JH2 


SWP Area Name: 

Mississippi Valley 

Status: 

Approved 


MOE District: 

Ottawa 

Date: 

2011-03-31 


City: 


Record Type: 

ECA 


Latitude: 

45.3115199999991 

Link Source: 

IDS 


Longitude: 

-75.899345 

Project Type: 

Air 




Approval Type: 

ECA-Air 




Full Address: 





Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/1086-8A6UDW-14.pdf 


165 


1 of 1 


ENE/146.2 95.9/1.04 


ON 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 


800405 

Geotechnical/Geological Investigation 

Hollow stem auger 

430929.48 


1.5 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5019068.31 

Orig. Ground Elev m:: 94.2 

DEM Ground Elev m:: 94.3 

Primary Name:: AH.8 

Concession:: 


206 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Lot- 

Completion Date:: 

09-DEC-1994 

Municipality: 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 

Stratum ID: 

218564889 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

Topsoil 

Stratum ID: 

218564890 

Top Depth(m): 

0.3 

Bottom Depth(m): 

1.5 

Stratum Desc: 

Grey-Brown Silty Clay With: Si W F Sa 


166 1 of 1 

SW/147.0 

101.6/6.70 

225 Huntmar Dr 
Ottawa ON K2S1B9 


EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

K2S1B9 

Ottawa 

225 Huntmar Dr 

ON 

20150928014 

Title Searches; Topographic Maps; City Directory 

02-OCT-15 

Custom Report 
.25 



167 1 of 1 

SW/150.4 

98.9/4.01 

ON 


BORE 

Borehole ID: 

Use: 

Drill Method:: 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot- 

Completion Date:: 
Primary Water Use:: 

807175 

Geotechnical/Geological Investigation 

Hollow stem auger 

428160.32 

9.1 

27-APR-1989 

Type: 

Status:: 

UTM Zone:: 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

Static Water Level:: 
Sec. Water Use- 

Borehole 

18 

5017166.04 

-999.9 

96.3 

AH 2 

-999.9 


-Details- 
Stratum ID: 

Bottom Depth(m): 

218591889 

2.7 


Top Depth(m): 

Stratum Desc: 

0.8 

Grey-Brown Silty Clay 


Stratum ID: 

Bottom Depth(m): 

218591890 

9.1 


Top Depth(m): 

Stratum Desc: 

2.7 

Grey Silty Clay 


Stratum ID: 

Bottom Depth(m): 

218591887 

0.6 


Top Depth(m): 

Stratum Desc: 

0.0 

Brown Sand - Gravel 


Stratum ID: 

Bottom Depth(m): 

218591888 

0.8 


Top Depth(m): 

Stratum Desc: 

0.6 

Topsoil 



168 1 of 14 SSW/150.7 94.9 / 0.01 260HEARSTWAY 

OTTAWA ON 


Postal Code: 
City: 

Address2: 


207 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 


Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 


20070622005 

6/27/2007 

CAN - Custom Report 
0.25 


Site 


DB 


168 2 of 14 

SSW/150.7 94.9/0.01 

BOEING CANADA 



ARNPRIOR DIV. PUBS DIV.. 
KANATA ON K2L 3H1 

Generator No.: 

ON0037301 

PO Box No.: 

Status: 


Country: 

Approval Years: 

88,89,90 

Choice of Contact: 

Contam. Facility: 


Co Admin: 

MHSW Facility: 


Phone No. Admin: 

SIC Code: 

2839 


SIC Description: 

OTHER PUBLISHING IND 



GEN 


-Details- 

Waste Code: 264 

Waste Description: PHOTOPROCESSING WASTES 


168 


3 of 14 


SSW/150.7 94.9/0.01 


We Care Health Services LP 
260 Hearst Way, Unit 
Kanata ON K2L 3H1 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ON5064244 PO Box No.: 

Country: 

2010 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

621610, 621390 

Home Health Care Services, Offices of All Other Health Practitioners 


GEN 


-Details- 

Waste Code: 261 

Waste Description: PHARMACEUTICALS 


Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


168 4 of 14 SSW/150.7 


We Care Health Services LP 
260 Hearst Way, Unit 
Kanata ON K2L 3H1 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ON5064244 PO Box No.: 

Country: 

2011 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

621610, 621390 

Home Health Care Services, Offices of All Other Health Practitioners 


GEN 


-Details- 

WasteCode: 312 

Waste Description: PATHOLOGICAL WASTES 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

168 5 of 14 

SSW/150.7 94.9/0.01 We Care Health Services LP 

260 Hearst Way, Unit 

Kanata ON K2L 3H1 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON5064244 PO Box No.: 

Country: 

2012 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

621610, 621390 

Home Health Care Services, Offices of All Other Health Practitioners 

-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

168 6 of 14 

SSW/150.7 94.9 / 0.01 BOEING CANADA (OUT OF BUS) 06-318 

ARNPRIOR DIV. PUBS DIV. 300-260 HEART WA Y U 

KANATA ONK2L 3H1 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON0037301 PO Box No.: 

Country: 

92,93,94,95,96,97 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

2839 

OTHER PUBLISHING IND 

-Details- 
Waste Code: 

Waste Description: 

264 

PHOTOPROCESSING WASTES 

168 7 of 14 

SSW/150.7 94.9 / 0.01 LSTLOGIC CORPORATION OF CDA 

400-260 HEARST WA Y SCT 

KANATA ONK2L 3H1 

Established: 

Plant Size (ft 2 ): 
Employment: 

1980 

0 

20 

-Details- 
Description: 
SIC/NAICS Code: 

Electronic Components, Navigational and Communications Equipment and Supplies Wholesaler-Distributors 
417320 

168 8 of 14 

SSW/150.7 94.9 / 0.01 ARBELL INC err 

260 HEARST WA Y UNIT 237 4,0 

KANATA ON K2L 3H1 

Established: 

0000 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Plant Size (ft 2 ): 

Employment: 

0 

0 

-Details- 

Description: 

SIC/NAICS Code: 

FABRICATED METAL PRODUCTS, NOT ELSEWHERE CLASSIFIED 

3499 

168 9 of 14 

SSW/150.7 94.9 / 0.01 Arbell Inc. 

260 Hearst Way Unit 208 ' 

Kanata ON K2L 3H1 

Established: 

Plant Size (ft 2 ): 

Employment: 

2 

- Details- 
Description: 

SIC/NAICS Code: 

Industrial Machinery, Equipment and Supplies Wholesaler-Distributors 

417230 

168 10 of 14 

SSW/150.7 94.9/0.01 LSI Logic Corporation of Canada Inc. 

260 Hearst Way Suite 400 

Kanata ON K2L 3H1 

Established: 

Plant Size (ft 2 ): 

Employment: 

1980 

21 

-Details- 

Description: 

SIC/NAICS Code: 

Electronic Components, Navigational and Communications Equipment and Supplies Wholesaler-Distributors 
417320 

168 11 of 14 

SSW/150.7 94.9/0.01 LSI Logic Corporation of Cda 

260 Hearst Way Suite 400 

Kanata ON K2L 3H1 

Established: 

Plant Size (ft 2 ): 

Employment: 

1980 

21 

—Details— 

Description: 

SIC/NAICS Code: 

Electronic Components, Navigational and Communications Equipment and Supplies Wholesaler-Distributors 
417320 

168 12 of 14 

SSW/150.7 94.9 / 0.01 VisionSphere Technologies Inc. 

260 Hearst Way Suite 311 

Ottawa ON K2L 3H1 

Established: 

Plant Size (ft 2 ): 

Employment: 

2001 

10 

- Details- 
Description: 

SIC/NAICS Code: 

Software Publishers 

511210 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


168 13 of 14 

SSW/150.7 94.9/0.01 MC Countermeasures Inc. 

260 Hearst Way Suite 207 

Kanata ON K2L 3H1 

Established: 

Plant Size (ft 2 ): 
Employment: 

01-AUG-95 

3500 

-Details- 

Description: 

SIC/NAICS Code: 

Engineering Services 

541330 

Description: 

SIC/NAICS Code: 

Engineering Services 

541330 

Description: 

SIC/NAICS Code: 

Navigational and Guidance Instruments Manufacturing 

334511 

Description: 

SIC/NAICS Code: 

Semiconductor and Other Electronic Component Manufacturing 

334410 

168 14 of 14 

SSIV/J50.7 94.9/0.01 ARBELL INC. 

237-260 Hearst Way 50 

Kanata ON K2L 3H1 

Established: 

Plant Size (ft 2 ): 
Employment: 

0000 

0 

2 

-Details- 

Description: 

SIC/NAICS Code: 

Institutional Furniture Manufacturing 

337127 

169 1 of 1 

ENE/151.0 91.9/-2.99 Dnnc . 

ON BORE 

Borehole ID: 

Use: 

Drill Method:: 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot- 

Completion Date:: 
Primary Water Use:: 

847728 Type: Borehole 

Geotechnical/Geological Investigation Status:: Decommissioned 

Diamond Drill UTMZone:: 18 

430555 Northing:: 5018915 

Orig. Ground Elev m:: 93 

DEM Ground Elev m:: 95 

62.3 Primary Name:: 

MARCH Concession:: CON 4 

LOT 2 Municipality: 

24-AUG-1971 Static Water Level:: 1.2 

Sec. Water Use- 

-Details- 
Stratum ID: 

Bottom Depth(m): 

6558706 Top Depth(m): 0.0 

0.9 Stratum Desc: SAND (FILL) COMPACT 

Stratum ID: 

Bottom Depth(m): 

6558707 Top Depth(m): 0.9 

2.4 Stratum Desc: CLAYEY SILT, LAYERS OF SILTY SAND, 

STIFF 

Stratum ID: 

6558708 Top Depth(m): 2.4 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Bottom Depth(m): 

3.4 

Stratum Desc: 

SILTY SAND, LOOSE 

Stratum ID: 

6558709 

Top Depth(m): 

3.4 

Bottom Depth(m): 

45.1 

Stratum Desc: 

SILTY CLAY, TRACE OF SAND, ORGANIC 
MOTTLINGS (SENSITIVE), NUMEROUS 
SEAMS OF SILTY SAND UP TO 2in. THICK 
THROUGHOUT. GREY-BROWN TO GREY, 
SOFT TO VERY STIFF 

Stratum ID: 

6558710 

Top Depth(m): 

45.1 

Bottom Depth(m): 

62.3 

Stratum Desc: 

HET.MIX.OF SILT, SAND AND GRAVEL, 
TRACE OF CLAY (GLACIAL TILL), GREY, 
COMPACT TO VERY DENSE. BOULDER 


ZONE (BOULDERS UP TO 8in. IN SIZE), 
VERY DENSE 


170 1 of 1 

SW/151.7 103.8/8.98 

ON 

BORE 

Borehole ID: 

805383 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

428460.24 

Northing:: 

5017369.44 

Location Accuracy:: 


Orig. Ground Elev m:: 

106 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

105 

Total Depth m:: 

1.5 

Primary Name:: 

AH.1 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

14-MAR-1991 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

218584437 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.1 

Stratum Desc: 

Asphalt 

Stratum ID: 

218584438 

Top Depth(m): 

0.1 

Bottom Depth(m): 

0.3 

Stratum Desc: 

Grey Crushed Stone Fill 

Stratum ID: 

218584439 

Top Depth(m): 

0.3 

Bottom Depth(m): 

0.3 

Stratum Desc: 

Insulation 

Stratum ID: 

218584440 

Top Depth(m): 

0.3 

Bottom Depth(m): 

0.6 

Stratum Desc: 

Grey Fill-Misc Sand - Gravel Trace: Si 

Stratum ID: 

218584441 

Top Depth(m): 

0.6 

Bottom Depth(m): 

1.5 

Stratum Desc: 

Grey-Brown Fill-Misc Silt - Sand Occasional: Gr 
Occ Cob 

171 1 of 1 

ENE/154.5 67.9/-26.99 

ON 

BORE 

Borehole ID: 

802876 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

434139.75 

Northing:: 

5021076.82 

Location Accuracy:: 


Orig. Ground Elev m:: 

66.1 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

67.8 

Total Depth m:: 

5.6 

Primary Name:: 

BH 12 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

28-JAN-1986 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


-Details- 




Stratum ID: 

218573974 

Top Depth(m): 

0.0 

Bottom Depth(m): 

1.4 

Stratum Desc: 

Grey to Brown Loose Silt - Sand 

Stratum ID: 

218573975 

Top Depth(m): 

1.4 

Bottom Depth(m): 

4.5 

Stratum Desc: 

Grey Firm to Stiff Silty Clay 

Stratum ID: 

218573976 

Top Depth(m): 

4.5 

Bottom Depth(m): 

5.6 

Stratum Desc: 

Dark Grey Very Loose to Compact Till Silt - 
Sand With: Gr 


172 1 of 1 

WSW/155.1 

97.8/2.97 

ON 


BORE 

Borehole ID: 

Use: 

Drill Method:: 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot- 

Completion Date:: 
Primary Water Use:: 

805401 

Geotechnical/Geological Investigation 

Hollow stem auger 

428262.43 

5.8 

14-MAR-1991 

Type: 

Status:: 

UTM Zone:: 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

Static Water Level:: 

Sec. Water Use:: 

Borehole 

18 

5017613.6 

99 

100 

BH.7 

2.3 


-Details- 
Stratum ID: 

Bottom Depth(m): 

218584531 

0.1 


Top Depth(m): 

Stratum Desc: 

0.0 

Asphalt 


Stratum ID: 

Bottom Depth(m): 

218584532 

0.4 


Top Depth(m): 

Stratum Desc: 

0.1 

Grey Crushed Stone 


Stratum ID: 

Bottom Depth(m): 

218584533 

0.4 


Top Depth(m): 

Stratum Desc: 

0.4 

Insulation 


Stratum ID: 

Bottom Depth(m): 

218584534 

0.5 


Top Depth(m): 

Stratum Desc: 

0.4 

Asphalt 


Stratum ID: 

Bottom Depth(m): 

218584535 

0.9 


Top Depth(m): 

Stratum Desc: 

0.5 

Grey Crushed Stone 


Stratum ID: 

Bottom Depth(m): 

218584536 

2.1 


Top Depth(m): 

Stratum Desc: 

0.9 

Grey-Brown Compact Fill-Misc Silty Clay Trace: 
Sa 

Stratum ID: 

Bottom Depth(m): 

218584537 

2.4 


Top Depth(m): 

Stratum Desc: 

2.1 

Dark Grey Silt - Sand Trace: Org M 


Stratum ID: 

Bottom Depth(m): 

218584538 

5.8 


Top Depth(m): 

Stratum Desc: 

2.4 

Grey-Brown Very Stiff Silty Clay 


173 1of6 

WSW/155.1 

97.8/2.98 

M ROUFAEL INC SUNOCO GAS STN 

570 TERRY FOX DR 

KANATA ON K2T1L2 

EXP 

Instance No: 

Instance ID: 

Instance Type: 
Description: 

10225990 

FS Facility 
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Map Key Number of 

Direction/ 

Elev/Diff 

Site 

DB 

Records 

Distance (m) 

(m) 



Status: 

TSSA Program Area: 

Maximum Hazard Rank: 

EXPIRED 




Facility Type: 

Expired Date: 

12/7/2009 11:12 





173 

2 of 6 

WSW/155.1 

97.8/2.98 

SUNCOR ENERGY PRODUCTS PARTNERSHIP 

570 TERRY FOX DR 

KANATA ONK2T1L2 

FST 

Instance No: 

Cont Name: 

Instance Type: 

Fuel Type: 

Status: 

Capacity: 

Tank Material: 

Corrosion Protection: 

Tank Type: 

Install Year: 

Parent Facility Type: 

Facility Type: 

11547940 

FS Liquid Fuel Tank 

Gasoline 

Active 

50000 

Fiberglass (FRP) 

Fiberglass 

Double Wall UST 

1998 

FS Gasoline Station - Self Serve 

FS Liquid Fuel Tank 



173 

3 of 6 

WSW/155.1 

97.8/2.98 

SUNCOR ENERGY PRODUCTS PARTNERSHIP 

570 TERRY FOX DR 

KANATA ON K2T1L2 

FST 

Instance No: 

Cont Name: 

Instance Type: 

Fuel Type: 

Status: 

Capacity: 

Tank Material: 

Corrosion Protection: 

Tank Type: 

Install Year: 

Parent Facility Type: 

Facility Type: 

11547920 

FS Liquid Fuel Tank 

Gasoline 

Active 

50000 

Fiberglass (FRP) 

Fiberglass 

Double Wall UST 

1998 

FS Gasoline Station - Self Serve 

FS Liquid Fuel Tank 



173 

4 of 6 

WSW/155.1 

97.8/2.98 

SUNCOR ENERGY PRODUCTS PARTNERSHIP 

570 TERRY FOX DR 

KANATA ON K2T1L2 

FST 

Instance No: 

Cont Name: 

Instance Type: 

Fuel Type: 

Status: 

Capacity: 

Tank Material: 

Corrosion Protection: 

Tank Type: 

Install Year: 

Parent Facility Type: 

Facility Type: 

11547900 

FS Liquid Fuel Tank 

Gasoline 

Active 

50000 

Fiberglass (FRP) 

Fiberglass 

Double Wall UST 

1998 

FS Gasoline Station - Self Serve 

FS Liquid Fuel Tank 



173 

5 of 6 

WSW/155.1 

97.8/2.98 

SUNCOR ENERGY PRODUCTS PARTNERSHIP 

570 TERRY FOX DR 

FST 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 




KANATA ON K2T 1L2 

Instance No: 

64653254 


Cont Name: 



Instance Type: 

FS Liquid Fuel Tank 


Fuel Type: 

Diesel 


Status: 

Active 


Capacity: 

50000 


Tank Material: 

Fiberglass (FRP) 


Corrosion Protection: 

Fiberglass 


Tank Type: 

Double Wall UST 


Install Year: 

2014 


Parent Facility Type: 

FS Gasoline Station - Self Serve 


Facility Type: 

FS Liquid Fuel Tank 



173 6 of 6 

WSW/155.1 97.8/2.98 M ROUFAEL INC SUNOCO GAS STN 


570 TERRY FOX DR PART OF LOT 2 CON 2 FSTH 


KANATA ONK2T1L2 

License Issue Date: 

10/30/2006 

Tank Status: 

Pending Renewal 

Tank Status As Of: 

August 2007 

Operation Type: 

Retail Fuel Outlet 

Facility Type: 

Gasoline Station - Self Serve 

-Details- 


Status: 

Active 

Year of Installation: 

1998 

Corrosion Protection: 


Capacity: 

50000 

Tank Fuel Type: 

Liquid Fuel Double Wall UST - Gasoline 

Status: 

Active 

Year of Installation: 

1998 

Corrosion Protection: 


Capacity: 

50000 

Tank Fuel Type: 

Liquid Fuel Double Wall UST - Gasoline 

Status: 

Active 

Year of Installation: 

1998 

Corrosion Protection: 


Capacity: 

50000 

Tank Fuel Type: 

Liquid Fuel Double Wall UST - Gasoline 


174 1of7 

SSW/155.3 94.9 / 0.01 

Dr Claudia Courchesne DPC 

201-260 Hearst Way 

Kanata ON K2L 3H1 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON7105532 

2016 

No 

No 

621210 

OFFICES OF DENTISTS 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

Canada 

CO_ADMIN 

Lisa Hale 

6132716400 Ext. 


-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 
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DB 


174 2 of 7 

SSW/155.3 94.9 / 0.01 

We Care Health Services LP 

260 Hearst Way, Unit 

Kanata ON K2L 3H1 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON5064244 PO Box No.: 

Country: 

2016 Choice of Contact: 

No Co Admin: 

No Phone No. Admin: 

621610, 621390 

621610, OFFICES OF ALL OTHER HEALTH PRACTITIONERS 

Canada 

CO_ADMIN 

Melina Verhaegen 
6137822244 Ext. 1510 


-Details- 
Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 




Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 





174 3 of 7 

SSW/155.3 94.9/0.01 

We Care Health Services LP 

260 Hearst Way, Unit 

Kanata ON K2L 3H1 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON5064244 PO Box No.: 

Country: 

2015 Choice of Contact: 

No Co Admin: 

No Phone No. Admin: 

621610, 621390 

621610, OFFICES OF ALL OTHER HEALTH PRACTITIONERS 

Canada 

CO_ADMIN 

Melina Verhaegen 
6137822244 Ext. 1510 


-Details- 
Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 




Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 





174 4 of 7 

SSW/155.3 94.9 / 0.01 

We Care Health Services LP 

260 Hearst Way, Unit 

Kanata ON K2L 3H1 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON5064244 PO Box No.: 

Country: 

2014 Choice of Contact: 

No Co Admin: 

No Phone No. Admin: 

621610, 621390 

621610, OFFICES OF ALL OTHER HEALTH PRACTITIONERS 

Canada 

CO_ADMIN 

Melina Verhaegen 
6137822244 Ext. 1510 


-Details- 
Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 




Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


174 5 of 7 

SSW/155.3 

94.9/0.01 

We Care Health Services LP 
260 Hearst Way, Unit 

Kanata ON K2L 3H1 

Generator No.: 

ON5064244 


PO Box No.: 

Status: 

Registered 


Country: Canada 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

As of Dec 2017 


Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 


261 A 

Pharmaceuticals 
312 P 

Pathological wastes 


174 6 of 7 

SSW/155.3 

94.9/0.01 

Dr Claudia Courchesne DPC 
201-260 Hearst Way 

Kanata ON K2L 3H1 

Generator No.: 

ON7105532 


PO Box No.: 

Status: 

Registered 


Country: Canada 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

As of Dec 2017 


Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 

Waste Code: 312 P 

Waste Description: Pathological wastes 


"174 


7 of 7 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


SSW/155.3 94.9/0.01 


We Care Health Services LP 
260 Hearst Way, Unit 
Kanata ON 


ON5064244 PO Box No.: 

Country: 

2013 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

621610, 621390 

OFFICES OF ALL OTHER HEALTH PRACTITIONERS 


-Details- 

Waste Code: 261 

Waste Description: PHARMACEUTICALS 


Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


175 


1 of 1 


ENE/155.3 67.9/ -26.99 


ON 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Borehole ID: 

848389 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

434093 

Northing:: 

5021104 

Location Accuracy:: 


Orig. Ground Eiev m:: 

68.2 

Eiev. Reliability Note:: 


DEM Ground Eiev m:: 

69 

Total Depth m:: 

9.8 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 

CON 2 ON OTTAWA RIVER 

Lot:: 

LOT 10 

Municipality: 


Completion Date:: 

14-JUL-1989 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

6560828 

Top Depth(m): 

0.0 

Bottom Depth(m): 

2.2 

Stratum Desc: 

FILL SILTY CLAY TRACE ROOTS TO SILT 
AND SAND OCCASIONAL COBBLES BROWN 
TO DARK GREY VERY STIFF 

Stratum ID: 

6560829 

Top Depth(m): 

2.2 

Bottom Depth(m): 

5.8 

Stratum Desc: 

SILTY CLAY INTERBEDDED WITH SANDY 
SILT GREY FIRM TO STIFF 

Stratum ID: 

6560830 

Top Depth(m): 

5.8 

Bottom Depth(m): 

6.8 

Stratum Desc: 

CLAYEY SAND SOME GRAVEL TILL GREY 
COMPACT 

Stratum ID: 

6560831 

Top Depth(m): 

6.8 

Bottom Depth(m): 

9.8 

Stratum Desc: 

BEDROCK SANDSTONE LIGHT GREY FAIR 
TO GOOD 


176 lofl 

N/156.9 92.1/-2.79 

URBANDALE CORPORATION 

CA 



EDENVALE DR./COLCHESTER SQUARE 
KANATACITYON 


Certificate #: 

3-1397-97- 



Application Year: 

97 



Issue Date: 

9/25/1997 



Approval Type: 

Municipal sewage 



Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 




177 1 of 3 

SW/157.2 98.9/4.01 

AMC Entertainment International ,: 



801 Kanata Ave 

Kanata ON K2T 1E7 

Generator No.: 

ON7557114 

PO Box No.: 

Status: 


Country: 

Approval Years: 

2009 

Choice of Contact: 

Contam. Facility: 


Co Admin: 

MHSW Facility: 


Phone No. Admin: 

SIC Code: 

512130 


SIC Description: 

Motion Picture and Video Exhibition 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Waste Code: 

212 

Waste Description: 

ALIPHATIC SOLVENTS 


177 2 of 3 

SW/157.2 

98.9/4.01 

AMC Entertainment International, Inc. 

801 Kanata Ave 

KanataON K2T1E7 

GEN 

Generator No.: 

ON7557114 


PO Box No.: 


Status: 



Country: 


Approval Years: 

2011 


Choice of Contact: 


Contam. Facility: 



Co Admin: 


MHSW Facility: 

SIC Code: 

SIC Description: 

512130 


Phone No. Admin: 


-Details- 
Waste Code: 

212 




Waste Description: 

ALIPHATIC SOLVENTS 




177 3 of 3 

SW/157.2 98.9 / 4.01 

AMC Entertainment International, Inc. 

801 Kanata Ave 

Kanata ON K2T1E7 

GEN 

Generator No.: 

ON7557114 

PO Box No.: 


Status: 


Country: 


Approval Years: 

2012 

Choice of Contact: 


Contam. Facility: 


Co Admin: 


MHSW Facility: 

SIC Code: 

512130 

Phone No. Admin: 


SIC Description: 

Motion Picture and Video Exhibition 



-Details- 
Waste Code: 

212 



Waste Description: 

ALIPHATIC SOLVENTS 




178 1 of 1 

SW/162.5 

100.9/6.01 

lot 2 con 1 

ON 


WWIS 

Well ID: 

1513570 


Data Entry Status: 



Construction Date: 



Data Src: 

1 


Primary Water Use: 

Domestic 


Date Received: 

11/20/1973 


Sec. Water Use: 

0 


Selected Flag: 

1 


Final Well Status: 

Water Supply 


Abandonment Rec: 



Water Type: 



Contractor: 

1558 


Casing Material: 



Form Version: 

1 


Audit No: 



Owner: 



Tag: 



Street Name: 



Construction Method: 



County: 

OTTAWA-CARLETON 


Elevation (m): 



Municipality: 

MARCH TOWNSHIP 


Elevation Reliability: 



Site Info: 



Depth to Bedrock: 



Lot: 

002 


Well Depth: 



Concession: 

01 


Overburden/Bedrock: 



Concession Name: 

CON 


Pump Rate: 



Easting NAD83: 



Static Water Level: 



Northing NAD83: 



Flowing (Y/N): 



Zone: 



Flow Rate: 
Clear/Cloudy: 



UTM Reliability: 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Bore Hole Information 


margin of error: 30 m -100 m 

p4 

9/25/1973 

nemams: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931023810 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 25.00 

Formation End Depth UOM: ft 

Formation ID: 931023811 

Layer: 2 

Color: 3 

General Color: BLUE 

Matl: 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 25.00 

Formation End Depth: 62.00 

Formation End Depth UOM: ft 

Formation ID: 931023812 

Layer: 3 

Color: 3 

General Color: BLUE 

Matl: 05 

Most Common Material: CLAY 

Mat2: 12 

Other Materials: STONES 

Mat3: 

Other Materials: 

Formation Top Depth: 62.00 

Formation End Depth: 69.00 

Formation End Depth UOM: ft 

Formation ID: 931023813 

Layer: 4 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

8 

BLACK 

15 

LIMESTONE 

69.00 

90.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931023814 

5 

2 

GREY 

15 

LIMESTONE 

90.00 

130.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931023815 

6 

8 

BLACK 

15 

LIMESTONE 

130.00 

260.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961513570 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10584124 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

930062903 

1 

1 

STEEL 

71.00 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930062904 

2 

4 

OPEN HOLE 

260.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991513570 

28.00 

88.00 

100.00 

5.00 

5.00 

ft 

GPM 

CLEAR 

2 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934099371 

Draw Down 

15 

88.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934379191 

Draw Down 

30 

88.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934640184 

Draw Down 

45 

88.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934898076 

Draw Down 

60 

88.00 

ft 


Water Details 


Water ID: 

Layer: 

933469170 

1 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Kind Code: 

Kind: 

1 

FRESH 



Water Found Depth: 

257.00 



Water Found Depth UOM: ft 



179 lofl 

WSW/162.8 98.8/3.94 

1175 Martime Way, 
ON 

0ttaWa PINC 

Incident ID: 

2797648 

Health Impact: 

No 

Incident No: 

640940 

Environment Impact: 

No 

Type: 

FS-Pipeline Incident 

Property Damage: 

Yes 

Status Code: 

Pipeline Damage Reason Est 

Service Interupt: 

Yes 

Fuel Occurrence Tp: 

Pipeline Strike 

Enforce Policy: 

Yes 

Fuel Type: 

Natural Gas 

Public Relation: 

No 

Tank Status: 

RC Established 

Pipeline System: 


Task No: 

3436543 

Depth: 

27 

Spills Action Centre: 


Pipe Material: 

Plastic 

Method Details: 

E-mail 

PSIG: 

50 

Fuel Category: 

Natural Gas 

Attribute Category: 

FS-Perform P-line Inc Invest 

Date of Occurrence: 

7/19/2011 0:00 

Regualtor Location: 

Outside 

Occurrence Start 

2011/12/08 



Date: 

Operation Type: 

Construction Site (pipeline strike) 



Pipeline Type: 

Service / Riser Distribution Pipeline 



Regulator Type: 

Service Regulator (up to 60 psi intake) 



Summary: 

1175 Martime Way, Ottawa -1 Vi" Pipeline Hit 


Reported By: 

Armstrong, Alan - Enbridge 



Affiliation: 

Industry Stakeholder (Licensee/Registration/Certificate Holder, Facility Owner, etc.) 

Occurrence Desc: 

Linestrike - No Locates 



Damage Reason: 

No notification made to the one call center 


Notes: 

Linestrike - No Locates 




180 lofl 

WSW/166.2 98.9 / 4.02 

1175 Maritine Way ir 

l Kanata SPL 



Ottawa ON 

Ref No: 

1717-8WSTU8 

Site Address: 

1175 Maritine Way in Kanata 

Contaminant Name: 

USED MOTOR OIL 

Site Cone: 


Contaminant Code: 

46 

Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 

5 L 

Sector Type: 

Motor Vehicle 

MOE Reported Dt: 

02-AUG-12 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 


Incident Dt: 

02-AUG-12 

Receiving Env: 


Incident Cause: 

Intent - Intentional or planned occurrence 

Environment Impact: 

Not Anticipated 

Incident Event: 


Nature of Impact: 

Soil Contamination 

Incident Reason: 

Vandalism - Illegal/deliberate (incl. sabotage) 

SAC Action Class: 

Land Spills 

Incident Summary: 

Motorist- 5 L used oil dumped down drain at 
apt. building. 




181 1 of 2 

ENE/166.9 

92.2/-2.68 

Schooner Transport<UNOFFICIAL> 

Highway 417E at March Road, Kanata ^ 

Ottawa ON 

Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 

6781-9PN8ZZ 

DIESEL FUEL 

13 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 

Site Postal Code: 

Highway 417E at March Road, Kanata 

Ottawa 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Contaminant Qty: 

200 L 

Sector Type: 

Truck - Only Saddle Tanks 

MOE Reported Dt: 
Health/Env Conseq: 

2014/10/07 

Source Type: 
Receiving Medium: 


Incident Dt: 

2014/10/07 

Receiving Env: 


Incident Cause: 

Leak/Break 

Environment Impact: 

Confirmed 

Incident Event: 


Nature of Impact: 

Soil Contamination 

Incident Reason: 
Incident Summary: 

Unknown / N/A 

TT diesel spill on Hwy 417 

SAC Action Class: 

Watercourse Spills 


181 2 of 2 

ENE/166.9 92.2/-2.68 

Schooner<UNOFFICIAL> 

Highway 417 Eastbound at March 

SPL 



Road/Eagleson Road 
Ottawa ON 



Ref No: 

2817-9PNAHF 

Site Address: 

Highway 417 Eastbound at March 
Road/Eagleson Road 


Contaminant Name: 

DIESEL FUEL 

Site Cone: 



Contaminant Code: 

13 

Site Lot: 



Contaminant Limit 1: 


Site County/District: 



Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 


Contaminant UN No 1: 


Site Postal Code: 



Contaminant Qty: 

200 L 

Sector Type: 

Truck - Only Saddle Tanks 


MOE Reported Dt: 

2014/10/07 

Source Type: 



Health/Env Conseq: 


Receiving Medium: 



Incident Dt: 

2014/10/07 

Receiving Env: 



Incident Cause: 

Collision/Accident 

Environment Impact: 

Confirmed 


Incident Event: 


Nature of Impact: 

Soil Contamination; Surface Water Pollution 

Incident Reason: 

Operator/Human Error 

SAC Action Class: 

Highway Spills (usually highway accidents) 

Incident Summary: 

Schooner: 200 L diesel from truck to highway 
and ditch 





182 1 of 2 

WSW/167.1 97.8/2.92 

PENEX KAN AT A LIMITED 

CA 



EARL GREY DR/ROLAND MiCHENER 
KANATACITYON 


Certificate #: 

3-0648-95- 



Application Year: 

95 



Issue Date: 

6/8/1995 



Approval Type: 

Municipal sewage 



Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



182 2 of 2 

WSW/167.1 97.8/2.92 

PENEX KAN AT A LIMITED 

EARL GREY DR/ROLAND MICHENER 

CA 


KANATACITYON 


Certificate #: 
Application Year: 
Issue Date: 
Approval Type: 
Status: 

Application Type: 
Client Name:: 
Client Address:: 


7-0487-95- 

95 

6/8/1995 
Municipal water 
Approved 
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Records Distance (m) (m) 


Client City:: 

Client Postal Code:: 




Project Description:: 
Contaminants:: 
Emission Control:: 




183 1 of 1 

SSW/168.8 97.9/3.01 

ON 

BORE 

Borehole ID: 

807488 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone- 

18 

Easting:: 

428303.23 

Northing:: 

5015899 

Location Accuracy:: 


Orig. Ground Elev m:: 

96 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

94.6 

Total Depth m:: 

1.5 

Primary Name:: 

AH 1 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

19-JUN-1990 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218593090 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 

Stratum Desc: 

Topsoil 

Stratum ID: 

218593091 

Top Depth(m): 

0.2 

Bottom Depth(m): 

1.5 

Stratum Desc: 

Grey-Brown Weathered Crust Silty Clay 
Occasional: Sa 

184 1 of 1 

SW/169.1 101.9/7.01 

ON 

BORE 

Borehole ID: 

848688 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Power auger 

UTM Zone:: 

18 

Easting:: 

427165 

Northing:: 

5016031 

Location Accuracy:: 


Orig. Ground Elev m:: 

101 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

101 

Total Depth m:: 

1.6 

Primary Name:: 


Township:: 

HUNTLEY 

Concession:: 


Lot- 

LOT 2 

Municipality: 


Completion Date:: 

06-MAY-1992 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

6561877 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

300mm DARK BROWN ORGANIC SANDY 
SILTY CLAY ROOTMAT 

Stratum ID: 

6561878 

Top Depth(m): 

0.3 

Bottom Depth(m): 

1.6 

Stratum Desc: 

FIRM MOTTLED BROWN AND GREY SILTY 
CLAY TRACE SAND 

185 1 of 1 

ENE/171.1 92.7/-2.14 

Kevin Crozier Fuels Ltd<UNOFFICIAL> 



HWY417 AT EAGLESON RD<UNOFFICIAL> bHL 



Ottawa ON 


Ref No: 

0153-5NPR9Z 

Site Address: 


Contaminant Name: 

DIESEL FUEL 

Site Cone: 
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Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


13 


227.5 L 
6/20/2003 

6/20/2003 


Kevin Crazier Fuels-truck bulk head leaking 
fuel 


Site 


Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


Ottawa 

Land 

Possible 

Soil Contamination 


DB 


186 1of4 

SSW/174.8 

99.9/5.04 

Michaels Stores, Inc. 





5617 Hazel dean Rd 
Ottawa ON K2S 0P5 


Generator No.: 

ON9327713 


PO Box No.: 


Status: 



Country: 

Canada 

Approval Years: 

2016 


Choice of Contact: 

CO_OFFICIAL 

Contam. Facility: 

No 


Co Admin: 

James Williams 

MHSW Facility: 

No 


Phone No. Admin: 

(647)288-3298 Ext. 

SIC Code: 

451130 




SIC Description: 

SEWING, NEEDLEWORK AND PIECE GOODS STORES 



GEN 


Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 


148 

INORGANIC LABORATORY CHEMICALS 

WASTE COMPRESSED GASES 
146 

OTHER SPECIFIED INORGANICS 
212 

ALIPHATIC SOLVENTS 
145 

PAINT/PIGMENT/COATING RESIDUES 
262 

DETERGENTS/SOAPS 

122 

ALKALINE WASTES - OTHER METALS 
263 

ORGANIC LABORATORY CHEMICALS 
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SSW/174.8 

99.9/5.04 

Michaels Stores, Inc. 
5617 Hazeldean Rd 
Ottawa ON K2S 0P5 


Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

ON9327713 

2015 

No 

No 

451130 


PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

Canada 
CO_OFFICIAL 
James Williams 
(647)288-3298 Ext. 
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Order No: 20180221105 









Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

SIC Description: 

SEWING, NEEDLEWORK AND PIECE GOODS STORES 

-Details- 
Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

146 

OTHER SPECIFIED INORGANICS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

WASTE COMPRESSED GASES 

186 3 of 4 

SSW/174.8 99.9/5.04 Michaels Stores, Inc. 

5617 Hazeidean Rd 


Ottawa ON K2S 0P5 

Generator No.: ON9327713 PO Box No.: 

Status: Country: Canada 

Approval Years: 2014 Choice of Contact: CO_OFFICIAL 

Contam. Facility: No Co Admin: James Williams 

MHSW Facility: No Phone No. Admin: (647)288-3298 Ext. 


SIC Code: 451130 

SIC Description: 

SEWING, NEEDLEWORK AND PIECE GOODS STORES 

-Details- 
Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

146 

OTHER SPECIFIED INORGANICS 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

263 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Waste Description: 

ORGANIC LABORATORY CHEMICALS 


186 4 of 4 

SSW/174.8 99.9 / 5.04 Michaels Stores, Inc. 

5617 Hazel dean Rd 

Ottawa ON K2S 0P5 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON9327713 PO Box No.: 

Registered Country: Canada 

As of Dec 2017 Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

148 L 

Misc. wastes and inorganic chemicals 


Waste Code: 

Waste Description: 

145 L 

Wastes from the use of pigments, coatings and paints 


Waste Code: 

Waste Description: 

148 A 

Misc. wastes and inorganic chemicals 


Waste Code: 

Waste Description: 

146 T 

Other specified inorganic sludges, slurries or solids 


Waste Code: 

Waste Description: 

145 1 

Wastes from the use of pigments, coatings and paints 


Waste Code: 

Waste Description: 

263 A 

Misc. waste organic chemicals 


Waste Code: 

Waste Description: 

212 1 

Aliphatic solvents and residues 


Waste Code: 

Waste Description: 

331 L 

Waste compressed gases including cylinders 


Waste Code: 

Waste Description: 

262 L 

Detergents and soaps 


Waste Code: 

Waste Description: 

331 1 

Waste compressed gases including cylinders 


Waste Code: 

Waste Description: 

263 L 

Misc. waste organic chemicals 


Waste Code: 

Waste Description: 

122 C 

Alkaline slutions - containing other metals and non-metals (not cyanide) 


187 lofl 

WSW/175.1 96.7/1.82 1251 Maritime Way 

Ottawa ON K2K0J6 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 

K2K0J6 

Ottawa 

1251 Maritime Way 

ON 

20151110013 



228 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Report Date: 

Report Type: 

Search Radius (km): 

13-NOV-15 

Custom Report 
.25 

188 1 of6 

WSW/175.6 96.9/2.01 United Maiwood Merchants inc. 

8181 CAMPEAU DRIVE 


KANATA ON K2T 1B7 

Generator No.: ON0049636 PO Box No.: 

Status: Country: Canada 

Approval Years: 2016 Choice of Contact: CO_OFFICIAL 

Contam. Facility: No Co Admin: Matt Gunness 

MHSW Facility: No Phone No. Admin: 905-795-3339 Ext. 

SIC Code: 811119 


SIC Description: 

OTHER AUTOMOTIVE MECHANICAL AND ELECTRICAL REPAIR AND MAINTENANCE 

-Details- 
Waste Code: 

Waste Description: 

222 

HEAVY FUELS 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

269 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Description: 

NON-HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

188 2 of 6 

WSW/175.6 96.9/2.01 United Maiwood Merchants inc. 

8181 CAMPEAU DRIVE 


KANATA ON K2T1B7 

Generator No.: ON0049636 PO Box No.: 

Status: Country: Canada 

Approval Years: 2015 Choice of Contact: CO_OFFICIAL 

Contam. Facility: No Co Admin: Matt Gunness 

MHSW Facility: No Phone No. Admin: 905-795-3339 Ext. 

SIC Code: 811119 


SIC Description: 

OTHER AUTOMOTIVE MECHANICAL AND ELECTRICAL REPAIR AND MAINTENANCE 

-Details- 
Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

269 

NON-HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

222 

HEAVY FUELS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

188 3of6 

WSW/175.6 96.9/2.01 United Maiwood Merchants inc. 

8181 CAMPEAU DRIVE 


KANATA ON K2T1B7 

Generator No.: ON0049636 PO Box No.: 

Status: Country: Canada 

Approval Years: 2014 Choice of Contact: CO_OFFICIAL 

Contam. Facility: No Co Admin: Matt Gunness 

MHSW Facility: No Phone No. Admin: 905-795-3339 Ext. 

SIC Code: 811119 

SIC Description: OTHER AUTOMOTIVE MECHANICAL AND ELECTRICAL REPAIR AND MAINTENANCE 


-Details- 
Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

222 

HEAVY FUELS 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Waste Code: 212 

Waste Description: ALIPHATIC SOLVENTS 


Waste Code: 269 

Waste Description: NON-HALOGENATED PESTICIDES 


188 4 of 6 

WSW/175.6 

96.9/2.01 

United Malwood Merchants Inc. 
8181 CAMPEAU DRIVE 

KANATA ONK2T1B7 

Generator No.: 

ON0049636 


PO Box No.: 

Status: 

Registered 


Country: Canada 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

As of Dec 2017 


Choice of Contact: 

Co Admin: 

Phone No. Admin: 


Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 


251 L 

Waste oils/sludges (petroleum based) 


Misc. wastes and inorganic chemicals 


263 1 

Misc. waste organic chemicals 


Organic non-halogenated pesticide and herbicide wastes 


122 C 

Alkaline slutions - containing other metals and non-metals (not cyanide) 
148 C 

Misc. wastes and inorganic chemicals 
221 I 

Light fuels 
212 L 

Aliphatic solvents and residues 
145 L 

Wastes from the use of pigments, coatings and paints 


Wastes from the use of pigments, coatings and paints 


222 L 

Heavy fuels 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Description: 

Waste compressed gases including cylinders 

Waste Code: 

Waste Description: 

242 A 

Halogenated pesticides and herbicides 

Waste Code: 

Waste Description: 

121 C 

Alkaline slutions - containing heavy metals 

188 5 of 6 

WSW/175.6 96.9/2.01 United Maiwood Merchants inc. 

8181 CAMPEAU DRIVE U 


KANATA ON 

Generator No.: ON0049636 PO Box No.: 

Status: Country: 

Approval Years: 2013 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 811119 

SIC Description: OTHER AUTOMOTIVE MECHANICAL AND ELECTRICAL REPAIR AND MAINTENANCE 


-Details- 
Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

222 

HEAVY FUELS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

188 6 of 6 

WSW/175.6 96.9/2.01 CANADIAN TIRE ASSOC. STORE #457/UNITED 

MALWOODMERC. 

8181 CAMPEAU DR 

KANATA ON K2T1B7 

Licence No.: 

Detail Licence No.: 
Licence Type Code: 
Licence Type: 

Licence Class: 
Licence Control: 

Trade Name: 

Post Office Box: 

Lot: 

Concession: 

Region: 

District: 

County: 

18256 Operator Box: 

Operator Class: 

23 Operator No.: 

Active Limited Vendor Licence Operator Type: 

01 Operator Lot: 

Oper Concession: 

Operator Region: 

Operator District: 

Operator County: 

Oper Phone Area Cd: 613 

Ext: 

Oper Phone Number: 5995105 

Proponent Ext: 

189 1 of 1 

SSW/176.6 98.9/4.01 Michaels Stores, Inc. 

5617 Hazeldean Rd U 

Ottawa ON 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON9327713 PO Box No.: 

Country: 

2013 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

451130 

SEWING, NEEDLEWORK AND PIECE GOODS STORES 

-Details- 
Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

146 

OTHER SPECIFIED INORGANICS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 
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Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 

190 1 of 1 ENE/177.0 91.7/-3.12 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot- 

Completion Date:: 
Primary Water Use:: 


847735 

Geotechnical/Geological Investigation 

Diamond Drill 

430527 


12.2 
MARCH 
LOT 2 

25-AUG-1971 


—Details— 

Stratum ID: 6558737 

Bottom Depth(m): 0.3 

Stratum ID: 6558738 

Bottom Depth(m): 0.8 

Stratum ID: 6558739 

Bottom Depth(m): 12.2 


Site 


DB 


ON 

Type: 

Status:: 

UTM Zone:: 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

Static Water Level:: 
Sec. Water Use:: 


Borehole 

Decommissioned 


5018871 

93.5 

91.8 


CON 4 
2.1 


BORE 


Top Depth(m): 
Stratum Desc: 

Top Depth(m): 
Stratum Desc: 


0.0 

SANDY TOPSOIL 

0.3 

Sand 


Top Depth(m): 0.8 

Stratum Desc: DESICCATED ZONE MOTTLED GREY- 

BROWN, SAND, BOULDERS UP TO 5in„ 
STIFF TO VERY STIFF. CLAYEY SILT, 
TRACE OF SAND, OCCASIONAL ORGANIC 
MOTTLINGS (SENSITIVE). NUMEROUS 
SEAMS OF SILT AND SAND UP TO 2in. 
THICK. GREY, FIRM 


191 


1 of 1 


WSW/177.6 95.9/1.01 


ON 


Borehole ID: 

807177 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

427948.67 

Northing:: 

5017416.96 

Location Accuracy:: 


Orig. Ground Elev m:: 

-999.9 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

97.6 

Total Depth m:: 

9.1 

Primary Name:: 

AH 4 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

27-APR-1989 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use- 


-Details- 




Stratum ID: 

218591895 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 

Stratum Desc: 

Brown Sand - Gravel 

Stratum ID: 

218591896 

Top Depth(m): 

0.2 

Bottom Depth(m): 

0.4 

Stratum Desc: 

Topsoil 

Stratum ID: 

218591897 

Top Depth(m): 

0.4 

Bottom Depth(m): 

0.6 

Stratum Desc: 

Brown Silt - Sand 

Stratum ID: 

218591898 

Top Depth(m): 

0.6 

Bottom Depth(m): 

7.0 

Stratum Desc: 

Brown to Grey Sand 

Stratum ID: 

218591899 

Top Depth(m): 

7.0 

Bottom Depth(m): 

9.1 

Stratum Desc: 

Dark Grey Silty Clay 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


192 1 of 1 

ENE/178.7 

91.8/-3.02 

ON 

BORE 

Borehole ID: 

847733 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

430487 


Northing:: 

5018848 

Location Accuracy:: 



Orig. Ground Elev m:: 

88.8 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

94 

Total Depth m:: 

27.3 


Primary Name:: 


Township:: 

MARCH 


Concession:: 

CON 3 

Lot:: 

LOT 2 


Municipality: 


Completion Date:: 

10-JUN-1971 


Static Water Level:: 

1.1 

Primary Water Use:: 



Sec. Water Use- 


-Details- 
Stratum ID: 

6558730 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

SANDY TOPSOIL 

Stratum ID: 

6558731 


Top Depth(m): 

0.3 

Bottom Depth(m): 

1.1 


Stratum Desc: 

SAND, BROWN, LOOSE 

Stratum ID: 

6558732 


Top Depth(m): 

1.1 

Bottom Depth(m): 

18.3 


Stratum Desc: 

CLAYEY SILT TO SILTY CLAY, TRACE OF 
SAND, OCC. ORGANIC MOTTLINGS 
(SENSITIVE), (NUMEROUS SEAMS OF SIT 
AND SAND UP TO 2in. THICK). GREY, FIRM 
TO STIFF 

Stratum ID: 

6558733 


Top Depth(m): 

18.3 

Bottom Depth(m): 

27.3 


Stratum Desc: 

HET.MIX.OF SILT, SAND AND GRAVEL, 
TRACE OF CLAY (GLACIAL TILL). GREY, 
VERY DENSE 


193 1 of 1 

WSW/179.4 

97.9/3.01 

ON 

BORE 

Borehole ID: 

848698 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Power auger 


UTM Zone:: 

18 

Easting:: 

426755 


Northing:: 

5016664 

Location Accuracy:: 



Orig. Ground Elev m:: 

-999.9 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

98.9 

Total Depth m:: 

.5 


Primary Name:: 


Township:: 

HUNTLEY 


Concession:: 


Lot:: 

LOT 3 


Municipality: 


Completion Date:: 

02-JUN-1992 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6561906 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.0 


Stratum Desc: 

40mm ASPHALT 

Stratum ID: 

6561907 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.5 


Stratum Desc: 

VERY DENSE BROWN SAND AND GRAVEL 
TRACE SILT BASE AND SUBBASE 

Stratum ID: 

6561908 


Top Depth(m): 

0.5 

Bottom Depth(m): 

0.5 


Stratum Desc: 

STIFF BROWN SILTY CLAY 
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Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 

194 1 of 1 ENE/180.9 92.8/-2.08 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot- 

Completion Date:: 
Primary Water Use:: 


800275 

Geotechnical/Geological Investigation 

Hollow stem auger 

430784.83 


1.5 


28-AUG-1986 


—Details— 

Stratum ID: 218564361 

Bottom Depth(m): 0.2 

Stratum ID: 218564362 

Bottom Depth(m): 0.9 

Stratum ID: 218564363 

Bottom Depth(m): 1.5 


Site 


DB 


ON 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5019002.51 

Orig. Ground Elev m:: 92.3 

DEM Ground Elev m:: 93.4 

Primary Name:: AH.9 

Concession:: 

Municipality: 

Static Water Level:: -999.9 

Sec. Water Use:: 


BORE 


Top Depth(m): 0.0 

Stratum Desc: Dark Brown Topsoil sand silt With: Org M 


Top Depth(m): 0.2 

Stratum Desc: Brown Fill-Misc sand silt With: Cl W Gr W Cob 


Top Depth(m): 0.9 

Stratum Desc: Grey-Brown to Brown clay silt Trace: Sa 


195 1 of 13 

SW/183.0 

97.9/3.01 

SkyWave Mobile Communications 

750 Palladium Drive Suite 368 

Kanata ON K2V 1C7 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON7662848 

2016 

No 

No 

443130 

443130 


PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

Canada 

CO_OFFICIAL 


Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 

Waste Code: 

Waste Description: 


331 

WASTE COMPRESSED GASES 
263 

ORGANIC LABORATORY CHEMICALS 
148 

INORGANIC LABORATORY CHEMICALS 
146 

OTHER SPECIFIED INORGANICS 
212 

ALIPHATIC SOLVENTS 
121 

ALKALINE WASTES - HEAVY METALS 
112 

ACID WASTE - HEAVY METALS 


195 2 of 13 SW/183.0 97.9/3.01 SkyWave Mobile Communications 

750 Palladium Drive Suite 368 
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Kanata ON K2V 1C7 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON7662848 PO Box No.: 

Country: Canada 

2015 Choice of Contact: CO_OFFICIAL 

No Co Admin: 

No Phone No. Admin: 

443130 

443130 

-Details- 
Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

146 

OTHER SPECIFIED INORGANICS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

195 3 of 13 

SW/183.0 97.9/3.01 SkyWave Mobile Communications r 

750 Palladium Drive Suite 368 

Kanata ON K2V1C7 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON7662848 PO Box No.: 

Country: Canada 

2014 Choice of Contact: CO_OFFICIAL 

No Co Admin: 

No Phone No. Admin: 

443130 

443130 

-Details- 
Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

146 

OTHER SPECIFIED INORGANICS 


238 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Waste Code: 148 

Waste Description: INORGANIC LABORATORY CHEMICALS 


195 4 of 13 

SW/183.0 97.9/3.01 

SkyWave Mobile Communications 

750 Palladium Drive Suite 368 

Kanata ON K2V 1C7 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON7662848 

Registered 

As of Dec 2017 

PO Box No.: 

Country: Canada 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

112 C 

Acid solutions - containing heavy metals 


Waste Code: 

Waste Description: 

263 1 

Misc. waste organic chemicals 



Waste Code: 

Waste Description: 

146 R 

Other specified inorganic sludges, slurries or solids 


Waste Code: 

Waste Description: 

148 1 

Misc. wastes and inorganic chemicals 



Waste Code: 

Waste Description: 

331 1 

Waste compressed gases including cylinders 


Waste Code: 

Waste Description: 

121 C 

Alkaline slutions - containing heavy metals 


Waste Code: 

Waste Description: 

212 1 

Aliphatic solvents and residues 



195 5 of 13 

SW/183.0 97.9/3.01 

Trillium Photonics Inc. 

750 Palladium Drive 

Ottawa ON K2V 1C7 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON5192611 

02,03,04 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


195 6 of 13 

SW/183.0 97.9/3.01 

SkyWave Mobile Communications 

750 Palladium Drive 

Kanata ON 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

ON7662848 

2012 

443130 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 
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SIC Description: 

Camera and Photographic Supplies Stores 

195 7 of 13 

SW/183.0 97.9/3.01 SkyWave Mobile Communications r 

750 Palladium Drive U 


Kanata ON 

Generator No.: ON7662848 PO Box No.: 

Status: Country: 

Approval Years: 2013 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 443130 

SIC Description: 


-Details- 
Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

146 

OTHER SPECIFIED INORGANICS 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

WASTE COMPRESSED GASES 

195 8 of 13 

SW/183.0 97.9/3.01 Spirent Communications - DSL Division 

750 Palladium Dr 

Kanata ON K2V 1C7 

Established: 

Plant Size (ft 2 ): 

Employment: 

1973 

10000 

75 

195 9 of 13 

SW/183.0 97.9/3.01 Spirent Communications 

750 Palladium Dr 50 

Kanata ON K2V 1C7 

Established: 

Plant Size (ft 2 ): 

Employment: 

01-NOV-73 

15000 

- Details- 
Description: 

SIC/NAICS Code: 

Research and Development in the Physical, Engineering and Life Sciences 

541710 
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195 10 of 13 

SW/183.0 97.9 / 3.01 Rohde & Schwarz Canada Inc. 

750 Palladium Dr Suite 102 

Kanata ON K2V 1C7 

Established: 

Plant Size (ft 2 ): 

Employment: 

01-JUL-70 

10000 

-Details- 

Description: 

SIC/NAICS Code: 

Professional Machinery, Equipment and Supplies Wholesaler-Distributors 

417930 

Description: 

SIC/NAICS Code: 

Electronic Components, Navigational and Communications Equipment and Supplies Wholesaler-Distributors 
417320 

Description: 

SIC/NAICS Code: 

Industrial Machinery, Equipment and Supplies Wholesaler-Distributors 

417230 

Description: 

SIC/NAICS Code: 

Electronic Components, Navigational and Communications Equipment and Supplies Wholesaler-Distributors 
417320 

195 11 of 13 

SW/183.0 97.9/3.01 Trigence Corp. 

750 Palladium Dr Suite 210 50 ' 

Ottawa ON K2V 1C7 

Established: 

Plant Size (ft 2 ): 

Employment: 

2002 

12 

-Details- 

Description: 

SIC/NAICS Code: 

Software Publishers 

511210 

195 12 of 13 

SW/183.0 97.9 / 3.01 Vocantas Inc. 

750 Palladium Dr Suite 200 

Kanata ON K2V 1C7 

Established: 

Plant Size (ft 2 ): 

Employment: 

01-AUG-03 

-Details- 
Description: 

SIC/NAICS Code: 

Research and Development in the Physical, Engineering and Life Sciences 

541710 

Description: 

SIC/NAICS Code: 

Telephone Apparatus Manufacturing 

334210 

Description: 

SIC/NAICS Code: 

Other Scientific and Technical Consulting Services 

541690 

195 13 of 13 

SW/183.0 97.9/3.01 AppZero Corp. 

750 Palladium Dr Suite 210 

Kanata ON K2V 1C7 

Established: 

Plant Size (ft 2 ): 

Employment: 

01-AUG-02 
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-Details- 


Description: 

Software Publishers 

SIC/NAICS Code: 

511210 


196 1 of 1 

ENE/183.0 

92.2/-2.68 

ON 

BORE 

Borehole ID: 

848662 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

430565 


Northing:: 

5018884 

Location Accuracy:: 



Orig. Ground Elev m:: 

93.5 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

95 

Total Depth m:: 

50.4 


Primary Name:: 


Township:: 

MARCH 


Concession:: 


Lot:: 

LOT 2 


Municipality: 


Completion Date:: 

27-MAY-1971 


Static Water Level:: 

1.1 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6561805 


Top Depth(m): 

0.0 

Bottom Depth(m): 

1.8 


Stratum Desc: 

CLAYEY SILT WITH SAND PARTINGS AND 
LAYERS VERY STIFF 

Stratum ID: 

6561806 


Top Depth(m): 

1.8 

Bottom Depth(m): 

47.5 


Stratum Desc: 

CLAYEY SILT TO SILTY CLAY TRACE OF 
SAND ORGANIC MOTTLINGS SENSITIVE 
NUMEROUS SEAMS OF SILTY SAND UP TO 
4 INCHES THICK THROUGHOUT GREY 
BROWN TO GREY SOFT TO VERY STIFF 

Stratum ID: 

6561807 


Top Depth(m): 

47.5 

Bottom Depth(m): 

50.4 


Stratum Desc: 

HET MIX OF SILT SAND AND GRAVEL 
TRACE OF CLAY GLACIAL TILL VERY 

DENSE 


197 


1 of 1 


ENE/183.2 90.8/-4.04 


ON 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


847737 

Geotechnical/Geological Investigation 

Diamond Drill 

430432 


11.6 
MARCH 
LOT 2 

26-AUG-1971 


Type: 

Status:: 

UTM Zone:: 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

Static Water Level:: 
Sec. Water Use:: 


Borehole 

Decommissioned 

18 

5018813 

94.1 

91.6 

CON 3 


2.7 


-Details- 

Stratum ID: 6558743 

Bottom Depth(m): 0.0 


Top Depth(m): 0.0 

Stratum Desc: SANDY TOPSOIL 


Stratum ID: 6558744 

Bottom Depth(m): 1.1 


Top Depth(m): 0.0 

Stratum Desc: SAND, BROWN, COMPACT 


Stratum ID: 6558745 


Top Depth(m): 
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Records Distance (m) (m) 


Bottom Depth(m): 

11.6 

Stratum Desc: 

DESICCATED ZONE, MOTTLED GREY- 
BROWN, VERY STIFF TO STIFF. CLAYEY 
SILT TO SILTY CLAY, TRACE OF SAND, 

OCC. ORGANIC MOTTLINGS (SENSITIVE). 
NUMEROUS SAND AND SILT SEAMS AND 
LAYERS UP TO 6in. THICK THROUGHOUT. 
GREY, FIRM TO STIFF. 

198 1 of 1 


WSW/183.3 98.9/4.05 255 Kanata Ave 

EHS 



Ottawa ON K2T1K5 

Postal Code: 


K2T1K5 


City: 

Address2: 


Ottawa 


Addressl: 


255 Kanata Ave 


Provstate: 


ON 


Order No.: 


20150401122 


Addit. Info Ordered:: 


City Directory 


Report Date: 


09-APR-15 


Report Type: 


Standard Report 


Search Radius (km): 


.25 



199 1 of 1 

SW/183.4 

98.9/4.01 

ON 


BORE 

Borehole ID: 

807501 


Type: 

Borehole 


Use: 

Geotechnical/Geological Investigation 

Status:: 



Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 


Easting:: 

428232.78 


Northing:: 

5016003.8 


Location Accuracy:: 



Orig. Ground Elev m:: 

96.4 


Elev. Reliability Note:: 



DEM Ground Elev m:: 

95.4 


Total Depth m:: 

1.5 


Primary Name:: 

AH 7 


Township:: 



Concession:: 



Lot:: 



Municipality: 



Completion Date:: 

19-JUN-1990 


Static Water Level:: 

-999.9 


Primary Water Use:: 



Sec. Water Use- 



-Details- 
Stratum ID: 

218593126 


Top Depth(m): 

0.0 


Bottom Depth(m): 

0.4 


Stratum Desc: 

Topsoil 


Stratum ID: 

218593127 


Top Depth(m): 

0.4 


Bottom Depth(m): 

1.1 


Stratum Desc: 

Brown Silt - Sand 


Stratum ID: 

218593128 


Top Depth(m): 

1.1 


Bottom Depth(m): 

1.5 


Stratum Desc: 

Brown Silt - Sand 



200 1 of 1 

ENE/185.3 92.7/-2.14 

ON 

BORE 

Borehole ID: 

848663 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

430590 

Northing:: 

5018895 

Location Accuracy:: 


Orig. Ground Elev m:: 

93 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

95.2 

Total Depth m:: 

52 

Primary Name:: 


Township:: 

NEPEAN 

Concession:: 


Lot:: 

ROAD 

Municipality: 


Completion Date:: 

25-MAY-1971 

Static Water Level:: 

1.3 
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Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

Bottom Depth(m): 

6561811 

52.0 


Top Depth(m): 

Stratum Desc: 

50.0 

BANDED GNEISS BEDROCK SOUND 

Stratum ID: 

Bottom Depth(m): 

6561808 

1.8 


Top Depth(m): 

Stratum Desc: 

0.0 

ROADWAY FILL CLAYEY SILT SANDY SILT 
LAYRS FIRM 

Stratum ID: 

Bottom Depth(m): 

6561809 

45.3 


Top Depth(m): 

Stratum Desc: 

1.8 

SILTY CLAY TRACE OF SAND ORGANIC 
MOTTLINGS SENSITIVE NUMEROUS 

SEAMS OF SILTY SAND UP TO 2 INCHES 
THICK THROUGHOUT GREY BROWN TO 
GREY SOFT TO VERY STIFF 

Stratum ID: 

Bottom Depth(m): 

6561810 

50.0 


Top Depth(m): 

Stratum Desc: 

45.3 

HET MIX OF SILT SAND AND GRAVEL 
TRACE OF CLAY TLACIAL TILL COMPACT 
TO VERY DENSE 

201 1 of 1 

ENE/185.5 

92.9/-1.99 

ON 

BORE 

Borehole ID: 

Use: 

Drill Method:: 

Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot- 

Completion Date:: 
Primary Water Use:: 

847217 

Geotechnical/Geological Investigation 

Diamond Drill 

430624 

NEPEAN 

LOTI 

18-FEB-1966 

Type: 

Status:: 

UTM Zone:: 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 
Primary Name:: 
Concession:: 
Municipality: 

Static Water Level:: 
Sec. Water Use- 

Borehole 

Decommissioned 

18 

5018913 

92.8 

92.2 

CON 2 ON OTTAWA RIVER 

.6 

-Details- 
Stratum ID: 

Bottom Depth(m): 

6556051 

39.1 


Top Depth(m): 

Stratum Desc: 

37.6 

GNEISS BEDROCK 

Stratum ID: 

Bottom Depth(m): 

6556046 

2.4 


Top Depth(m): 

Stratum Desc: 

0.0 

MOTTLED, TOPSOIL, CLAY WITH LAYERS 
OF SILTY SAND SOFT TO FIRM 

Stratum ID: 

Bottom Depth(m): 

6556048 

16.8 


Top Depth(m): 

Stratum Desc: 

2.4 

DARK BLUE, CLAYEY SILT TO SILTY CLAY 
WITH SAND SEAMS, TRACES OF 
ORGANICS. VERY SOFT TO STIFF 

Stratum ID: 

Bottom Depth(m): 

6556050 

37.6 


Top Depth(m): 

Stratum Desc: 

16.8 

BROWN, GLACIAL TILL (HET. MIXTURE OF 
CLAY, SILT, SAND AND GRAVEL) 

202 1 of 1 

WSW/185.5 

98.9/4.01 

Canadian Shield Ave & Maritime Way „ 

Ottawa ON 

Postal Code: 

City: 

Address2: 

Addressl: 
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Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20120512001 

5/23/2012 

Standard Report 

0.25 



203 1 of 1 

SW/185.7 104.8/9.98 

ON 

BORE 

Borehole ID: 

847962 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

428497 

Northing:: 

5017348 

Location Accuracy:: 


Orig. Ground Elev m:: 

100 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

105 

Total Depth m:: 

4.9 

Primary Name:: 


Township:: 

MARCH 

Concession:: 

CON 2 

Lot:: 

LOT 2 

Municipality: 


Completion Date:: 
Primary Water Use:: 

-Details- 

22-JUN-1971 

Static Water Level:: 
Sec. Water Use:: 

.9 

Stratum ID: 

6559405 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

TOPSOIL 

Stratum ID: 

6559406 

Top Depth(m): 

0.3 

Bottom Depth(m): 

3.4 

Stratum Desc: 

SILTY CLAY WITH SOME SAND. STIFF. 
GREY. GLACIAL TILL-FIRM 

Stratum ID: 

6559407 

Top Depth(m): 

3.4 

Bottom Depth(m): 

4.9 

Stratum Desc: 

BEDROCK. SANDSTONE. SOUND. LIGHT 
GREY. 


204 1 of 1 

SSW/185.9 101.6/6.70 

North side of Hazeldean Road west of the Carp 

River 

Ottawa ON 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20080319037 

3/31/2008 

Custom Report 

0.25 



205 1of3 

SW/187.0 97.8/2.98 

Royal Canadian Legion 

86 Aird Place, Kanata 

Ottawa ON 

CA 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

5008-6FBQ6U 

2005 

8/22/2005 

Municipal and Private Sewage Works 
Approved 
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Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

Contaminants:: 

Emission Control:: 

205 2 of 3 

SW/187.0 97.8/2.98 

Royal Canadian Legion 




86 Aird Place, Kanata 

ECA 



Ottawa ON K2P 0R7 


Approval No: 

5008-6FBQ6U 

SWP Area Name: Mississippi Valley 


Status: 

Approved 

MOE District: Ottawa 


Date: 

2005-08-22 

City: 


Record Type: 

ECA 

Latitude: 45.310897999999995 


Link Source: 

IDS 

Longitude: -75.9003 


Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/4331-6DNJP3-14.pdf 



205 3 of 3 

SW/187.0 97.8/2.98 

Legion Magazine 

86 Aird PI 

Kanata ON K2L 0A1 

SCT 

Established: 

Plant Size (ft 2 ): 
Employment: 

01-SEP-72 



-Details- 

Description: 

SIC/NAICS Code: 

Periodical Publishers 

511120 




206 1 of 1 

WNW/187.3 

94.9/0.01 

ESSEN SERVICES 

36 CAMBRAYLANE 

KANATA ON K2K3C3 

PES 

Licence No.: 

08751 


Operator Box: 


Detail Licence No.: 



Operator Class: 


Licence Type Code: 

02 


Operator No.: 


Licence Type: 

Active Operator Licence 


Operator Type: 


Licence Class: 

01 


Operator Lot: 


Licence Control: 



Oper Concession: 


Trade Name: 



Operator Region: 


Post Office Box: 



Operator District: 


Lot: 



Operator County: 


Concession: 



Oper Phone Area Cd: 416 


Region: 



Ext: 


District: 



Oper Phone Number: 8177378 


County: 



Proponent Ext: 



207 1 of 1 

ENE/189.2 92.9/-1.99 

ON 


BORE 

Borehole ID: 

Use: 

800272 

Geotechnical/Geological Investigation 

Type: 

Status:: 

Borehole 


Drill Method:: 

Hollow stem auger 

UTM Zone- 

18 


Easting:: 

430726.6 

Northing:: 

5018963.1 
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Location Accuracy:: 


Orig. Ground Elev m:: 

93.1 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

92.2 

Total Depth m:: 

1.5 

Primary Name:: 

AH.8 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

28-AUG-1986 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

218564350 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 

Stratum Desc: 

Dark Brown Topsoil sand silt With: Org M 

Stratum ID: 

218564351 

Top Depth(m): 

0.2 

Bottom Depth(m): 

1.5 

Stratum Desc: 

Brown to Grey Loose Fill-Misc sand silt With: 
Gr W Cob CHANGES TO CLAYEY SILT 


208 1 of 1 

Approval No: 

Status: 

Date: 

Record Type: 

Link Source: 

Full Address: 

Project Type: 

Approval Type: 

Full PDF Link: 

NNE/189.8 90.61-4.30 OTTAWA GREENBELT CONSTRUCTION 

COMPANY LIMITED * 

ON 

R-009-4110222691 SWP Area Name: Mississippi Valley 

REGISTERED MOE District: Ottawa 

2017-08-31 City: 

EASR Latitude: 45.322500000000005 

MOFA Longitude: -75.88944444 

Water Taking - Construction Dewatering 

EASR-Water Taking - Construction Dewatering 

http://www.accessenvironment.ene.gov.on. ca/AEWeb/ae/ViewDocument.action?documentReflD=2042462 

209 1 of 1 

SW/190.4 100.9/6.01 

ON 

BORE 

Borehole ID: 

Use: 

609648 

Type: 

Status:: 

Borehole 

Drill Method:: 


UTM Zone:: 

18 

Easting:: 

427021 

Northing:: 

5016142 

Location Accuracy:: 


Orig. Ground Elev m:: 

100 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

100 

Total Depth m:: 
Township:: 

Lot:: 

-999 

Primary Name:: 

Concession:: 

Municipality: 


Completion Date:: 
Primary Water Use:: 


Static Water Level:: 
Sec. Water Use:: 

6.1 

-Details- 

Stratum ID: 

218383720 

Top Depth(m): 

0.0 

Bottom Depth(m): 

12.2 

Stratum Desc: 

CLAY. 

Stratum ID: 

218383721 

Top Depth(m): 

12.2 

Bottom Depth(m): 

12.8 

Stratum Desc: 

SAND. WATER STABLE AT 310.0 FEET. 

Stratum ID: 

218383722 

Top Depth(m): 

12.8 

Bottom Depth(m): 

13.7 

Stratum Desc: 

GRAVEL. 

Stratum ID: 

218383723 

Top Depth(m): 

13.7 

Bottom Depth(m): 


Stratum Desc: 

BEDROCK,LIMESTONE. . BEDROCK. 
SEISMIC VELOCITY = 15000. BEDROCK. 


SEISMIC VELOCITY = 1700 


247 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 

Site 

DB 


210 1 of 10 

WSW/190.5 96.6/1.70 

8181 Campeau Drive 
n/a ON K2T 1B7 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20070522030W 

5/22/2007 

CAN - Online Mapless 

0.25 



210 2 of 10 

WSW/190.5 96.6/1.70 

CANADIAN TIRE 

8181 CAMPEAU DRIVE 

KANATAON K2T1B7 

GEN 

Generator No.: 

Status: 

Approval Years: 

Contam. Facility: 

MHSW Facility: 

SIC Code: 

SIC Description: 

ON0049636 

00,01,04,05,06 

6531 

HARDWARE STORES 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 



Waste Code: 

Waste Description: 

221 

LIGHT FUELS 



Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 


Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 


Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 


Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 



Waste Code: 

Waste Description: 

222 

HEAVY FUELS 



Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 


Waste Code: 

Waste Description: 

WASTE COMPRESSED GASES 



210 3 of 10 

WSW/190.5 96.6/1.70 

Canadian Tire #457 

8181 CAMPEAU DRIVE 

KANATA ON K2T1B7 

GEN 

Generator No.: 

Status: 

ON0049636 

PO Box No.: 

Country: 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Approval Years: 07,08 

Contam. Facility: 

Choice of Contact: 

Co Admin: 


MHSW Facility: Phone No. Admin: 

SIC Code: 811119 


SIC Description: 

Other Automotive Mechanical and Electrical Repair and Maintenance 

-Details- 
Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

222 

HEAVY FUELS 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

210 4 of 10 

WSW/190.5 96.6/1.70 United Maiwood Merchants inc. 

8181 CAMPEAU DRIVE UkN 


KANATA ON K2T1B7 

Generator No.: ON0049636 PO Box No.: 

Status: Country: 

Approval Years: 2009 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 811119 

SIC Description: Other Automotive Mechanical and Electrical Repair and Maintenance 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

-Details- 
Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

222 

HEAVY FUELS 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

210 5 of 10 

WSW/190.5 96.6/1.70 United Maiwood Merchants inc. 

8181 CAMPEAU DRIVE 


KANATA ON K2T 1B7 

Generator No.: ON0049636 PO Box No.: 

Status: Country: 

Approval Years: 2010 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 811119 


SIC Description: 

Other Automotive Mechanical and Electrical Repair and Maintenance 

-Details- 
Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

222 

HEAVY FUELS 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

210 6 of 10 

WSW/190.5 96.6/1.70 United Maiwood Merchants inc. 

8181 CAMPEAU DRIVE U 


KANATA ON K2T1B7 

Generator No.: ON0049636 PO Box No.: 

Status: Country: 

Approval Years: 2011 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 811119 

SIC Description: Other Automotive Mechanical and Electrical Repair and Maintenance 


-Details- 
Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

213 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Description: 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

222 

HEAVY FUELS 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

WASTE COMPRESSED GASES 

210 7 of 10 

WSW/190.5 96.6/1.70 United Maiwood Merchants inc. 

8181 CAMPEAU DRIVE ^ 


KANATA ON K2T1B7 

Generator No.: ON0049636 PO Box No.: 

Status: Country: 

Approval Years: 2012 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 811119 


SIC Description: 

Other Automotive Mechanical and Electrical Repair and Maintenance 

-Details- 
Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 


252 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

222 

HEAVY FUELS 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

121 

ALKALINE WASTES - HEAVY METALS 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 


210 8 of 10 

WSW/190.5 

96.6/1.70 

CANADIAN TIRE ASSOC. STORE #457/UNITED 
MALWOOD MERC. 

8181 CAMPEAU DRIVE 

KANATAON K2T1B7 

PES 

Licence No.: 

11069 


Operator Box: 


Detail Licence No.: 

23-01-11069-0 


Operator Class: 


Licence Type Code: 

23 


Operator No.: 


Licence Type: 

Limited Vendor 


Operator Type: 


Licence Class: 

01 


Operator Lot: 


Licence Control: 

0 


Oper Concession: 


Trade Name: 



Operator Region: 4 


Post Office Box: 



Operator District: 2 


Lot: 



Operator County: 15 


Concession: 



Oper Phone Area Cd: 


Region: 

4 


Ext: 


District: 

2 


Oper Phone Number: 


County: 

15 


Proponent Ext: 


210 9 of 10 

WSW/190.5 

96.6/1.70 

CANADIAN TIRE ASSOC. STORE #457/UNITED 
MALWOOD MERC. 

8181 CAMPEAU DR 

KANATA ONK2T1B7 

PES 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Licence No.: 

Operator Box: 

Detail Licence No.: 

Operator Class: 

Licence Type Code: 23 

Operator No.: 

Licence Type: Limited Vendor 

Operator Type: 

Licence Class: 

Operator Lot: 

Licence Control: 

Oper Concession: 

Trade Name: 

Operator Region: 

Post Office Box: 

Operator District: 

Lot: 

Operator County: 

Concession: 

Oper Phone Area Cd: 

Region: 

Ext: 

District: 

Oper Phone Number: 

County: 

Proponent Ext: 


210 10 of 10 WSW/190.5 

96.6/1.70 

CANADIAN TIRE ASSOC. STORE #457/UNITED 
MALWOOD MERC. 

8181 CAMPEAU DR 

KANATA ONK2T1B7 

PES 

Licence No.: 


Operator Box: 


Detail Licence No.: 


Operator Class: 


Licence Type Code: 


Operator No.: 


Licence Type: Vendor 


Operator Type: 


Licence Class: 


Operator Lot: 


Licence Control: 


Oper Concession: 


Trade Name: 


Operator Region: 


Post Office Box: 


Operator District: 


Lot: 


Operator County: 


Concession: 


Oper Phone Area Cd: 


Region: 


Ext: 


District: 


Oper Phone Number: 


County: 


Proponent Ext: 



211 1of21 

SW/192.9 98.9/4.01 

1635-1655 Maple Grove Road 

EHS 



Ottawa ON 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 

20140605074 



Report Date: 

13-JUN-14 



Report Type: 

Standard Report 



Search Radius (km): 

.25 




211 


2 of 21 


Instance No: 

Instance ID: 

Instance Type: 
Description: 

Status: 

TSSA Program Area: 
Maximum Hazard Rank: 
Facility Type: 


SW/192.9 98.9/4.01 


REGIONAL MUNICIPALITY OF OTTAWA 
CARLETON ATTN : MARC LEVESQUE 
1655 MAPLE GROVE RD 
KANATA ON K2V 1B7 


11112268 

FS Liquid Fuel Tank 
EXPIRED 
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Map Key Number of 

Records 

Direction/ 
Distance (m) 

Elev/Diff 

(m) 

Site 

DB 

Expired Date: 

12/30/2008 




211 3 of 21 

SW/192.9 

98.9/4.01 

REGIONAL MUNICIPALITY OF OTTA WA 
CARLETON ATTN : MARC LEVESQUE 

1655 MAPLE GROVE RD 

KANATA ON K2V 1B7 

EXP 

Instance No: 

Instance ID: 

Instance Type: 

Description: 

Status: 

TSSA Program Area: 

Maximum Hazard Rank: 
Facility Type: 

Expired Date: 

11112239 

FS Liquid Fuel Tank 

EXPIRED 

12/30/2008 




211 4 of 21 

SW/192.9 

98.9/4.01 

REGIONAL MUNICIPALITY OF OTTAWA 
CARLETON ATTN: MARC LEVESQUE 

1655 MAPLE GROVE RD 

KANATA ON 

EXP 

Instance No: 

Instance ID: 

Instance Type: 

Description: 

Status: 

TSSA Program Area: 

Maximum Hazard Rank: 
Facility Type: 

Expired Date: 

11112284 

69244 

FS Piping 

FS Piping 

EXPIRED 




211 5 of 21 

SW/192.9 

98.9/4.01 

REGIONAL MUNICIPALITY OF OTTAWA 
CARLETON ATTN : MARC LEVESQUE 

1655 MAPLE GROVE RD 

KANATA ON 

EXP 

Instance No: 

Instance ID: 

Instance Type: 

Description: 

Status: 

TSSA Program Area: 

Maximum Hazard Rank: 
Facility Type: 

Expired Date: 

11112254 

70274 

FS Piping 

FS Piping 

EXPIRED 




211 6 of 21 

SW/192.9 

98.9/4.01 

REGIONAL MUNICIPALITY OF OTTAWA 
CARLETON ATTN: MARC LEVESQUE 

1655 MAPLE GROVE RD 

KANATA ONK2V1B7 

FSTH 

License Issue Date: 

Tank Status: 

Tank Status As Of: 

Operation Type: 

Facility Type: 

3/19/1992 

Licensed 

August 2007 

Private Fuel Outlet 

Gasoline Station - Self Serve 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


-Details- 


Status: 

Active 

Year of Installation: 

1992 

Corrosion Protection: 


Capacity: 

25000 

Tank Fuel Type: 

Liquid Fuel Single Wall UST - Gasoline 

Status: 

Active 

Year of Installation: 

1992 

Corrosion Protection: 


Capacity: 

25000 

Tank Fuel Type: 

Liquid Fuel Single Wall UST - Diesel 


211 7 of 21 

SW/192.9 98.9/4.01 REGIONAL MUNICIPALITY OF OTTAWA 



CARLETON ATTN : MARC LEVESQUE 

FSTH 


1655 MAPLE GROVE RD 



KANATA ON K2V 1B7 


License Issue Date: 

3/19/1992 


Tank Status: 

Licensed 


Tank Status As Of: 

December 2008 


Operation Type: 

Private Fuel Outlet 


Facility Type: 

Gasoline Station - Self Serve 


-Details- 



Status: 

Active 


Year of Installation: 

1992 


Corrosion Protection: 



Capacity: 

25000 


Tank Fuel Type: 

Liquid Fuel Single Wall UST - Gasoline 


Status: 

Active 


Year of Installation: 

1992 


Corrosion Protection: 



Capacity: 

25000 


Tank Fuel Type: 

Liquid Fuel Single Wall UST - Diesel 



211 8 of 21 

SW/192.9 98.9/4.01 

OTTAWA-CARLETON, REG. MUN. OF 

1655 MAPLE GROVE 

KANATA ON K2V1B7 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON0303121 

92,93,96,97 

8371 

TRANSPORTATION ADMIN 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 



Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 



Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 
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Map Key Number of 

Records 

Direction/ Elev/Diff 

Distance (m) (m) 

Site 

DB 

211 9 of 21 


SW/192.9 98.9 / 4.01 

OTTA WA-CALRLETON, REG. MUN. OF 29-602 

1655 MAPLE GROVE, KANATA C/O 111 LISGAR 

ST., CARTIER SQUARE 

OTTAWA ON K2V1B7 

GEN 

Generator No.: 

Status: 

Approval Years: 

Contam. Facility: 

MHSW Facility: 

SIC Code: 

SIC Description: 

ON0303121 

94,95 

8371 

TRANSPORTATION ADMIN 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 


213 

PETROLEUM DISTILLATES 



Waste Code: 

Waste Description: 


252 

WASTE OILS & LUBRICANTS 




211 10 of 21 SW/192.9 98.9/4.01 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ON0303121 


8371 

TRANSPORTATION ADMIN. 


OTTAWA-CARLTON, REGIONAL MUNICIPALITY 
OF 

1655 MAPLE GROVE 
KANATA ONK2V1B7 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details— 

Waste Code: 213 

Waste Description: PETROLEUM DISTILLATES 


Waste Code: 251 

Waste Description: OIL SKIMMINGS & SLUDGES 


Waste Code: 252 

Waste Description: WASTE OILS & LUBRICANTS 


211 11 of 21 

SW/192.9 98.9/4.01 

OTTAWA-CARLTON, REGIONAL MUNICIPALITY 

OF 

1655 MAPLE GROVE ROAD 

KANATA ON K2V1B7 

GEN 

Generator No.: 

ON0303121 

PO Box No.: 


Status: 


Country: 


Approval Years: 

99 

Choice of Contact: 


Contam. Facility: 


Co Admin: 


MHSW Facility: 

SIC Code: 

8371 

Phone No. Admin: 


SIC Description: 

TRANSPORTATION ADMIN. 




-Details- 

Waste Code: 145 

Waste Description: PAINT/PIGMENT/COATING RESIDUES 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

269 

NON-HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

Waste Code: 

Waste Description: 

WASTE COMPRESSED GASES 

211 12 of 21 

SW/192.9 98.9/4.01 OTTAWA-(SEE & USE ON0136225)ICIPALITY OF 

1655 MAPLE GROVE ROAD 


KANATA ON K2V1B7 

Generator No.: ON0303121 PO Box No.: 

Status: Country: 

Approval Years: 00,01 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 


SIC Code: 8371 

SIC Description: 

TRANSPORTATION ADMIN. 

-Details- 
Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 
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Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

269 

NON-HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

211 13 of 21 

SW/192.9 98.9 / 4.01 OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 


KANATA ON 

Generator No.: ONOI36225 PO Box No.: 

Status: Country: 

Approval Years: 03,04,05,06,07,08 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 913910 

SIC Description: Other Municipal Public Administration 


-Details- 
Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

269 

NON-HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

Waste Code: 

Waste Description: 

254 

TRANSFER STATION OILS WASTES 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

251 


259 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 








Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Description: 

OIL SKIMMINGS & SLUDGES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

BRINES, CHLOR-ALKALI WASTES 

211 14 of 21 

SW/192.9 98.9/4.01 OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 


KANATA ON K2V 1B7 

Generator No.: ONOI36225 PO Box No.: 

Status: Country: 

Approval Years: 2009 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 913910 

SIC Description: Other Local Municipal and Regional Public Administration 


-Details- 
Waste Code: 

Waste Description: 

BRINES, CHLOR-ALKALI WASTES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

254 

TRANSFER STATION OILS WASTES 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 


260 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 








Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Waste Code: 

Waste Description: 


221 

LIGHT FUELS 


211 15 of 21 


SW/192.9 98.9 / 4.01 OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ON K2V 1B7 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ONOI36225 PO Box No.: 

Country: 

2010 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

913910 

Other Local Municipal and Regional Public Administration 


-Details- 
Waste Code: 

Waste Description: 


148 

INORGANIC LABORATORY CHEMICALS 


Waste Code: 

Waste Description: 


221 

LIGHT FUELS 


Waste Code: 

Waste Description: 


145 

PAINT/PIGMENT/COATING RESIDUES 


Waste Code: 

Waste Description: 


213 

PETROLEUM DISTILLATES 


Waste Code: 

Waste Description: 


251 

OIL SKIMMINGS & SLUDGES 


Waste Code: 

Waste Description: 


135 

REACTIVE ANION WASTES 


Waste Code: 

Waste Description: 


252 

WASTE OILS & LUBRICANTS 


Waste Code: 

Waste Description: 


133 

BRINES, CHLOR-ALKALI WASTES 


Waste Code: 

Waste Description: 


262 

DETERGENTS/SOAPS 


Waste Code: 

Waste Description: 


263 

ORGANIC LABORATORY CHEMICALS 


Waste Code: 

Waste Description: 


254 

TRANSFER STATION OILS WASTES 


Waste Code: 

Waste Description: 


212 

ALIPHATIC SOLVENTS 


Waste Code: 

Waste Description: 


331 

WASTE COMPRESSED GASES 


211 16 of 21 


SW/192.9 98.9/4.01 City of Ottwa 

1655 Maple Grove Rd 

Ottawa ON K2V1B7 

GEN 

Generator No.: 

Status: 

ON8083606 PO Box No.: 

Country: 



261 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

2011 

913150 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


211 17of21 


SW/192.9 98.9/4.01 OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ONK2V1B7 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON0136225 PO Box No.: 

Country: 

2011 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

913910 

Other Local Municipal and Regional Public Administration 


-Details- 
Waste Code: 

Waste Description: 


263 

ORGANIC LABORATORY CHEMICALS 


Waste Code: 

Waste Description: 


133 

BRINES, CHLOR-ALKALI WASTES 


Waste Code: 

Waste Description: 


145 

PAINT/PIGMENT/COATING RESIDUES 


Waste Code: 

Waste Description: 


262 

DETERGENTS/SOAPS 


Waste Code: 

Waste Description: 


212 

ALIPHATIC SOLVENTS 


Waste Code: 

Waste Description: 


251 

OIL SKIMMINGS & SLUDGES 


Waste Code: 

Waste Description: 


221 

LIGHT FUELS 


Waste Code: 

Waste Description: 


148 

INORGANIC LABORATORY CHEMICALS 


Waste Code: 

Waste Description: 


213 

PETROLEUM DISTILLATES 


Waste Code: 

Waste Description: 


135 

REACTIVE ANION WASTES 


Waste Code: 

Waste Description: 


254 

TRANSFER STATION OILS WASTES 


Waste Code: 

Waste Description: 


331 

WASTE COMPRESSED GASES 


Waste Code: 

Waste Description: 


252 

WASTE OILS & LUBRICANTS 


211 18 of 21 


SW/192.9 98.9/4.01 OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD 

KANATA ONK2V1B7 

GEN 


262 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ONOI36225 PO Box No.: 

Country: 

2012 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

913910 

Other Local Municipal and Regional Public Administration 

—Details— 

Waste Code: 

Waste Description: 

133 

BRINES, CHLOR-ALKALI WASTES 

Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

254 

TRANSFER STATION OILS WASTES 

Waste Code: 

Waste Description: 

135 

REACTIVE ANION WASTES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

211 19 of 21 

SW/192.9 98.9/4.01 OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD ^ 

KANAT A ON 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ONOI 36225 PO Box No.: 

Country: 

2013 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

913910 


-Details- 


263 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 








Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Code: 

Waste Description: 

135 

REACTIVE ANION WASTES 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

133 

BRINES, CHLOR-ALKALI WASTES 

Waste Code: 

Waste Description: 

254 

TRANSFER STATION OILS WASTES 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

211 20 of 21 

SW/192.9 98.9/4.01 CITY OF OTTAWA 

1655 Maple Grove Road 


Ottawa ON K2V1B7 

NPRI ID: 8800001997 Org ID: 

Other ID: Submit Date: 

No Other ID: Last Modified: 

Track ID: Contact ID: 

Report ID: Cont Type: MED 

Report Type: Contact Title: Mr. 

Rpt Type ID: Cont First Name: Bill 

Report Year: 2004 Cont Last Name: Falls 

Not-Current Rpt?: Contact Position: Property Manager 

Yr of Last Filed Rpt: Contact Fax: 

Fac ID: Contact Ph.: 

Fac Name: MAPLE GROVE DEPOT Cont Area Code: 613 

FacAddressI: Contact Tel.: 5802424 

Fac Address2: Contact Ext.: 33560 

Fac Postal Zip: Cont Fax Area Cde: 

Facility Lat: Contact Fax: 

Facility Long: Contact Email: 

DLS (Last Filed Rpt): Latitude: 

Facility DLS: Longitude: 

Datum: UTM Zone: 

Facility Cmnts: UTM Northing: 


264 
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Order No: 20180221105 







Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


URL: 

No of Empl.: 25 

Parent Co.: 

No Parent Co.: 

Pollut Prev Cmnts: 

Stacks: 

No of Stacks: 

Canadian SIC Code (2 digit): 
Canadian SIC Code: 

SIC Code Description: 
American SIC Code: 

NAICS Code (2 digit): 

NAICS 2 Description: 

NAICS Code (4 digit): 

NAICS 4 Description: 

NAICS Code (6 digit): 

NAICS 6 Description: 


UTM Easting: 
Waste Streams: 
No Streams: 
Waste OffSites: 
No OffSites: 
Shutdown: 

No of Shutdown: 


53 

Real Estate and Rental and Leasing 
5311 

Lessors of Real Estate 
531120 

Lessors of Non-Residential Buildings (except Mini-Warehouses) 


DB 


Substance Release Report 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 


630-08-0 

2004 

Carbon monoxide 


tonnes 

811-97-2 

2004 

HFC-134a Hydrofluorocarbon 


tonnes 
NA - M08 
2004 

PM - Total Particulate Matter 


tonnes 

10024-97-2 

2004 

Nitrous oxide 


tonnes 

7446-09-5 

2004 

Sulphur dioxide 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Water: 

Land: 

Total Releases: 

Units: 

tonnes 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

74-82-8 

2004 

Methane 

tonnes 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

11104-93-1 

2004 

Nitrogen oxides (expressed as N02) 

tonnes 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

124-38-9 

2004 

Carbon dioxide 

tonnes 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

NA - M09 

2004 

PM10 - Particulate Matter <= 10 Microns 

tonnes 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

NA - Ml 6 

2004 

Volatile Organic Compounds (VOCs) 

tonnes 

CAS No: 

Report ID: 

Rpt Period: 

Subst Released: 

Air: 

Water: 

Land: 

Total Releases: 

Units: 

NA-M10 

2004 

PM2.5 - Particulate Matter <= 2.5 Microns 

tonnes 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


211 21 of 21 


SW/192.9 

98.9/4.01 

REGIONAL MUNICIPALITY OF OTTAWA 
CARLETON ATTN: DO 

1655 MAPLE GROVE RD 

KANATA ONK2V1B7 

PRT 

Location ID: 

Type: 

Expiry Date: 

Capacity (L): 

Licence #: 


19972 

private 

50000.00 

0076359371 




212 1 of 1 


SSW/194.8 

99.9/5.01 

Part of Lot 28, Cone 12 

Goulbourn (Ottawa-Carlton) ON 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 


20070920030 

10/1/2007 

CAN - WDS Report 
0.5 




213 lot 6 


SSW/195.2 

101.9/7.01 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON6032478 

2012 

541940 

Veterinary Services 


PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


213 2of6 


SSW/195.2 

101.9/7.01 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON6032478 

2013 

541940 

VETERINARY SERVICES 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 


261 

PHARMACEUTICALS 



Waste Code: 

Waste Description: 


312 

PATHOLOGICAL WASTES 



213 3of6 


SSW/195.2 

101.9/7.01 

Hazeldean Animal Hospital Professional 
Corporation 

GEN 
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Map Key Number of 

Records 

Direction/ Elev/Diff 

Distance (m) (m) 

Site 




5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

Generator No.: 

Status: 

Approval Years: 

Contam. Facility: 

MHSW Facility: 

SIC Code: 

SIC Description: 

ON6032478 

2016 

No 

No 

541940 

VETERINARY SERVICES 

PO Box No.: 

Country: Canada 

Choice of Contact: CO_ADMIN 

Co Admin: Lawana B Adepoju 

Phone No. Admin: 613-831 -8788 Ext. 

-Details- 
Waste Code: 

Waste Description: 


261 

PHARMACEUTICALS 


Waste Code: 

Waste Description: 


312 

PATHOLOGICAL WASTES 



213 4 of 6 

SSW/195.2 101.9/7.01 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON6032478 

2015 

No 

No 

541940 

VETERINARY SERVICES 

PO Box No.: 

Country: Canada 

Choice of Contact: CO_ADMIN 

Co Admin: Lawana B Adepoju 

Phone No. Admin: 613-831 -8788 Ext. 


-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 



Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 




213 5 of 6 

SSW/195.2 101.9/7.01 

Hazeldean Animal Hospital 

5685 Hazeldean Road Unit 4 

Stittsville ON K2S 0P6 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON6032478 

2014 

No 

No 

541940 

VETERINARY SERVICES 

PO Box No.: 

Country: Canada 

Choice of Contact: CO_ADMIN 

Co Admin: Lawana B Adepoju 

Phone No. Admin: 613-831 -8788 Ext. 


-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 



Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 




213 6 of 6 SSW/195.2 101.9/7.01 Hazeldean Animal Hospital Professional 

Corporation 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 




5685 Hazeldean Road Unit 4 
Stittsville ON K2S 0P6 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON6032478 

Registered 

As of Dec 2017 

PO Box No.: 

Country: Canada 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

-Details- 
Waste Code: 

Waste Description: 

261 A 

Pharmaceuticals 


Waste Code: 

Waste Description: 

312 P 

Pathological wastes 



214 lofl 

ENE/195.4 

67.0/-27.84 

ON 

BORE 

Borehole ID: 

802922 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

434131.75 


Northing:: 

5021130.96 

Location Accuracy:: 



Orig. Ground Elev m:: 

65.9 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

68.1 

Total Depth m:: 

4.4 


Primary Name:: 

BH 23 

Township:: 



Concession:: 


Lot- 



Municipality: 


Completion Date:: 

29-OCT-1986 


Static Water Level:: 

.6 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 





Stratum ID: 

218574150 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.6 


Stratum Desc: 

Dark Brown Topsoil Peat 

Stratum ID: 

218574151 


Top Depth(m): 

0.6 

Bottom Depth(m): 

1.5 


Stratum Desc: 

Grey-Brown Firm Silty Clay 

Stratum ID: 

218574152 


Top Depth(m): 

1.5 

Bottom Depth(m): 

4.0 


Stratum Desc: 

Grey Firm to Stiff Silty Clay Trace: Sa 

Stratum ID: 

218574153 


Top Depth(m): 

4.0 

Bottom Depth(m): 

4.4 


Stratum Desc: 

Grey Very Dense Till 


215 lofl 

SW/196.4 105.5/10.58 

ON 

BORE 

Borehole ID: 

847959 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 

UTM Zone:: 

18 

Easting:: 

428512 

Northing:: 

5017340 

Location Accuracy:: 


Orig. Ground Elev m:: 

101 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

103 

Total Depth m:: 

3.9 

Primary Name:: 


Township:: 

MARCH 

Concession:: 

CON 2 

Lot- 

LOT 2 

Municipality: 


Completion Date:: 

21-JUN-1971 

Static Water Level:: 


Primary Water Use:: 


Sec. Water Use:: 


erisinfQ.com Environmental Risk Information Services 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


-Details— 

Stratum ID: 6559387 

Bottom Depth(m): 0.9 


Top Depth(m): 0.0 

Stratum Desc: TOPSOIL. SILTY CLAY. 


Stratum ID: 6559388 

Bottom Depth(m): 3.9 


Top Depth(m): 0.9 

Stratum Desc: BEDROCK. SANDSTONE. SOUND. LIGHT 

GREY. 


216 


1 of 12 


Instance No: 

Instance ID: 

Instance Type: 
Description: 

Status: 

TSSA Program Area: 
Maximum Hazard Rank: 
Facility Type: 

Expired Date: 


SW/196.8 98.1/3.21 


REGIONAL MUNICIPALITY OF OTTAWA 
CARLETON 

1655 MAPLE GROVE RD 
KANATA ON K2V1B7 


11112268 

FS Liquid Fuel Tank 

Fuels Safety Private Fuel Outlet - Self Serve 
EXPIRED 


FS Liquid Fuel Tank 
12/30/2008 


216 


2 of 12 


Instance No: 

Instance ID: 

Instance Type: 
Description: 

Status: 

TSSA Program Area: 
Maximum Hazard Rank: 
Facility Type: 

Expired Date: 


REGIONAL MUNICIPALITY OF OTTAWA 
CARLETON 

1655 MAPLE GROVE RD 
KANATA ON K2V1B7 


11112239 

FS Liquid Fuel Tank 

Fuels Safety Private Fuel Outlet - Self Serve 
EXPIRED 


FS Liquid Fuel Tank 
12/30/2008 


EXP 


216 


3 of 12 


Instance No: 

Cont Name: 

Instance Type: 

Fuel Type: 

Status: 

Capacity: 

Tank Material: 
Corrosion Protection: 
Tank Type: 

Install Year: 

Parent Facility Type: 
Facility Type: 


SW/196.8 98.1/3.21 REGIONAL MUNICIPALITY OF OTTA WA 

CARLETON 

1655 MAPLE GROVE RD 
KANATA ONK2V1B7 

60508340 

FS Liquid Fuel Tank 

Other 

Active 

9176 

Steel 

NULL 

Double Wall Horizontal AST 
2005 

Fuels Safety Private Fuel Outlet - Self Serve 
FS Liquid Fuel Tank 


FST 


216 4 of 12 SW/196.8 98.1/3.21 REGIONAL MUNICIPALITY OF OTTAWA 

CARLETON 


FST 


270 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Instance No: 

1655 MAPLE GROVE RD 
KANATA ON K2V1B7 

60508341 

Cont Name: 

Instance Type: 

FS Liquid Fuel Tank 

Fuel Type: 

Diesel 

Status: 

Active 

Capacity: 

4682 

Tank Material: 

Steel 

Corrosion Protection: 

NULL 

Tank Type: 

Double Wall Horizontal AST 

Install Year: 

2005 

Parent Facility Type: 

Fuels Safety Private Fuel Outlet - Self Serve 

Facility Type: 

FS Liquid Fuel Tank 


216 5 of 12 

SW/196.8 98.1/3.21 

REGIONAL MUNICIPALITY OF OTTAWA 
CARLETON 

1655 MAPLE GROVE RD 

KANATA ON K2V1B7 

FST 

Instance No: 

60508339 



Cont Name: 

Instance Type: 

FS Liquid Fuel Tank 



Fuel Type: 

Diesel 



Status: 

Active 



Capacity: 

23021 



Tank Material: 

Steel 



Corrosion Protection: 

NULL 



Tank Type: 

Double Wall Horizontal AST 



Install Year: 

2005 



Parent Facility Type: 

Fuels Safety Private Fuel Outlet - 

■ Self Serve 


Facility Type: 

FS Liquid Fuel Tank 




216 6 of 12 

SW/196.8 

98.1/3.21 

OTTAWA, CITY OF 




1655 MAPLE GROVE ROAD 

KANATA ON K2V1B7 

Generator No.: 

ON0136225 


PO Box No.: 

Status: 



Country: Canada 

Approval Years: 

2016 


Choice of Contact: CO_OFFICIAL 

Contam. Facility: 

No 


Co Admin: 

MHSW Facility: 

No 


Phone No. Admin: 

SIC Code: 

913910 



SIC Description: 

913910 




GEN 


-Details— 

Waste Code: 262 

Waste Description: DETERGENTS/SOAPS 


Waste Code: 263 

Waste Description: ORGANIC LABORATORY CHEMICALS 


Waste Code: 133 

Waste Description: BRINES, CHLOR-ALKALI WASTES 


Waste Code: 213 

Waste Description: PETROLEUM DISTILLATES 


Waste Code: 135 

Waste Description: REACTIVE AN ION WASTES 


271 


erisinfo.com | Environmental Risk Information Services 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

254 

TRANSFER STATION OILS WASTES 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

216 7 of 12 

SW/196.8 98.1/3.21 OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD UtN 


KANATA ON K2V 1B7 

Generator No.: ONOI36225 PO Box No.: 

Status: Country: Canada 

Approval Years: 2015 Choice of Contact: CO_OFFICIAL 

Contam. Facility: No Co Admin: 

MHSW Facility: No Phone No. Admin: 


SIC Code: 913910 

SIC Description: 

913910 

-Details- 
Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

135 

REACTIVE ANION WASTES 

Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

133 

BRINES, CHLOR-ALKALI WASTES 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

254 

TRANSFER STATION OILS WASTES 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

216 8 of 12 

SW/196.8 98.1/3.21 OTTA WA, CITY OF 

1655 MAPLE GROVE ROAD 


KANATA ON K2V1B7 

Generator No.: ONOI36225 PO Box No.: 

Status: Country: Canada 

Approval Years: 2014 Choice of Contact: CO_OFFICIAL 

Contam. Facility: No Co Admin: 

MHSW Facility: No Phone No. Admin: 

SIC Code: 913910 

SIC Description: 913910 


-Details- 
Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

254 

TRANSFER STATION OILS WASTES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

135 

REACTIVE ANION WASTES 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

221 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Waste Description: 

LIGHT FUELS 

Waste Code: 

Waste Description: 

133 

BRINES, CHLOR-ALKALI WASTES 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

216 9 of 12 

SW/196.8 98.1/3.21 OTTAWA, CITY OF 

1655 MAPLE GROVE ROAD U 


KANATA ON K2V1B7 

Generator No.: ONOI36225 PO Box No.: 

Status: Registered Country: Canada 

Approval Years: As of Dec 2017 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 

SIC Description: 


-Details- 
Waste Code: 

Waste Description: 

145 B 

Wastes from the use of pigments, coatings and paints 

Waste Code: 

Waste Description: 

213 1 

Petroleum distillates 

Waste Code: 

Waste Description: 

331 1 

Waste compressed gases including cylinders 

Waste Code: 

Waste Description: 

251 L 

Waste oils/sludges (petroleum based) 

Waste Code: 

Waste Description: 

252 L 

Waste crankcase oils and lubricants 

Waste Code: 

Waste Description: 

254 L 

Oily water/waste oil from waste transfer/processing sites 

Waste Code: 

Waste Description: 

135 C 

Wastes containing other reactive anions 

Waste Code: 

Waste Description: 

148 C 

Misc. wastes and inorganic chemicals 

Waste Code: 

Waste Description: 

145 L 

Wastes from the use of pigments, coatings and paints 

Waste Code: 

Waste Description: 

263 1 

Misc. waste organic chemicals 

Waste Code: 

Waste Description: 

133 L 

Brine, chlor-alkali sludges 

Waste Code: 

Waste Description: 

262 L 

Detergents and soaps 

Waste Code: 

Waste Description: 

221 1 

Light fuels 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Waste Code: 

Waste Description: 

145 1 

Wastes from the use of pigments, coatings and paints 


Waste Code: 

Waste Description: 

122 C 

Alkaline slutions - containing other metals and non-metals (not cyanide) 


Waste Code: 

Waste Description: 

212 L 

Aliphatic solvents and residues 



216 10 of 12 

SW/196.8 98.1/3.21 

OTTAWA, CITY OF 

1655 MAPLE ROAD 

KANATAONK2V1B7 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ONOI36225 

00,01,02 

8373 

ENVIRON. ADMIN. 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 



Waste Code: 

Waste Description: 

221 

LIGHT FUELS 



Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 



Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 



Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 



Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 



Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 


Waste Code: 

Waste Description: 

269 

NON-HALOGENATED PESTICIDES 



Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 



Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 



Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 


Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 


Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

216 11 of 12 

SW/196.8 98.1/3.21 City of Ottawa r 

1655 Maplegrove Road 


Kanata ON K2V 1B7 

Generator No.: ON8761705 PO Box No.: 

Status: Country: 

Approval Years: 05,06 Choice of Contact: 

Contam. Facility: Co Admin: 

MHSW Facility: Phone No. Admin: 

SIC Code: 913910 

SIC Description: Other Local Municipal and Regional Public Administration 


-Details- 
Waste Code: 

Waste Description: 

331 

WASTE COMPRESSED GASES 

Waste Code: 

Waste Description: 

269 

NON-HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

Waste Code: 

Waste Description: 

262 

DETERGENTS/SOAPS 

Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 

Waste Code: 

Waste Description: 

122 

ALKALINE WASTES - OTHER METALS 

Waste Code: 

Waste Description: 

145 

PAINT/PIGMENT/COATING RESIDUES 

Waste Code: 

Waste Description: 

147 

CHEMICAL FERTILIZER WASTES 

Waste Code: 

Waste Description: 

148 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

212 

ALIPHATIC SOLVENTS 

Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 

Waste Code: 

Waste Description: 

221 

LIGHT FUELS 

Waste Code: 

Waste Description: 

241 

HALOGENATED SOLVENTS 

Waste Code: 

Waste Description: 

242 

HALOGENATED PESTICIDES 

Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 

Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 



216 12 of 12 

SW/196.8 98.1/3.21 

City of Ottawa 

1655 Maplegrove Ave 
Ottawa ON 


Ref No: 

2732-6A4MKW 

Site Address: 


Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 

DIESEL FUEL 

Site Cone: 

Site Lot: 

Site County/District: 


Contam. Limit Freq 1: 
Contaminant UN No 1: 


Site Municipality: 

Site Postal Code: 

Ottawa 

Contaminant Qty: 


Sector Type: 

Storage Depot 

MOE Reported Dt: 

3/2/2005 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 

Land 

Incident Dt: 

3/2/2005 

Receiving Env: 


Incident Cause: 

Pipe Or Hose Leak 

Environment Impact: 

Possible 

Incident Event: 


Nature of Impact: 

Soil Contamination 

Incident Reason: 
Incident Summary: 

Equipment Failure 

Maplegrove Ave - diesel to grd 

SAC Action Class: 

Spills 


217 1of5 SW/199.9 98.9 / 4.01 lot 1 con 1 

ON 


WWIS 


Well ID: 1520879 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 02004 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


9/25/1986 


5222 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

001 

01 

CON 


Bore Hole Information 

Bore Hole ID: 10042720 

DP2BR: 12 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 94.812545 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: lot 

Org CS: 

Date Completed: 8/29/1986 


Overburden and Bedrock 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931046129 

1 

2 

GREY 

05 

CLAY 

79 

PACKED 

0.00 

12.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931046130 

2 

2 

GREY 

21 

GRANITE 

73 

HARD 

12.00 

75.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931046131 

3 

8 

BLACK 

21 

GRANITE 

21 

GRANITE 

73 

HARD 

75.00 

125.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931046132 

4 

8 

BLACK 

21 

GRANITE 

18 

SANDSTONE 

78 

MEDIUM-GRAINED 

125.00 

130.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

931046133 

5 

1 

WHITE 

18 

SANDSTONE 

73 

HARD 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

130.00 

138.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961520879 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591290 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074585 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074586 

2 

4 

OPEN HOLE 

138.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991520879 

5.00 

50.00 

50.00 

15.00 

8.00 

ft 

GPM 

CLEAR 

2 

0 

N 
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Map Key Number of 
Records 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Direction/ Elev/Diff 
Distance (m) (m) 


933478272 

1 

1 

FRESH 

75.00 

ft 

933478273 


FRESH 

125.00 

ft 

933478274 

3 

1 

FRESH 

130.00 

ft 


Site 


DB 


217 


2 of 5 


SW/199.9 


lot 1 con 
ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1524694 
Commerical 
Water Supply 

84348 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


8/15/1990 


5222 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

001 

01 

CON 


Bore Hole Information 

Bore Hole ID: 10046442 

DP2BR: 

Code OB: o 

Code OB Desc: Overburden 

Open Hole: 

Elevation: 94.812545 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: lot 

Org CS: 

Date Completed: 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931058783 

1 

2 

GREY 

05 

CLAY 

79 

PACKED 

0.00 

27.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931058784 

2 

3 

BLUE 

05 

CLAY 

27.00 

54.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931058785 

3 

2 

GREY 

11 

GRAVEL 

12 

STONES 

79 

PACKED 

54.00 

80.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931058786 

4 

6 

BROWN 

10 

COARSE SAND 

31 

COARSE GRAVEL 

06 

SILT 

80.00 

95.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

933110911 

1 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Plug From: 

Plug To: 

Plug Depth UOM: 

0.00 

85.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524694 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10595012 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081315 

1 

1 

STEEL 

85.00 

8.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081316 

2 

STEEL 

85.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081317 

3 

1 

STEEL 

87.00 

6.00 

inch 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

933326314 

1 

050 

87.00 

91.00 

ft 

inch 

6.00 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991524694 

9.00 

29.00 

50.00 

80.00 

30.00 

ft 

GPM 

CLEAR 

24 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109467 

Draw Down 

15 

29.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934384880 

Draw Down 

30 

29.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934654658 

Draw Down 

45 

29.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934903036 

Draw Down 

60 

29.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933483407 

1 

1 

FRESH 

87.00 

ft 

217 3 of 5 

SW/199.9 98.9 / 4.01 lot 1 con 1 ........ 

OR VVWIS 


Well ID: 1524697 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Commerical Date Received: 8/15/1990 

Sec. Water Use: Selected Flag: 1 
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Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 


Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 84355 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Site 


Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


5222 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

001 

01 

CON 


DB 


Bore Hole Information 


9 

unknown UTM 
lot 

7/14/1990 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931058795 

1 

6 

BROWN 

01 

FILL 

79 

PACKED 


0.00 

4.00 

ft 

931058796 

2 

6 

BROWN 

03 

MUCK 

91 

WATER-BEARING 


4.00 

10.00 

ft 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931058797 

3 

6 

BROWN 

10 

COARSE SAND 

13 

BOULDERS 

31 

COARSE GRAVEL 

10.00 

20.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931058798 

4 

8 

BLACK 

14 

HARDPAN 

13 

BOULDERS 

79 

PACKED 

20.00 

31.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931058799 

5 

2 

GREY 

15 

LIMESTONE 

78 

MEDIUM-GRAINED 

73 

HARD 

31.00 

100.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933110914 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524697 

5 

Air Percussion 


Pipe ID: 

10595015 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Casing No: 

Comment: 

Alt Name: 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081322 

1 

1 

STEEL 

34.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081323 

2 

4 

OPEN HOLE 

100.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991524697 

16.00 

90.00 

90.00 

10.00 

9.00 

ft 

GPM 

1 

CLEAR 

1 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109470 

Draw Down 

15 

90.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934384883 

Draw Down 

30 

90.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934654661 

Draw Down 

45 

90.00 
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Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 

Test Level UOM: ft 


Pump Test Detail ID: 934903039 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 90.00 

Test Level UOM: ft 


Site 


DB 


Water Details 


Water ID: 933483410 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 67.00 

Water Found Depth UOM: ft 

Water ID: 933483411 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 82.00 

Water Found Depth UOM: ft 


217 4 of 5 SW/199.9 98.9 / 4.01 lot 1 con 1 

ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1527811 

Domestic 
Commerical 
Water Supply 


110530 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4/5/1994 


5222 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

001 

01 

CON 


Bore Hole Information 


Bore Hole ID: 10049402 

DP2BR: 

Code OB: o 

Code OB Desc: Overburden 

Open Hole: 

Elevation: 94.812545 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: lot 

Org CS: 

Date Completed: 6/25/1992 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 


Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931067749 

1 

6 

BROWN 

05 

CLAY 

28 

SAND 

79 

PACKED 

0.00 

4.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931067750 

2 

3 

BLUE 

05 

CLAY 

66 

DENSE 

4.00 

10.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931067751 

3 

2 

GREY 

05 

CLAY 

85 

SOFT 

10.00 

28.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931067752 

4 

2 

GREY 

05 

CLAY 

66 

DENSE 

28.00 

53.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

931067753 

5 

6 

BROWN 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

08 

FINE SAND 

31 

COARSE GRAVEL 

53.00 

65.00 

ft 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112729 

1 

0.00 

53.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527811 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597972 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086299 

1 

1 

STEEL 

55.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086300 

2 

1 

STEEL 

61.00 

6.00 

inch 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

933326462 

1 

050 

61.00 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Screen End Depth: 

Screen Material: 

65.00 

Screen Depth UOM: 

ft 

Screen Diameter UOM: 


Screen Diameter: 

6.00 

Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

991527811 

Static Level: 

-36.00 

Final Level After Pumping: 

29.00 

Recommended Pump Depth: 

50.00 

Pumping Rate: 

Flowing Rate: 

40.00 

Recommended Pump Rate: 

28.00 

Levels UOM: 

ft 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

GPM 

Pumping Test Method: 

1 

Pumping Duration HR: 

24 

Pumping Duration MIN: 

0 

Flowing: 

Y 

Water Details 

Water ID: 

933487354 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

61.00 

Water Found Depth UOM: 

ft 


217 5 of 5 

SW/199.9 

98.9/4.01 

lot 1 con 1 





ON 


Well ID: 

1527812 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Not Used 


Date Received: 

4/5/1994 

Sec. Water Use: 



Selected Flag: 

1 

Final Well Status: 

Abandoned-Quality 


Abandonment Rec: 


Water Type: 



Contractor: 

5222 

Casing Material: 



Form Version: 

1 

Audit No: 

110529 


Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

001 

Well Depth: 



Concession: 

01 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 



UTM Reliability: 


Clear/Cloudy: 





Bore Hole Information 





Bore Hole ID: 

10049403 


Spatial Status: 


DP2BR: 

110 


Cluster Kind: 
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Map Key Number of Direction/ Elev/Diff 

Records Distance (m) (m) 


Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 94.812545 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Site 


UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


9 

unknown UTM 
lot 

6/23/1992 


DB 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 


931067754 

1 

6 

BROWN 

05 

CLAY 

79 

PACKED 


0.00 

11.00 

ft 

931067755 


GREY 

05 

CLAY 

66 

DENSE 


50.00 

64.00 

ft 

931067757 

4 

6 

BROWN 

08 

FINE SAND 
30 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

MEDIUM GRAVEL 

64.00 

80.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067758 

5 

2 

GREY 

08 

FINE SAND 

06 

SILT 

80.00 

110.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067759 

6 

2 

GREY 

15 

LIMESTONE 

18 

SANDSTONE 

73 

HARD 

110.00 

250.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112730 

1 

0.00 

250.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527812 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597973 

1 


Construction Record - Casing 


Casing ID: 

930086301 


erisinfo.com | Environmental Risk Information Services Order No: 20180221105 











Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Layer: 

1 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

6.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Casing ID: 

930086302 

Layer: 

2 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

6.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Results of Well Yield Testing 

Pump Test ID: 

991527812 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

50.00 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

N 

Water Details 

Water ID: 

933487355 

Layer: 

1 

Kind Code: 

2 

Kind: 

SALTY 

Water Found Depth: 

240.00 

Water Found Depth UOM: 

ft 


218 


1 of 1 


ENE/200.1 94.9 / 0.01 


ON 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


800380 

Geotechnical/Geological Investigation 

Hollow stem auger 

430876.47 


09-DEC-1994 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5019008.8 

Orig. Ground Elev m:: 94.1 

DEM Ground Elev m:: 94 

Primary Name:: BH.7 

Concession:: 

Municipality: 

Static Water Level:: -999.9 

Sec. Water Use:: 


BORE 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


—Details— 

Stratum ID: 

218564833 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.4 

Stratum Desc: 

Topsoil organic material With: Si W Org M 
TOPSOIL and ORGANIC SILT 

Stratum ID: 

218564834 

Top Depth(m): 

0.4 

Bottom Depth(m): 

0.9 

Stratum Desc: 

Grey-Brown Loose Silt - Sand 

Stratum ID: 

218564835 

Top Depth(m): 

0.9 

Bottom Depth(m): 

2.1 

Stratum Desc: 

Grey-Brown Very Stiff to Loose Layered Silty 
Clay & Sandy Silt With: Si W F Sa very stiff to 
loose grey brown layered SILTY CLAY, SANDY 
SILT and SILTY fine SAND 


219 lofl 

SW/200.2 

104.8/9.98 

ON 

BORE 

Borehole ID: 

847964 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

428505 


Northing:: 

5017335 

Location Accuracy:: 



Orig. Ground Elev m:: 

101 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

104 

Total Depth m:: 

4.9 


Primary Name:: 


Township:: 

MARCH 


Concession:: 

CON 2 

Lot:: 

LOT 2 


Municipality: 


Completion Date:: 

21-JUN-1971 


Static Water Level:: 

.9 

Primary Water Use:: 



Sec. Water Use- 


-Details- 
Stratum ID: 

6559412 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

TOPSOIL 

Stratum ID: 

6559413 


Top Depth(m): 

0.3 

Bottom Depth(m): 

1.5 


Stratum Desc: 

SITLYCLAY, SOME SAND, STIFF. GREY. 

Stratum ID: 

6559414 


Top Depth(m): 

1.5 

Bottom Depth(m): 

1.8 


Stratum Desc: 

GLACIAL TILL, VERY STIFF. 

Stratum ID: 

6559415 


Top Depth(m): 

1.8 

Bottom Depth(m): 

4.9 


Stratum Desc: 

BEDROCK. SANDSTONE. SOUND. LIGHT 
GREY. 


220 lofl 

SSW/200.4 97.9/3.01 

ON 

BORE 

Borehole ID: 

805022 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

428322 

Northing:: 

5015925.64 

Location Accuracy:: 


Orig. Ground Elev m:: 

: 96.3 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

93.7 

Total Depth m:: 

.6 

Primary Name:: 

AH.1 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

25-MAR-1992 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218582894 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.1 

Stratum Desc: 

Brown Fill-Misc Sand - Gravel 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Stratum ID: 

218582895 

Top Depth(m): 

0.1 

Bottom Depth(m): 

0.6 

Stratum Desc: 

Concrete With: Bids 


221 1 of 1 

E/200.8 90.9/ -3.99 

ON 

BORE 

Borehole ID: 

801317 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

430359.23 

Northing:: 

5018679.47 

Location Accuracy:: 


Orig. Ground Elev m:: 

93.7 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

91.2 

Total Depth m:: 

7.3 

Primary Name:: 

BH 1 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

03-MAY-1977 

Static Water Level:: 

5.1 

Primary Water Use:: 


Sec. Water Use- 


-Details- 




Stratum ID: 

218567736 

Top Depth(m): 

0.0 

Bottom Depth(m): 

5.1 

Stratum Desc: 

Brown Compact Fill-Misc Silt - Sand 

Stratum ID: 

218567737 

Top Depth(m): 

5.1 

Bottom Depth(m): 

5.2 

Stratum Desc: 

Topsoil 

Stratum ID: 

218567738 

Top Depth(m): 

5.2 

Bottom Depth(m): 

7.3 

Stratum Desc: 

Grey-Brown Firm Silty Clay With: Sa 

222 1 of 4 

SW/202.2 98.9/4.01 

Nortel Networks Corporation ECA 



Kanata ON K2G 5J9 


Approval No: 

6046-4FFRDH 

SWP Area Name: 

Mississippi Valley 

Status: 

Approved 

MOE District: 

Ottawa 

Date: 

2001-02-01 

City: 


Record Type: 

ECA 

Latitude: 

45.295100000000005 

Link Source: 

IDS 

Longitude: 

-75.9165 

Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/8758-4T3QYV-14.pdf 


222 2 of 4 

SW/202.2 

98.9/4.01 

Nortel Networks Optical Components 

ECA 




Corporation 





Kanata ON K2V 1C2 



Approval No: 

6046-4FFRDH 


SWP Area Name: 

Mississippi Valley 


Status: 

Approved 


MOE District: 

Ottawa 


Date: 

2001-04-09 


City: 



Record Type: 

ECA 


Latitude: 

45.295100000000005 


Link Source: 

IDS 


Longitude: 

-75.9165 


Project Type: 

Municipal and Private Sewage Works 




Approval Type: 

ECA-Municipal and Private Sewage Works 



Full Address: 






Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/0656-4VAU25-14.pdf 
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222 


3 of 4 


SW/202.2 


Nortel Networks Corporation 
Kanata ON K2G 5J9 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


6046-4FFRDH 

SWP Area Name: 

Mississippi Valley 

Amended 

MOE District: 

Ottawa 

2000-01-17 

City: 


ECA 

Latitude: 

45.2951000000000 

IDS 

Municipal and Private Sewage Works 

Longitude: 

-75.9165 

ECA-Municipal and Private Sewage Works 



https://www.accessenvironment.ene.gov.on.ca/instruments/2834-4F9RNL-14.pdf 


DB 

ECA 


222 4 of 4 

Approval No: 

Status: 

Date: 

Record Type: 

Link Source: 

Project Type: 

Approval Type: 

Full Address: 

Full PDF Link: 

SW/202.2 98.9/4.01 Mattamy (Fairwinds West) Limited EQA 

Ottawa ON K2K 2M5 

4298-9Q6HQ3 SWP Area Name: Mississippi Valley 

Approved MOE District: Ottawa 

2014-10-31 City: 

ECA Latitude: 45.295100000000005 

IDS Longitude: -75.9165 

Municipal and Private Sewage Works 

ECA-Municipal and Private Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/9862-9P8SH3-14.pdf 

223 1 of 1 

SW/202.7 

98.9/4.01 

ON 

BORE 

Borehole ID: 

805024 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

428292 


Northing:: 

5015964.2 

Location Accuracy:: 



Orig. Ground Elev m:: 

96.8 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

95 

Total Depth m:: 

1.5 


Primary Name:: 

AH.2 

Township:: 



Concession:: 


Lot:: 



Municipality: 


Completion Date:: 

25-MAR-1992 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 





Stratum ID: 

218582898 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.1 


Stratum Desc: 

Brown Fill-Misc Silt - Sand With: Gr 

Stratum ID: 

218582899 


Top Depth(m): 

0.1 

Bottom Depth(m): 

0.4 


Stratum Desc: 

Fill-Misc Sandstone Sandstone Boulders 

Stratum ID: 

218582900 


Top Depth(m): 

0.4 

Bottom Depth(m): 

0.7 


Stratum Desc: 

Grey-Brown Fill-Misc Silty Clay Trace: Gr 

Stratum ID: 

218582901 


Top Depth(m): 

0.7 

Bottom Depth(m): 

1.5 


Stratum Desc: 

Brown sand silt 


224 1 of 1 

ENE/203.1 

92.9/-1.99 

ON 


BORE 

Borehole ID: 

800271 


Type: 

Borehole 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

430662.78 

Northing:: 

5018913.79 

Location Accuracy:: 


Orig. Ground Elev m:: 

93.5 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

92.9 

Total Depth m:: 

1.5 

Primary Name:: 

AH.7 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

28-AUG-1986 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 
Stratum ID: 

218564347 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 

Stratum Desc: 

Topsoil 

Stratum ID: 

218564348 

Top Depth(m): 

0.2 

Bottom Depth(m): 

0.8 

Stratum Desc: 

Dark Brown to Brown Fill-Misc sand silt With: Cl 
W Gr W Cob 

Stratum ID: 

218564349 

Top Depth(m): 

0.8 

Bottom Depth(m): 

1.5 

Stratum Desc: 

Grey clay silt With: Sa 


225 1 of 1 

SW1203.4 

105.6/10.70 

ON 

BORE 

Borehole ID: 

847958 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone- 

18 

Easting:: 

428498 


Northing:: 

5017330 

Location Accuracy:: 



Orig. Ground Elev m:: 

101 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

104 

Total Depth m:: 

4.6 


Primary Name:: 


Township:: 

MARCH 


Concession:: 

CON 2 

Lot:: 

LOT 2 


Municipality: 


Completion Date:: 

21-JUN-1971 


Static Water Level:: 

1.1 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6559395 


Top Depth(m): 

2.4 

Bottom Depth(m): 

3.0 


Stratum Desc: 

GLACIAL TILL - VERY STIFF 

Stratum ID: 

6559396 


Top Depth(m): 

3.0 

Bottom Depth(m): 

4.6 


Stratum Desc: 

BEDROCK SANDSTONE SOUND. LIGHT 
GREY. 

Stratum ID: 

6559394 


Top Depth(m): 

0.3 

Bottom Depth(m): 

2.4 


Stratum Desc: 

SILTY CLAY. FIRM TO STIFF. 

Stratum ID: 

6559393 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

TOPSOIL 


226 1 of 1 

SW/204.2 98.9 / 4.01 

ON 

BORE 

Borehole ID: 

805025 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

428260.58 

Northing:: 

5016003.28 

Location Accuracy:: 


Orig. Ground Elev m:: 

96.6 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

95.4 

Total Depth m:: 

1.5 

Primary Name:: 

AH.3 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

25-MAR-1992 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218582902 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.1 

Stratum Desc: 

Dark Brown Fill-Misc Silt - Sand With: Gr 

Stratum ID: 

218582903 

Top Depth(m): 

0.1 

Bottom Depth(m): 

0.6 

Stratum Desc: 

Fill-Misc Boulders With: Cob 

Stratum ID: 

218582904 

Top Depth(m): 

0.6 

Bottom Depth(m): 

1.0 

Stratum Desc: 

Grey-Brown Fill-Misc Silty Clay Trace: Gr 

Stratum ID: 

218582905 

Top Depth(m): 

1.0 

Bottom Depth(m): 

1.5 

Stratum Desc: 

Brown sand silt 
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SW/204.7 

101.9/7.01 

ON 

BORE 

Borehole ID: 

609642 


Type: 

Borehole 

Use: 



Status:: 


Drill Method:: 



UTM Zone:: 

18 

Easting:: 

427401 


Northing:: 

5015942 

Location Accuracy:: 



Orig. Ground Elev m:: 

102 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

101 

Total Depth m:: 

-999 


Primary Name:: 


Township:: 



Concession:: 


Lot:: 



Municipality: 


Completion Date:: 

AUG-1970 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

218383702 


Top Depth(m): 

0.0 

Bottom Depth(m): 

2.4 


Stratum Desc: 

UNSPECIFIED. SEISMIC VELOCITY = 1400. 

Stratum ID: 

218383703 


Top Depth(m): 

2.4 

Bottom Depth(m): 

13.7 


Stratum Desc: 

UNSPECIFIED. SEISMIC VELOCITY = 4600. 

Stratum ID: 

218383704 


Top Depth(m): 

13.7 

Bottom Depth(m): 



Stratum Desc: 

BEDROCK. SEISMIC VELOCITY = 15000. 
BEDROCK. SEISMIC VELOCITY = 17000. 
0001802203600000005 


228 1 of 1 SSW/205.5 100.6/5.70 Brian Strevens Communications 

259 Helm Cir 
Stittsville ON K2S 0G2 

Established: 01-JAN-05 

Plant Size (ft 2 ): 

Employment: 


SCT 


-Details- 
Description: 
SIC/NAICS Code: 

Description: 
SIC/NAICS Code: 


Graphic Design Services 
541430 

Other Management Consulting Services 
541619 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Description: 

Graphic Design Services 

SIC/NAICS Code: 

541430 

Description: 

Other Printing 

SIC/NAICS Code: 

323119 


229 1 of 1 

WSW/206.6 95.2/0.31 

325 Didsbury Rd 

EHS 



Kanata ON K2T 1C4 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 

20060620005 



Report Date: 

6/23/2006 



Report Type: 

Complete Report 



Search Radius (km): 

0.35 
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SW/209.5 

101.9/7.01 

CITY OF OTTAWA POLICE SERVICES 

211 HUNTMAR DRIVE 

KANATA ON 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON4421972 

2013 

913130 


PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 



Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 




231 1 of 2 

WSW/209.8 

96.9/2.01 

ON 

BORE 

Borehole ID: 

805404 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

428221.45 


Northing:: 

5017653.36 

Location Accuracy:: 



Orig. Ground Elev m:: 

: 97.3 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

97.2 

Total Depth m:: 

1.5 


Primary Name:: 

AH.8 

Township:: 



Concession:: 


Lot:: 



Municipality: 


Completion Date:: 

15-MAR-1991 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

218584548 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.9 


Stratum Desc: 

Grey Fill-Misc Sand - Gravel Trace: Si 

Stratum ID: 

218584549 


Top Depth(m): 

0.9 
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Records Distance (m) (m) 


Bottom Depth(m): 

1.5 


Stratum Desc: Grey-Brown Silt - Sand 


231 2 of 2 


WSW/209.8 96.9/2.01 

SUNOCO INC., GASBAR/CARWASH 

CA 




TERRY FOX DR./GOULBOURN RD,SWM 
KANATACITYON 


Certificate ft: 


3-1660-97- 



Application Year: 


97 



Issue Date: 


2/3/1998 



Approval Type: 

Status: 

Application Type: 
Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


Municipal sewage 




232 1 of 1 

ENE/212.0 

92.9/-1.98 

ON 

BORE 

Borehole ID: 

848661 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

430590 


Northing:: 

5018865 

Location Accuracy:: 



Orig. Ground Elev m:: 

93.3 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

97.3 

Total Depth m:: 

46.8 


Primary Name:: 


Township:: 

MARCH 


Concession:: 


Lot:: 

ROAD 


Municipality: 


Completion Date:: 

25-MAY-1971 


Static Water Level:: 

.6 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6561801 


Top Depth(m): 

0.0 

Bottom Depth(m): 

2.4 


Stratum Desc: 

CLAYEY SILT WITH TRACE OF SAND GREY 
FIRM 

Stratum ID: 

6561802 


Top Depth(m): 

2.4 

Bottom Depth(m): 

3.7 


Stratum Desc: 

SILTY SAND TO SAND GREY LOOSE 

Stratum ID: 

6561803 


Top Depth(m): 

3.7 

Bottom Depth(m): 

45.0 


Stratum Desc: 

CLAYEY SILT TO SILTY CLAY TRACE OF 
SAND SENSITIVE NUMEROUS SEAMS OF 
SANDY SILT UP TO 3 INCHES THICK 
THROUGHOUT GREY BROWN TO GREY 
SOFT TO VERY STIFF 

Stratum ID: 

6561804 


Top Depth(m): 

45.0 

Bottom Depth(m): 

46.8 


Stratum Desc: 

HET MIX SILT SAND AND GRAVEL GLACIAL 
TILL COMPACT 


233 1 of 1 

SW/212.3 98.9/4.01 

ON 


BORE 

Borehole ID: 

805019 

Type: 

Borehole 


Use: 

Geotechnical/Geological Investigation 

Status:: 



Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 



300 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Map Key Number of 
Records 


Direction/ 
Distance (m) 


Eiev/Diff 

(m) 


Easting:: 

428223.4 

Northing:: 

5016058.97 

Location Accuracy:: 


Orig. Ground Elev m:: 

97 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

95.3 

Total Depth m:: 

2.7 

Primary Name:: 

BH.92-5 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

24-MAR-1992 

Static Water Level- 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218582885 

Top Depth(m): 

0.0 

Bottom Depth(m): 

1.2 

Stratum Desc: 

Grey-Brown to Brown Fill-Misc Silty Clay Trace: 
GrTr Cob 

Stratum ID: 

218582886 

Top Depth(m): 

1.2 

Bottom Depth(m): 

2.4 

Stratum Desc: 

Brown Loose sand silt Trace: Cl 

Stratum ID: 

218582887 

Top Depth(m): 

2.4 

Bottom Depth(m): 

2.7 

Stratum Desc: 

Brown Loose Sand Occasional: Cl Occ Si 

234 1 of 1 

SSW/213.6 100.9/6.01 

162 HARMATTAN AVENUE 

STITTSVILLE ON K2S 0G3 

External File Num: 

FS INC 0803-01084 



Date of Occurrence: 

3/3/2008 



Fuel Occurrence Type: 

Pipeline Strike 



Fuel Type Involved: 

Natural Gas 



Status Desc:: 

Completed - Causal Analysis(End) 



Job Type Desc:: 

Incident/Near-Miss Occurrence (FS) 



Oper. Type Involved:: 

Construction Site (pipeline strike) 



Service Interruptions:: 

Yes 



Property Damage- 

No 



Fuel Life Cycle Stage:: 

Transmission, Distribution and Transportation 


Root Cause:: 

Root Cause: Equipment/Material/Component:No Procedures:Yes Maintenance:^ Design:No Training:No 


Management:No Human Factors:No 



Reported Details:: 

Fuel Category:: 

Gaseous Fuel 



Occurrence Type:: 

Incident 



Affiliation:: 

Industry Stakeholder (Licensee/Registration/Certificate Holder, Facility Owner, etc.) 

County Name:: 

Approx. Quant. Ret:: 
Nearby body of water:: 
Enter Drainage Syst.:: 
Approx. Quant. Unit- 
Environmental Impact:: 

Ottawa 



235 1 of 1 

SW/216.7 98.9 / 4.01 

ON 

BORE 

Borehole ID: 

805836 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Other Method 

UTM Zone:: 

18 

Easting:: 

428202.82 

Northing:: 

5016089.85 

Location Accuracy:: 


Orig. Ground Elev m:: 

-999.9 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

95 

Total Depth m:: 

1.2 

Primary Name:: 

TP 02-1 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

15-MAY-2002 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 
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Map Key Number of 

Records 

Direction/ 
Distance (m) 

Elev/Diff 

(m) 

Site 

DB 

—Details— 

Stratum ID: 

Bottom Depth(m): 

218586461 

0.2 



Top Depth(m): 
Stratum Desc: 

0.0 

Dark Brown Topsoil Sand 

Stratum ID: 

Bottom Depth(m): 

218586462 

1.2 



Top Depth(m): 
Stratum Desc: 

0.2 

Fill-Misc Silt - Sand at 0.8m piping and water 
level encountered 
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ENE/217.2 

67.9/-26.99 

ON 

BORE 

Borehole ID: 

848388 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

434256 


Northing:: 

5020989 

Location Accuracy:: 



Orig. Ground Elev m:: 

66.2 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

66.2 

Total Depth m:: 

9.8 


Primary Name:: 


Township:: 

NEPEAN 


Concession:: 

CON 1 ON OTTAWA RIVER 

Lot:: 

LOTH 


Municipality: 


Completion Date:: 

13-JUL-1989 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6560825 


Top Depth(m): 

0.0 

Bottom Depth(m): 

6.2 


Stratum Desc: 

SILTY CLAY INTERBEDDED WITH SANDY 
SILT FIRM TO STIFF 

Stratum ID: 

6560826 


Top Depth(m): 

6.2 

Bottom Depth(m): 

7.9 


Stratum Desc: 

TILL CLAYEY SAND SOME GRAVEL GREY 
COMPACT 

Stratum ID: 

6560827 


Top Depth(m): 

7.9 

Bottom Depth(m): 

9.8 


Stratum Desc: 

BEDROCK SANSTONE LIGHT GREY POOR 
TO FAIR 


237 1 of 4 

SW/218.5 

101.9/7.01 

CITY OF OTTAWA POLICE SERVICES 

211 HUNTMAR DRIVE 

KANATA ON K2V1A5 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON4421972 

2016 

No 

No 

913130 

913130 


PO Box No.: 

Country: Canada 

Choice of Contact: CO_OFFICIAL 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 



Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 




237 
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SW/218.5 


101.9/7.01 


CITY OF OTTAWA POLICE SERVICES 
211 HUNTMAR DRIVE 
KANATA ON K2V 1A5 


GEN 
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Map Key Number of 

Records 

Direction/ Elev/Diff 

Distance (m) (m) 

Site 


DB 

Generator No.: 

Status: 

Approval Years: 

Contam. Facility: 

MHSW Facility: 

SIC Code: 

SIC Description: 

ON4421972 

2015 

No 

No 

913130 

913130 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 

Canada 

CO_OFFICIAL 


-Details- 
Waste Code: 

Waste Description: 


251 

OIL SKIMMINGS & SLUDGES 




Waste Code: 

Waste Description: 


252 

WASTE OILS & LUBRICANTS 
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SW/218.5 

101.9/7.01 

CITY OF OTTAWA POLICE SERVICES 

211 HUNTMAR DRIVE 

KANATA ON K2V1A5 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON4421972 

2014 

No 

No 

913130 

913130 


PO Box No.: 

Country: Canada 

Choice of Contact: CO_OFFICIAL 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 



Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 
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SW/218.5 

101.9/7.01 

CITY OF OTTAWA POLICE SERVICES 
211 HUNTMAR DRIVE 

KANATA ON K2V1A5 

Generator No.: 

ON4421972 


PO Box No.: 

Status: 

Registered 


Country: Canada 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

As of Dec 2017 


Choice of Contact: 

Co Admin: 

Phone No. Admin: 


GEN 


-Details- 

Waste Code: 252 L 

Waste Description: Waste crankcase oils and lubricants 


Waste Code: 251 L 

Waste Description: Waste oils/sludges (petroleum based) 


238 1 of 1 SW/218.6 

Postal Code: K2L4H8 

City: Ottawa 


100 Aird PI 
Ottawa ON K2L4H8 


EHS 
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Address2: 


Addressl: 

100 Aird PI 

Provstate: 

ON 

Order No.: 

20150807081 

Addit. Info Ordered:: 


Report Date: 

13-AUG-15 

Report Type: 

Custom Report 

Search Radius (km): 

.25 
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SW/219.0 

98.9/4.01 

ON 

BORE 

Borehole ID: 

805029 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 


UTM Zone:: 

18 

Easting:: 

428190.31 


Northing:: 

5016108.08 

Location Accuracy:: 



Orig. Ground Elev m:: 

96.2 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

95.1 

Total Depth m:: 

1.5 


Primary Name:: 

AH.7 

Township:: 



Concession:: 


Lot- 



Municipality: 


Completion Date:: 

25-MAR-1992 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

218582909 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.7 


Stratum Desc: 

Dark Brown Fill-Misc Silty Clay With: Brk Frag 
W Constr Debris 

Stratum ID: 

218582910 


Top Depth(m): 

0.7 

Bottom Depth(m): 

1.5 


Stratum Desc: 

Brown sand silt 
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SW/219.5 100.9/6.08 

#200 - 2500 Palladium Drive 

Ottawa ON b 

Ref No: 

0243-A8YJER 

Site Address: 

#200 - 2500 Palladium Drive 

Contaminant Name: 

MOTOR OIL 

Site Cone: 


Contaminant Code: 

15 

Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 

20 L 

Sector Type: 

Miscellaneous Industrial 

MOE Reported Dt: 

2016/04/13 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 


Incident Dt: 

2016/04/13 

Receiving Env: 

Land 

Incident Cause: 


Environment Impact: 


Incident Event: 

Leak/Break 

Nature of Impact: 


Incident Reason: 

Equipment Failure 

SAC Action Class: 

Land Spills 

Incident Summary: 

Chevrolet Kanata 10 - 20 L of motor oil to grnd 




241 1 of 1 

ENE/220.4 93.9/-0.99 

ON 

BORE 

Borehole ID: 

800412 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone- 

18 

Easting:: 

430798.57 

Northing:: 

5018965.26 

Location Accuracy:: 


Orig. Ground Elev m:: 

: 94.4 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

93.5 

Total Depth m:: 

1.5 

Primary Name:: 

AH.12 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Township- 

Lot:: 

Completion Date:: 
Primary Water Use:: 

Concession:: 

Municipality: 

09-DEC-1994 Static Water Level:: -999.9 

Sec. Water Use:: 

-Details- 
Stratum ID: 

Bottom Depth(m): 

218564908 Top Depth(m): 0.0 

0.3 Stratum Desc: Topsoil 

Stratum ID: 

Bottom Depth(m): 

218564909 Top Depth(m): 0.3 

1.5 Stratum Desc: Grey-Brown Layered Sandy Silt & Silty Sand 

With: Cl W Si 

242 1 of 2 

NNW/220.4 93.9/-0.99 URBANDALE CORPORATION 

ELSINORE LANE/EDENVALE DR. ° 

KANAT A ON 

Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 

3-0128-98- 

2/27/1998 

Municipal sewage 

Approved 

242 2 of 2 

NNW/220.4 93.9/-0.99 URBANDALE CORPORATION 

ELSINORE LANE/EDENVALE DR. ° 

KANAT A ON 

Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 

7-0073-98- 

2/27/1998 

Municipal water 

Approved 

243 1 of 1 

WSW/223.4 96.9/2.01 8141 Campeau Dr 

Ottawa ON K2T1B7 ^ 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

K2T1B7 

Ottawa 

8141 Campeau Dr 

ON 

20160222014 

22-FEB-16 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Report Type: 

Standard Express Report 

Search Radius (km): 

.25 


244 1 of 1 

SW1223.4 

98.9/4.01 

ON 

BORE 

Borehole ID: 

805837 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Other Method 


UTM Zone:: 

18 

Easting:: 

428230.17 


Northing:: 

5016068.34 

Location Accuracy:: 



Orig. Ground Elev m:: 

-999.9 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

95.1 

Total Depth m:: 

1.1 


Primary Name:: 

TP 02-2 

Township:: 



Concession:: 


Lot:: 



Municipality: 


Completion Date:: 

15-MAY-2002 


Static Water Level:: 

-999.9 

Primary Water Use:: 



Sec. Water Use- 


-Details- 
Stratum ID: 

218586463 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

Dark Brown Topsoil Sand 

Stratum ID: 

218586464 


Top Depth(m): 

0.3 

Bottom Depth(m): 

1.1 


Stratum Desc: 

Fill-Misc Silt - Sand at 0.8m piping and water 
level encountered 


245 1 of 1 

WSW/225.6 

97.2/2.31 

Drain-All Ltd. 

Kanata 

Ottawa ON 

SPL 

Ref No: 

2667-APEUCG 


Site Address: 

Kanata 

Contaminant Name: 

HYDRAULIC OIL 


Site Cone: 


Contaminant Code: 

15 


Site Lot: 


Contaminant Limit 1: 



Site County/District: 


Contam. Limit Freq 1: 



Site Municipality: 

Ottawa 

Contaminant UN No 1: 

n/a 


Site Postal Code: 


Contaminant Qty: 

55 L 


Sector Type: 

Miscellaneous Industrial 

MOE Reported Dt: 

7/19/2017 


Source Type: 

Other 

Health/Env Conseq: 

2 - Minor Environment 


Receiving Medium: 


Incident Dt: 

7/19/2017 


Receiving Env: 

Land; Surface Water; Source Water Zone 

Incident Cause: 



Environment Impact: 


Incident Event: 

Leak/Break 


Nature of Impact: 


Incident Reason: 

Maintenance 


SAC Action Class: 

Watercourse Spills 

Incident Summary: 

Drain-All: ~55L Hydraulic Oil to Ground and 




CB's at Loblaws, Cleaned 





246 1 of 1 

SW/227.3 97.9 / 3.01 

ON 

BORE 

Borehole ID: 

803543 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

429094.61 

Northing:: 

5017540.12 

Location Accuracy:: 


Orig. Ground Elev m:: 

99.6 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

99.8 

Total Depth m:: 

3.1 

Primary Name:: 

BH.2 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

25-SEP-1986 

Static Water Level:: 

.5 

Primary Water Use:: 


Sec. Water Use:: 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


-Details- 
Stratum ID: 

Bottom Depth(m): 

218576911 

0.3 


Top Depth(m): 

Stratum Desc: 

0.0 

Dark Brown Topsoil Clay 


Stratum ID: 

Bottom Depth(m): 

218576912 

2.4 


Top Depth(m): 

Stratum Desc: 

0.3 

Grey-Brown Very Stiff to Stiff Weathered Crust 
Silty Clay 

Stratum ID: 

Bottom Depth(m): 

218576913 

3.1 


Top Depth(m): 

Stratum Desc: 

2.4 

Grey Till sand silt 


247 1 of 2 

SW/227.5 

98.9/4.01 

100 Aird Place 

Kanata ON K2L 4H8 


EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 

20050823005 

8/31/2005 

Custom Report 
0.25 





247 2 of 2 

SW/227.5 

98.9/4.01 

M. Sullivan and Sons Limited 

100 Aird Road 

Kanata ON K2L 4H8 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON4842025 

02,03,04 


PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 



-Details- 
Waste Code: 

Waste Description: 

221 

LIGHT FUELS 





Waste Code: 

Waste Description: 

251 

OIL SKIMMINGS & SLUDGES 





248 


1 of 1 


SW/228.8 99.9/5.01 


ON 


Borehole ID: 

Use: 

Drill Method:: 
Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 
Total Depth m:: 
Township:: 

Lot:: 

Completion Date:: 
Primary Water Use:: 


803544 

Geotechnical/Geological Investigation 

Hollow stem auger 

429018.28 


2.6 


25-SEP-1986 


Type: Borehole 

Status:: 

UTM Zone:: 18 

Northing:: 5017475.04 

Orig. Ground Elev m:: 100 

DEM Ground Elev m:: 99.6 

Primary Name:: BH.3 

Concession:: 

Municipality: 

Static Water Level:: -999.9 

Sec. Water Use:: 


BORE 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


-Details- 
Stratum ID: 

218576914 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.2 

Stratum Desc: 

Dark Brown Topsoil Clay 

Stratum ID: 

218576915 

Top Depth(m): 

0.2 

Bottom Depth(m): 

2.3 

Stratum Desc: 

Grey-Brown Stiff Weathered Crust Silty Clay 
With: FSa 

Stratum ID: 

218576916 

Top Depth(m): 

2.3 

Bottom Depth(m): 

2.6 

Stratum Desc: 

Grey Till sand silt 
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SW/232.8 

106.3/11.46 

ON 

BORE 

Borehole ID: 

847960 


Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 

Decommissioned 

Drill Method:: 

Diamond Drill 


UTM Zone:: 

18 

Easting:: 

428535 


Northing:: 

5017306 

Location Accuracy:: 



Orig. Ground Elev m:: 

102 

Elev. Reliability Note:: 



DEM Ground Elev m:: 

104 

Total Depth m:: 

4.3 


Primary Name:: 


Township:: 

MARCH 


Concession:: 

CON 2 

Lot:: 

LOT 2 


Municipality: 


Completion Date:: 

21-JUN-1971 


Static Water Level:: 

1.2 

Primary Water Use:: 



Sec. Water Use:: 


-Details- 
Stratum ID: 

6559397 


Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 


Stratum Desc: 

TOPSOIL 

Stratum ID: 

6559398 


Top Depth(m): 

0.3 

Bottom Depth(m): 

0.9 


Stratum Desc: 

SILTY CLAY, STIFF. GREY. 

Stratum ID: 

6559399 


Top Depth(m): 

0.9 

Bottom Depth(m): 

3.0 


Stratum Desc: 

GLACIAL TILL. CLAYEY SILT WITH SAND, 
TRACE OF GRAVEL, VERY STIFF. GREY. 

Stratum ID: 

6559400 


Top Depth(m): 

3.0 

Bottom Depth(m): 

4.3 


Stratum Desc: 

BEDROCK. SANDSTONE. SOUND. LIGHT 
GREY. 


250 1 of 1 

SW!234.0 97.6/2.70 

ON 


BORE 

Borehole ID: 

Use: 

803558 

Geotechnical/Geological Investigation 

Type: 

Status:: 

Borehole 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 


Easting:: 

Location Accuracy:: 
Elev. Reliability Note:: 

429154.96 

Northing:: 

Orig. Ground Elev m:: 
DEM Ground Elev m:: 

5017582.99 

99.6 


Total Depth m:: 
Township:: 

Lot:: 

2.1 

Primary Name:: 

Concession:: 

Municipality: 

AH.3 


Completion Date:: 
Primary Water Use:: 

30-SEP-1986 

Static Water Level:: 
Sec. Water Use:: 

-999.9 


-Details- 

Stratum ID: 

218576966 

Top Depth(m): 

0.0 


Bottom Depth(m): 

0.2 

Stratum Desc: 

Topsoil Clay 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Stratum ID: 

218576967 

Top Depth(m): 

0.2 

Bottom Depth(m): 

1.0 

Stratum Desc: 

Grey-Brown Silty Clay 

Stratum ID: 

218576968 

Top Depth(m): 

1.0 

Bottom Depth(m): 

2.1 

Stratum Desc: 

Till sand silt 
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WSW/235.8 

98.9/4.01 

1025 Canadian Shield Ave 

Ottawa ON K2K0H3 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 

Report Date: 

Report Type: 

Search Radius (km): 

20140528009 

02-JUN-14 
Custom Report 
.25 
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SW/237.4 105.9/11.04 

Highway 417 & Terry Fox Drive 

Ottawa ON 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

20020403014 



Addit. Info Ordered:: 
Report Date: 

4/12/02 



Report Type: 

Complete Report 



Search Radius (km): 

0.50 
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SW/237.4 105.9/11.04 

TRANSPORT TRUCK 

HWY 417 NORTH OF T.FOX DR. NORTH DITCH 
MOTOR VEHICLE (OPERATING FLUID) 

SPL 



OTTAWA CITY ON 



Ref No: 

28289 

Site Address: 



Contaminant Name: 


Site Cone: 



Contaminant Code: 


Site Lot: 



Contaminant Limit 1: 


Site County/District: 



Contam. Limit Freq 1: 


Site Municipality: 

20101 


Contaminant UN No 1: 


Site Postal Code: 



Contaminant Qty: 


Sector Type: 



MOE Reported Dt: 

11/28/1989 

Source Type: 



Health/Env Conseq: 


Receiving Medium: 

LAND 


Incident Dt: 

11/28/1989 

Receiving Env: 



Incident Cause: 

TRUCK/TRAILER OVERTURN 

Environment Impact: 

NOT ANTICIPATED 


Incident Event: 


Nature of Impact: 



Incident Reason: 

UNKNOWN 

SAC Action Class: 



Incident Summary: 

FUEL TRUCK OVERTURNED. OPERATING 
AND CARGO FUEL TO DITCH. 
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SW/238.6 97.9/3.01 

ON 


BORE 
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Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


Borehole ID: 

803560 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

429132.27 

Northing:: 

5017557.41 

Location Accuracy:: 


Orig. Ground Elev m:: 

99.6 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

99.6 

Total Depth m:: 

2.7 

Primary Name:: 

AH.4 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

30-SEP-1986 

Static Water Level:: 

-999.9 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218576972 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.3 

Stratum Desc: 

Topsoil Clay 

Stratum ID: 

218576973 

Top Depth(m): 

0.3 

Bottom Depth(m): 

0.8 

Stratum Desc: 

Grey-Brown Silty Clay 

Stratum ID: 

218576974 

Top Depth(m): 

0.8 

Bottom Depth(m): 

2.7 

Stratum Desc: 

Grey Till sand silt 


254 1 of 1 

WSW/238.7 

98.9/4.01 

lot 3 con 1 





ON 


Well ID: 

1503019 


Data Entry Status: 


Construction Date: 



Data Src: 

1 

Primary Water Use: 

Livestock 


Date Received: 

12/16/1957 

Sec. Water Use: 

0 


Selected Flag: 

1 

Final Well Status: 

Water Supply 


Abandonment Rec: 


Water Type: 



Contractor: 

4832 

Casing Material: 



Form Version: 

1 

Audit No: 



Owner: 


Tag: 



Street Name: 


Construction Method: 



County: 

OTTAWA-CARLETON 

Elevation (m): 



Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 



Site Info: 


Depth to Bedrock: 



Lot: 

003 

Well Depth: 



Concession: 

01 

Overburden/Bedrock: 



Concession Name: 

CON 

Pump Rate: 



Easting NAD83: 


Static Water Level: 



Northing NAD83: 


Flowing (Y/N): 



Zone: 


Flow Rate: 



UTM Reliability: 


Clear/Cloudy: 





Bore Hole Information 





Bore Hole ID: 

10025062 


Spatial Status: 


DP2BR: 

61 


Cluster Kind: 


Code OB: 

r 


UTMRC: 

9 

Code OB Desc: 

Bedrock 


UTMRC Desc: 

unknown UTM 

Open Hole: 



Location Method: 

p9 

Elevation: 

99.170883 


Org CS: 


Elevrc: 



Date Completed: 

9/5/1957 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


DB 


WWIS 
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Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930995797 

1 

05 

CLAY 

0.00 

50.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930995798 

2 

14 

HARDPAN 

50.00 

60.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930995799 

3 

09 

MEDIUM SAND 

60.00 

61.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

930995800 

4 

2 

GREY 

15 

LIMESTONE 

61.00 

89.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

961503019 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Method Construction Code: 

1 

Method Construction: 

Other Method Construction: 

Cable Tool 

Pipe ID: 

10573632 

Casing No: 

Comment: 

Alt Name: 

1 

Construction Record - Casing 

Casing ID: 

930042905 

Layer: 

1 

Material: 

1 

Open Hole or Material: 

Depth From: 

STEEL 

Depth To: 

62.00 

Casing Diameter: 

4.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Casing ID: 

930042906 

Layer: 

2 

Material: 

4 

Open Hole or Material: 

Depth From: 

OPEN HOLE 

Depth To: 

89.00 

Casing Diameter: 

4.00 

Casing Diameter UOM: 

inch 

Casing Depth UOM: 

ft 

Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

991503019 

Static Level: 

15.00 

Final Level After Pumping: 
Recommended Pump Depth: 

27.00 

Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 

5.00 

Levels UOM: 

ft 

Rate UOM: 

GPM 

Water State After Test Code: 

1 

Water State After Test: 

CLEAR 

Pumping Test Method: 

1 

Pumping Duration HR: 

0 

Pumping Duration MIN: 

30 

Flowing: 

N 

Water Details 

Water ID: 

933455851 

Layer: 

1 

Kind Code: 

1 

Kind: 

FRESH 

Water Found Depth: 

87.00 

Water Found Depth UOM: 

ft 
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255 


1 of 1 


SSW/241.4 101.9 / 7.04 Lot 26 - 423 Brigatine Avenue, Kanata 

ON 


Incident ID: 

Incident No: 

Type: 

Status Code: 

Fuel Occurrence Tp: 
Fuel Type: 

Tank Status: 

Task No: 

Spills Action Centre: 
Method Details: 

Fuel Category: 

Date of Occurrence: 
Occurrence Start 
Date: 

Operation Type: 
Pipeline Type: 
Regulator Type: 
Summary: 

Reported By: 
Affiliation: 
Occurrence Desc: 
Damage Reason: 
Notes: 


815636 

FS-Pipeline Incident 
Pipeline Damage Reason Est 


RC Established 
3845584 

E-mail 
Natural Gas 

2012/05/04 


Health Impact: 
Environment Impact: 
Property Damage: 
Service Interupt: 
Enforce Policy: 
Public Relation: 
Pipeline System: 
Depth: 

Pipe Material: 

PSIG: 

Attribute Category: 
Regualtor Location: 


Lot 26 - 423 Brigatine Avenue, Kanata -1/2" Pipeline Hit 
Jeff.Stiles@enbridge.com 


Excavation practices not sufficient 


FS-Perform P-line Inc Invest 


DB 


PINC 


256 


1 of 1 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


SW/242.1 96.8/ 1.92 977664 ONTARIO INC. 

STREET ONE/AIRD PLACE 
KANATA CITY ON 

3-0394-93- 

93 

4/29/1993 
Municipal sewage 
Approved 


257 


1 of 2 


SW1242.3 


106.6/11.70 


TRANSPORT TRUCK 

CUEENSWA Y W/B, AT TERRY FOX RD. MOTOR 
VEHICLE (OPERATING FLUID) 

KANATA CITY ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 


121296 


11/28/1995 

11/28/1995 

TRUCK/TRAILER OVERTURN 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 


20103 


LAND 

POSSIBLE 
Soil contamination 
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Records Distance (m) (m) 


Incident Reason: 

ERROR 

SAC Action Class: 


Incident Summary: 

TRANSPORT TRUCK: 45 L OF DIESEL TO 
ROAD & DITCH, OPP, MTO, CONTAINED. 



257 2 of 2 

SW/242.3 106.6/11.70 

SCHOONER TRANSPORT 

HWY417 WESTBOUND AT TERRY FOX DRIVE 

SPL 



TANK TRUCK (CARGO) 

KANATA CITY ON 


Ref No: 

161255 

Site Address: 


Contaminant Name: 


Site Cone: 


Contaminant Code: 


Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 20103 


Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 


Sector Type: 


MOE Reported Dt: 

10/20/1998 

Source Type: 


Health/Env Conseq: 


Receiving Medium: LAND 


Incident Dt: 

10/20/1998 

Receiving Env: 


Incident Cause: 

TRUCK/TRAILER OVERTURN 

Environment Impact: POSSIBLE 


Incident Event: 


Nature of Impact: Soil contamination 


Incident Reason: 
Incident Summary: 

UNKNOWN 

SCHOONER TRANSPORT-LIQUIDASPHALT 
TO MEDIAN FROM OVERTURNED 

TANKER & PUP. 

SAC Action Class: 


258 1 of 5 

SW/242.5 101.9 / 7.01 

Tony Graham Kanata Limited 

600-2500 Palladium Dr 

Ottawa ON 

CA 

Certificate #: 

1419-6ZBP57 



Application Year: 

2007 



Issue Date: 

4/4/2007 



Approval Type: 

Industrial Sewage Works 



Status: 

Application Type: 

Client Name:: 

Client Address:: 

Approved 



Client City:: 

Client Postal Code:: 




Project Description:: 
Contaminants:: 
Emission Control:: 
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SW/242.5 101.9 / 7.01 

Palladium Auto Park Ltd. 

2500 Palladium Drive 

Ottawa ON 

CA 

Certificate #: 

4120-5PXPAC 



Application Year: 

2003 



Issue Date: 

7/31/2003 



Approval Type: 

Municipal and Private Sewage Works 



Status: 

Approved 




Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 
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Map Key Number of 
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Direction/ Eiev/Diff 
Distance (m) (m) 



258 3 of 5 

SW/242.5 101.9 / 7.01 

Kanata Motors Corporation 

2500 Palladium Dr Kanata 

Ottawa ON 

CA 

Certificate #: 

4174-7UPJJF 



Application Year: 

2009 



Issue Date: 

8/7/2009 



Approval Type: 

Air 



Status: 

Application Type: 

Client Name:: 

Client Address:: 

Approved 



Client City:: 

Client Postal Code:: 




Project Description:: 
Contaminants:: 

Emission Control:: 




258 4 of 5 

SW/242.5 101.9 / 7.01 

Palladium Auto Park Ltd. 

2500 Palladium Drive 

Ottawa ON 

CA 

Certificate #: 

6496-5QVL2U 



Application Year: 

2003 



Issue Date: 

9/11/2003 



Approval Type: 

Industrial Sewage Works 



Status: 

Application Type: 

Client Name:: 

Client Address:: 

Approved 



Client City:: 

Client Postal Code:: 




Project Description:: 
Contaminants:: 

Emission Control:: 




258 5 of 5 

SW/242.5 101.9 / 7.01 

2500 PALLADIUM DRIVE 

HINC 



RICHMOND ON 

External File Num: 

FS INC 0705-02213 



Date of Occurrence: 

4/19/2007 



Fuel Occurrence Type: 

Pipeline Strike 



Fuel Type Involved: 

Natural Gas 



Status Desc:: 

Completed - Causal Analysis(End) 



Job Type Desc:: 

Incident/Near-Miss Occurrence (FS) 



Oper. Type Involved:: 

Construction Site (pipeline strike) 



Service Interruptions:: 

Yes 



Property Damage:: 

No 




Reported Details:: 

Fuel Category:: 
Occurrence Type:: 
Affiliation- 
County Name:: 

Approx. Quant. Rei:: 
Nearby body of water:: 
Enter Drainage Syst.:: 


Transmission, Distribution and Transportation 

Root Cause: Equipment/Material/Component:No Procedures:Yes Maintenance:^ Design:No 
Training:Yes Management:No Human Factors:No 

Gaseous Fuel 
Incident 

Industry Stakeholder (Licensee/Registration/Certificate Holder, Facility Owner, etc.) 


315 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Approx. Quant. Unit:: 

Environmental Impact:: 

259 1 of 1 

SW/243.7 97.9/3.01 

800 Palladium Drive 

Ottawa (formerly Kanata) ON K2V 1C9 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

20051123009 



Addit. Info Ordered:: 

Report Date: 

12/2/2005 



Report Type: 

Complete Report 



Search Radius (km): 

0.45 




260 1 of 1 

SW1244.9 

97.6/2.70 

ON 


BORE 

Borehole ID: 

803556 


Type: 

Borehole 


Use: 

Geotechnical/Geological Investigation 

Status:: 



Drill Method:: 

Hollow stem auger 


UTM Zone- 

18 


Easting:: 

429160.53 


Northing:: 

5017573.39 


Location Accuracy:: 



Orig. Ground Elev m:: 

99.4 


Elev. Reliability Note:: 



DEM Ground Elev m:: 

99.5 


Total Depth m:: 

1.8 


Primary Name:: 

AH.1 


Township:: 



Concession:: 



Lot:: 



Municipality: 



Completion Date:: 

30-SEP-1986 


Static Water Level:: 

-999.9 


Primary Water Use:: 



Sec. Water Use:: 



-Details- 
Stratum ID: 

218576961 


Top Depth(m): 

0.0 


Bottom Depth(m): 

0.2 


Stratum Desc: 

Topsoil Clay 


Stratum ID: 

218576962 


Top Depth(m): 

0.2 


Bottom Depth(m): 

0.9 


Stratum Desc: 

Grey-Brown Silty Clay 


Stratum ID: 

218576963 


Top Depth(m): 

0.9 


Bottom Depth(m): 

1.8 


Stratum Desc: 

Grey Till sand silt 


261 lot 8 

SSW/246.0 

95.9/1.01 

Kanata Medical Management Corp. 

GEN 




150 Katimavik Road 
Ottawa ON K2L 2N2 



Generator No.: 

ON8604010 


PO Box No.: 



Status: 



Country: 

Canada 


Approval Years: 

2016 


Choice of Contact: 

CO_OFFICIAL 


Contam. Facility: 

No 


Co Admin: 



MHSW Facility: 

No 


Phone No. Admin: 



SIC Code: 

622111 





SIC Description: 

GENERAL (EXCEPT PAEDIATRIC) HOSPITALS 




-Details- 

WasteCode: 312 

Waste Description: PATHOLOGICAL WASTES 


Waste Code: 


261 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Waste Description: 

PHARMACEUTICALS 

261 2 of 8 

SSW/246.0 95.9/1.01 Kanata Medical Management Corp. 

150 Katimavik Road u 

Ottawa ON K2L 2N2 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8604010 PO Box No.: 

Country: Canada 

2015 Choice of Contact: CO_OFFICIAL 

No Co Admin: Di Lu 

No Phone No. Admin: 613-726-3559 Ext.26 

622111 

GENERAL (EXCEPT PAEDIATRIC) HOSPITALS 

-Details- 
Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

261 3 of 8 

SSW/246.0 95.9/1.01 Kanata Medical Management Corp. 

150 Katimavik Road 

Ottawa ON K2L 2N2 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8604010 PO Box No.: 

Country: Canada 

2014 Choice of Contact: CO_OFFICIAL 

No Co Admin: Di Lu 

No Phone No. Admin: 613-726-3559 Ext.26 

622111 

GENERAL (EXCEPT PAEDIATRIC) HOSPITALS 

-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

261 4 of 8 

SSW/246.0 95.9/1.01 LifeLabs LP 

150 Katamavik Road, Suite 102 u 

Kanata ON K2L 2N2 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON7275126 PO Box No.: 

Country: Canada 

2014 Choice of Contact: CO_ADMIN 

No Co Admin: Jacquie Maertz 

No Phone No. Admin: 905 565 0433 Ext.2202 

621510 

MEDICAL AND DIAGNOSTIC LABORATORIES 

-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 
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Records Distance (m) (m) 


261 5of8 

SSW/246.0 95.9/1.01 Kanata Medical Management Corp. r 

150 Katimavik Road u 

Ottawa ON K2L 2N2 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8604010 PO Box No.: 

Registered Country: Canada 

As of Dec 2017 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

-Details- 
Waste Code: 

Waste Description: 

261 A 

Pharmaceuticals 

Waste Code: 

Waste Description: 

312 P 

Pathological wastes 

261 6 of 8 

SSW/246.0 95.9/1.01 LifeLabs LP 

150 Katamavik Road, Suite 102 U 

Kanata ON 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON7275126 PO Box No.: 

Country: 

2013 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

621510 

MEDICAL AND DIAGNOSTIC LABORATORIES 

-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

261 7 of 8 

SSW/246.0 95.9/1.01 Kanata Medical Management Corp. 

150 Katimavik Road 

Ottawa ON 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8604010 PO Box No.: 

Country: 

20 13 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

622111 

GENERAL (EXCEPT PAEDIATRIC) HOSPITALS 

-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

261 8 of 8 

SSW/246.0 95.9/1.01 150 Katimavik Street 

Ottawa ON K2L 2N2 & 

Ref No: 

6361-ADZ2PV Site Address: 150 Katimavik Street 
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Map Key Number of Direction/ Elev/Diff Site DB 

Records Distance (m) (m) 


Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 

MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 

Incident Reason: 
Incident Summary: 

WATER 

99 

0 other - see incident description 

9/20/2016 

9/20/2016 

Unknown / N/A 

Unknown / N/A 

Kanata Square: EGR requested for flooding 

Site Cone: 

Site Lot: 

Site County/District: 

Site Municipality: 

Site Postal Code: 

Sector Type: 

Source Type: 

Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 

SAC Action Class: 

Ottawa 

K2L 2N2 

Unknown / N/A 

Surface Water 

Notifications 

262 1 of 1 

ENE/246.4 93.6/-1.27 

ON 

BORE 

Borehole ID: 

800266 

Type: 

Borehole 

Use: 

Geotechnical/Geological Investigation 

Status:: 


Drill Method:: 

Hollow stem auger 

UTM Zone:: 

18 

Easting:: 

430652.87 

Northing:: 

5018859.48 

Location Accuracy:: 


Orig. Ground Elev m:: 

94.1 

Elev. Reliability Note:: 


DEM Ground Elev m:: 

93.5 

Total Depth m:: 

1.5 

Primary Name:: 

AH.6 

Township:: 


Concession:: 


Lot:: 


Municipality: 


Completion Date:: 

28-AUG-1986 

Static Water Level:: 

1.5 

Primary Water Use:: 


Sec. Water Use:: 


-Details- 




Stratum ID: 

218564328 

Top Depth(m): 

0.0 

Bottom Depth(m): 

0.1 

Stratum Desc: 

Topsoil 

Stratum ID: 

218564329 

Top Depth(m): 

0.1 

Bottom Depth(m): 

0.4 

Stratum Desc: 

Brown Fill-Misc sand silt With: Gr W Cob W 




Org M 

Stratum ID: 

218564330 

Top Depth(m): 

0.4 

Bottom Depth(m): 

1.5 

Stratum Desc: 

Brown clay silt With: Sa 

263 lot 15 

SSW/246.5 96.2/1.31 

KANATA, CITY OF 




CITY GARAGE, KLONDIKE ROAD C/O 150 



KA TIMA VIK ROAD, SUITE 200 



KANATA ON K2L 2M3 


Generator No.: 

ON0597300 

PO Box No.: 


Status: 


Country: 


Approval Years: 

86,87,88,89,90 

Choice of Contact: 


Contam. Facility: 


Co Admin: 


MHSW Facility: 


Phone No. Admin: 


SIC Code: 

8371 



SIC Description: 

TRANSPORTATION ADMIN. 



-Details- 




Waste Code: 

112 



Waste Description: 

ACID WASTE - HEAVY METALS 



Waste Code: 

213 



Waste Description: 

PETROLEUM DISTILLATES 



Waste Code: 

252 



erisinfo.com Environmental Risk Information Services 


Order No: 20180221105 










Map Key Number of Direction/ Elev/Diff Site 

Records Distance (m) (m) 


DB 


Waste Description: 

WASTE OILS & LUBRICANTS 



263 2 of 15 

SSW/246.5 96.2/1.31 

KANA TA (OUT OF BUSINESS) 23-149 

CITY GARAGE, KLONDIKE ROAD C/O 150 

KA TIMA VIK ROAD, SUITE 200 

KAN AT A ON K2L 2M3 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON0597300 

92,93,94,95,96,97,98 

8371 

TRANSPORTATION ADMIN 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

112 

ACID WASTE - HEAVY METALS 



Waste Code: 

Waste Description: 

213 

PETROLEUM DISTILLATES 



Waste Code: 

Waste Description: 

252 

WASTE OILS & LUBRICANTS 



263 3 of 15 

SSW/246.5 96.2/1.31 

GREAT ATLANTIC & PACIFIC CO. OF CDA.LTD. 
FOOD BASICS #943 150 KATIMUIK ROAD 

KAN AT A ON K2L 2N2 

GEN 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON2392156 

98,99,00,01 

6571 

CAMERA/PHOTO. SUPPLY 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 
Waste Code: 

Waste Description: 

264 

PHOTOPROCESSING WASTES 



263 4 of 15 

SSW/246.5 96.2/1.31 

Lockheed Martin Canada 

150 Katimavik Road 

Kanata ON K2L 2N2 

GEN 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ONI915324 PO Box No.: 

Country: 

05 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

336410 

Aerospace Product and Parts Manufacturing 


—Details— 

Waste Code: 121 

Waste Description: ALKALINE WASTES - HEAVY METALS 

Waste Code: 148 
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Waste Description: 

INORGANIC LABORATORY CHEMICALS 

Waste Code: 

Waste Description: 

263 

ORGANIC LABORATORY CHEMICALS 

263 5 of 15 

SSW/246.5 96.2/1.31 Kanata Medical Management Corp. 

150 Katimavik Road 

Ottawa ON 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8604010 PO Box No.: 

Country: 

06,07,08 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

622111 

General (except Paediatric) Hospitals 

-Details- 
Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

263 6 of 15 

SSW/246.5 96.2/1.31 Kanata Medical Management Corp. 

150 Katimavik Road u 

Ottawa ON 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8604010 PO Box No.: 

Country: 

2009 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

622111 

General (except Paediatric) Hospitals 

-Details- 
Waste Code: 

Waste Description: 

261 

PHARMACEUTICALS 

Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 

263 7 of 15 

SSW/246.5 96.2/1.31 Kanata Medical Management Corp. 

150 Katimavik Road 

Ottawa ON 

Generator No.: 

Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 

SIC Code: 

SIC Description: 

ON8604010 PO Box No.: 

Country: 

2010 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

622111 

General (except Paediatric) Hospitals 

-Details- 
Waste Code: 

Waste Description: 

312 

PATHOLOGICAL WASTES 
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Waste Code: 261 

Waste Description: PHARMACEUTICALS 


263 8 of 15 

SSW/246.5 96.2/1.31 

Kanata Medical Management Corp. 



150 Katimavik Road 

Ottawa ON 

Generator No.: 

ON8604010 

PO Box No.: 

Status: 


Country: 

Approval Years: 

2011 

Choice of Contact: 

Contam. Facility: 


Co Admin: 

MHSW Facility: 


Phone No. Admin: 

SIC Code: 

622111 


SIC Description: 

General (except Paediatric) Hospitals 



-Details— 

Waste Code: 261 

Waste Description: PHARMACEUTICALS 

Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


263 9 of 15 SSW/246.5 96.2/1.31 Kanata Medical Management Corp. 

150 Katimavik Road 
Ottawa ON 


Generator No.: 
Status: 

Approval Years: 
Contam. Facility: 
MHSW Facility: 
SIC Code: 

SIC Description: 


ON8604010 PO Box No.: 

Country: 

2012 Choice of Contact: 

Co Admin: 

Phone No. Admin: 

622111 

General (except Paediatric) Hospitals 


-Details- 

Waste Code: 261 

Waste Description: PHARMACEUTICALS 


Waste Code: 312 

Waste Description: PATHOLOGICAL WASTES 


263 10 of 15 SSW/246.5 96.2/1.31 


Licence No.: 

Detail Licence No.: 

Licence Type Code: 

Licence Type: Vendor 

Licence Class: 

Licence Control: 

Trade Name: 

Post Office Box: 

Lot: 

Concession: 

Region: 

District: 

County: 


LOBLAWS SUPERMARKETS LIMITED 
150 KATIMAVIK ROAD 
KANATA ON K2L 2N2 


Operator Box: 
Operator Class: 
Operator No.: 
Operator Type: 
Operator Lot: 

Oper Concession: 
Operator Region: 
Operator District: 
Operator County: 
Oper Phone Area Cd: 
Ext: 

Oper Phone Number: 
Proponent Ext: 
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263 11 of 15 SSW/246.5 

96.2/1.31 

METRO ONTARIO INC O/A METRO/FOOD 

PES 



BASICS #869 

150 KA TIMA VIK ROAD 

KANATA ONK2L2N2 


Licence No.: 


Operator Box: 


Detail Licence No.: 


Operator Class: 


Licence Type Code: 


Operator No.: 


Licence Type: Vendor 


Operator Type: 


Licence Class: 


Operator Lot: 


Licence Control: 


Oper Concession: 


Trade Name: 


Operator Region: 


Post Office Box: 


Operator District: 


Lot: 


Operator County: 


Concession: 


Oper Phone Area Cd: 


Region: 


Ext: 


District: 


Oper Phone Number: 


County: 


Proponent Ext: 



263 12 of 15 SSW/246.5 

96.2/1.31 

METRO ONTARIO INC O/A METRO/FOOD 

PES 



BASICS #869 

150 Katimavik Road 

Kanata ON K2L 2N2 



Licence No.: 


Operator Box: 


Detail Licence No.: 23-01 -15208-0 


Operator Class: 


Licence Type Code: 


Operator No.: 


Licence Type: LIMITED 


Operator Type: 


Licence Class: 


Operator Lot: 


Licence Control: 


Oper Concession: 


Trade Name: 


Operator Region: 


Post Office Box: 


Operator District: 


Lot: 


Operator County: 


Concession: 


Oper Phone Area Cd: 


Region: 


Ext: 


District: 


Oper Phone Number: 


County: 


Proponent Ext: 



263 13 of 15 

SSW/246.5 96.2 / 1.31 Precidia Technologies Inc. 

150A Katimavik Rd Suite 1000 

Kanata ON K2L 2N2 

SCT 

Established: 

Plant Size (ft 2 ): 

Employment: 

01-JUN-99 


-Details- 

Description: 

SIC/NAICS Code: 

Computer and Peripheral Equipment Manufacturing 

334110 



263 


14 of 15 


SSW/246.5 96.2/1.31 VolPshield Systems Inc. 

150 Katimavik Rd Unit 102 
Kanata ON K2L 2N2 


SCT 


Established: 01-AUG-05 

Plant Size (ft 2 ): 

Employment: 
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-Details- 


Description: 

Computer Systems Design and Related Services 

SIC/NAICS Code: 

541510 

Description: 

Software Publishers 

SIC/NAICS Code: 

511210 


263 15 of 15 


SSW/246.5 

96.2/1.31 

Waste Management of Canada Corporation 

150 Katimavik Rd 

Ottawa ON 

SPL 

Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 

MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 

Incident Reason: 
Incident Summary: 

7176-79PRQL 

HYDRAULIC OIL 

15 

10 L 

12/8/2007 

Pipe Or Hose Leak 

Waste Management -10 L hydraulic oil to 
ground 

Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 

Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 

SAC Action Class: 

Ottawa 

Other Motor Vehicle 

Water 

Not Anticipated 

Surface Water Pollution 


264 1 of 1 


SW/247.5 

97.9/3.01 

1635 Maple Grove Road 

Ottawa ON 

EHS 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 
Report Date: 

Report Type: 

Search Radius (km): 


20060210011 

2/17/2006 

Custom Report 
0.66 





265 lot 3 


N/248.7 

91.8/-3.08 

URBANDALE CORPORATION 

CAMPEAU DR/TERON RD. 

KANATACITYON 

CA 

Certificate #: 
Application Year: 

Issue Date: 

Approval Type: 

Status: 


7-0685-96- 

96 

7/26/1996 
Municipal water 
Approved 






Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 
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265 2 of 3 

N/248.7 91.8/-3.08 URBANDALE CORPORATION 

COLCHESTER SQUARE/CAMPEAU DR. CA 

KANATA CITY ON 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

7-0967-96- 

96 

10/17/1996 

Municipal water 

Approved 

265 3 of 3 

N/248.7 91.8/-3.08 URBANDALE CORPORATION 

COLCHESTER SQUARE/CAMPEAU DR. CA 

KANATA CITY ON 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

3-1196-96- 

96 

10/17/1996 

Municipal sewage 

Approved 

266 lot 8 

WSW/249.6 96.9/2.01 Canadian Tire Real Estate Limited " ' 

500 Terry Fox Drive at Goulbourn Forced Road 

Ottawa ON 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

7673-5Z5L95 

2004 

5/20/2004 

Industrial Sewage Works 

Approved 

266 2 of 8 

WSW/249.6 96.9/2.01 Canadian Tire Real Estate Limited FCA 

500 Terry Fox Drive at Goulbourn Forced Rd 


Ottawa ON M4S 2B9 

Approval No: 7673-5Z5L95 SWP Area Name: 
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Status: 

Approved 

MOE District: 

Date: 

2004-05-20 

City: 

Record Type: 

ECA 

Latitude: 

Link Source: 

IDS 

Longitude: 

Project Type: 
Approval Type: 

Full Address: 

Full PDF Link: 

Industrial Sewage Works 

ECA-Industrial Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/8525-5XKMP6-14.pdf 


266 3 of 8 

WSW/249.6 96.9/2.01 

CANADIAN TIRE CORPORATION, LIMITED 

500 TERRY FOX DR 

KANATA ON K2T1C3 

FST 

Instance No: 

31089541 



Cont Name: 

Instance Type: 

FS Liquid Fuel Tank 



Fuel Type: 

Gasoline 



Status: 

Active 



Capacity: 

50000 



Tank Material: 

Fiberglass (FRP) 



Corrosion Protection: 

NULL 



Tank Type: 

Double Wall UST 



Install Year: 

2004 



Parent Facility Type: 

FS Gasoline Station - Self Serve 



Facility Type: 

FS Liquid Fuel Tank 
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WSW/249.6 96.9/2.01 

CANADIAN TIRE CORPORATION, LIMITED 

FST 



500 TERRY FOX DR 

KANATA ON K2T1C3 


Instance No: 

31089543 



Cont Name: 

Instance Type: 

FS Liquid Fuel Tank 



Fuel Type: 

Gasoline 



Status: 

Active 



Capacity: 

50000 



Tank Material: 

Fiberglass (FRP) 



Corrosion Protection: 

NULL 



Tank Type: 

Double Wall UST 



Install Year: 

2004 



Parent Facility Type: 

FS Gasoline Station - Self Serve 



Facility Type: 

FS Liquid Fuel Tank 




266 


5of8 


Instance No: 

Cont Name: 

Instance Type: 

Fuel Type: 

Status: 

Capacity: 

Tank Material: 
Corrosion Protection: 
Tank Type: 

Install Year: 

Parent Facility Type: 
Facility Type: 


WSW/249.6 96.9/2.01 CANADIAN TIRE CORPORATION, LIMITED 

500 TERRY FOX DR 
KANATA ONK2T1C3 


31089540 

FS Liquid Fuel Tank 

Diesel 

Active 

35000 

Fiberglass (FRP) 

NULL 

Double Wall UST 
2004 

FS Gasoline Station - Self Serve 
FS Liquid Fuel Tank 
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Map Key Number of 

Direction/ Elev/Diff 

Site 

DB 

Records 

Distance (m) (m) 
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WSW/249.6 96.9/2.01 

CANADIAN TIRE CORPORATION, LIMITED 

500 TERRY FOX DR 

KANATA ON K2T1C3 

FST 

Instance No: 

Cont Name: 

31089542 



Instance Type: 

FS Liquid Fuel Tank 



Fuel Type: 

Gasoline 



Status: 

Active 



Capacity: 

50000 



Tank Material: 

Fiberglass (FRP) 



Corrosion Protection: 

NULL 



Tank Type: 

Double Wall UST 



Install Year: 

2004 



Parent Facility Type: 

FS Gasoline Station - Self Serve 



Facility Type: 

FS Liquid Fuel Tank 
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WSW/249.6 96.9/2.01 

CANADIAN TIRE CORP LTD ** 
500 TERRY FOX DR 

KANATA ON K2T1C3 

FSTH 

License Issue Date: 

Tank Status: 

Tank Status As Of: 
Operation Type: 

Facility Type: 

12/22/2004 

Licensed 

August 2007 

Retail Fuel Outlet 

Gasoline Station - Self Serve 



-Details- 

Status: 

Year of Installation: 
Corrosion Protection: 
Capacity: 

Tank Fuel Type: 

Active 

2004 

50000 

Liquid Fuel Double Wall UST - Gasoline 



Status: 

Year of Installation: 
Corrosion Protection: 
Capacity: 

Tank Fuel Type: 

Active 

2004 

35000 

Liquid Fuel Double Wall UST - Diesel 



Status: 

Year of Installation: 
Corrosion Protection: 
Capacity: 

Tank Fuel Type: 

Active 

2004 

50000 

Liquid Fuel Double Wall UST - Gasoline 



Status: 

Year of Installation: 
Corrosion Protection: 
Capacity: 

Tank Fuel Type: 

Active 

2004 

50000 

Liquid Fuel Double Wall UST - Gasoline 



266 8 of 8 

WSW/249.6 96.9/2.01 

CANADIAN TIRE CORP LTD C/O Canadian Tire fcth 

Petroleum 17 Fir 5 

500 TERRY FOX DR 

KANATA ONK2T1C3 

License Issue Date: 

Tank Status: 

Tank Status As Of: 

12/22/2004 2:21:00 PM 

Licensed 

December 2008 
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Map Key Number of 

Records 

Direction/ Elev/Diff Site DB 

Distance (m) (m) 

Operation Type: 

Facility Type: 

Retail Fuel Outlet 

Gasoline Station - Self Serve 

-Details- 

Status: 

Year of Installation: 

Corrosion Protection: 
Capacity: 

Tank Fuel Type: 

Active 

2004 

35000 

Liquid Fuel Double Wall UST - Diesel 

Status: 

Year of Installation: 

Corrosion Protection: 
Capacity: 

Tank Fuel Type: 

Active 

2004 

50000 

Liquid Fuel Double Wall UST - Gasoline 

Status: 

Year of Installation: 

Corrosion Protection: 
Capacity: 

Tank Fuel Type: 

Active 

2004 

50000 

Liquid Fuel Double Wall UST - Gasoline 

Status: 

Year of Installation: 

Corrosion Protection: 
Capacity: 

Tank Fuel Type: 

Active 

2004 

50000 

Liquid Fuel Double Wall UST - Gasoline 

267 1 of 1 

NNW/250.1 93.9/-0.99 70 EDENVALE STREET 

OTTAWA ON 

External File Num: 

Date of Occurrence: 

Fuel Occurrence Type: 

Fuel Type Involved: 

Status Desc:: 

Job Type Desc:: 

Oper. Type Involved:: 

Service Interruptions:: 
Property Damage:: 

Fuel Life Cycle Stage:: 

Root Cause:: 

Reported Details:: 

Fuel Category:: 

Occurrence Type:: 

Affiliation:: 

County Name:: 

Approx. Quant. Rel:: 

Nearby body of water:: 

Enter Drainage Syst.:: 

Approx. Quant. Unit- 
Environmental Impact:: 

FS INC 0803-01327 

Completed - No Action Required 

Incident/Near-Miss Occurrence (FS) 

Non-mandated. Source is unknown and Enbridge did not follow-up confirming hydrocarbon related matter 

Unknown 

Near-miss 

Emergency Services (Fire, Police,etc) 

Ottawa 
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Unplottable Summary 


Total: 344 Unplottable sites 


Company Name/Site Name Address 


AAGR 

AGR 


368178 Ontario Limited 

KANATA RESEARCH PARK 
CORP. 

KANATA RESEARCH PARK 
CORPORATION 

Urbandale Corporation 

Thomas Cavanagh Construction 
Limited 

TAYLOR DEVELOPMENTS 

KANATA CITY VALLEY-VU 
REALTY 

KANATA CITY VALLEY-VU 
REALTY FORCEMAIN 

CAMPEAU CORPORATION 

CAMPEAU CORPORATION 
MARCHWOOD/LAKESIDE 

Riotrin Properties (Hazeldean) 
Inc. 

Thomas Cavanagh Construction 
Limited 

Urbandale Corporation 
Urbandale Corporation 
Urbandale Corporation 
Mattamy (Fairwinds) Limited 


Lot 5 Con 1 

Lot 3, 4 & 5, Con II Lot 3, 4 & 5, Con II 
TERRY FOX DR.,CROSS KEY, SWM 

TERRY FOX DR. KANATA N. BUS. P 


SHOPPING CEN., TERRY FOX DRIVE 

FUTURE TERRY FOX DR. 

FUTURE TERRY FOX DR. P.S. 

WHITNEY DRIVE-KANATA TOWN CENT 

WHITNEY DR. 


City Postal 

Goulbourn ON 

HUNTLEY ON 

KANATA CITY ON 

KANATA CITY ON 

Ottawa ON 

Ottawa ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 
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CA Mattamy (Fairwinds) Limited 

Ottawa ON 

CA Thomas Cavanagh Construction 

Limited 

Ottawa ON 

CA Urbandale Corporation 

Ottawa ON 

CA Urbandale Corporation 

Ottawa ON 

CA Palladium Drive (Ottawa) 

Properties Inc. 

Ottawa ON 

CA Urbandale Corporation 

Ottawa ON 

CA Urbandale Corporation 

Ottawa ON 

CA Thomas Cavanagh Construction 

Limited 

Ottawa ON 

CA Minto Communities Inc. 

Ottawa ON 

CA Mattamy (Fairwinds) Limited 

Ottawa ON 

CA Urbandale Corporation 

Ottawa ON 

CA Thomas Cavanagh Construction 

Limited 

Ottawa ON 

CA Urbandale Corporation 

Ottawa ON 

CA Riotrin Properties (Hazeldean) 

Inc. 

Ottawa ON 

CA Urbandale Corporation 

Ottawa ON 

CA Thomas Cavanagh Construction 

Limited 

Ottawa ON 

CA Canadian Tire Real Estate 

Limited 

Ottawa ON 

CA Hydro Ottawa Limited 

Ottawa ON 

CA KNL Developments Inc. 

Ottawa ON 

CA Canadian Tire Real Estate 

Limited 

Ottawa ON 

CA Mattamy (Fairwinds North) 

Limited 

Ottawa ON 

CA Mattamy (Fairwinds North) 

Limited 

Ottawa ON 
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CA Mattamy (Fairwinds) Limited 

CA Mattamy (Fairwinds) Limited 

CA Mattamy (Fairwinds North) 

Limited 

CA Canadian Tire Real Estate 

Limited 

CA Mattamy (Fairwinds) Limited 

CA Mattamy (Fairwinds) Limited 

CA Riverside Gate Condominiums 

CA Monarch Construction Limited 

CA Stonebridge Subdivision 

CA Stonebridge Subdivision 

CA 

CA 

CA 

CA Landsdown Developments 

Limited 

CA 

CA 

CA 

CA KANATA CITY 

CA PENEX KANATA LIMITED 

CA Mattamy (Fairwinds) Limited 

CA URBANDALE REALTY CORP. 

LTD. 

CA URBANDALE REALTY 

CORPORATION 

CA Thomas Cavanagh Construction 

Limited 


Part of Lot 3, Concession 2 

Part of Lot 10, Concession 2 

Part of Lot 10, Concession 2 

Part of Lot 10, Concession 2 

Lot 6, Concession 2 and 3 

Lot 6, Concession 2 and 3 

Lot 6, Concession 2 and 3 

Lot 11 and Prt Lot 10, Reg. Plan No. 2545 

Lot 10, Lot 11, Cone. 2, Stonebridge Subd. 
Lot 10, Lot 11, Cone. 2, Stonebridge Subd. 
Lot 10 and 11, Concession 2 
LOT 4, CONC. 2 

LOT 3/CON.2, KANATA CENTRUM 

Kanata 

HUNTINGS END BRIDLEWOOD PH.MB 

HUNTINGS END BRIDLEWOOD PH MB 

Geographic Township of Goulbourn 


Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

KANATA CITY ON 

KANATA CITY ON 

Ottawa ON 

KANATA CITY ON 

KANATA CITY ON 

Ottawa ON 
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KNL Developments Inc. 


CAMPEAU CORPORATION 


CAMPEAU CORPORATION 


Former Township of March 
BRIDLEWOOD(URBANDALE) PH. II1D 

BRIDLEWOOD (URBANDALE) PH.IIIE 

BRIDLEWOOD (URBANDALE) PH.IIID 

PT.LOT 3/CON.2,CAMPEAU DR..SWM 

Campeau Drive 

CAMPEAU DR.EXTENSION PH. II 

CAMPEAU DR., BUSINESS DEPOT 

CAMPEAU DR. EXTENSION PH. II 

CAMPEAU DR. CLUSTER 2 

CAMPEAU DR. 

DAVIS AVE. S.W. QUADRANT 


SHELL CANADA PRODUCTS GAS STATION W. OF EAGLESON RD. 


SHELL CANADA PRODUCTS GAS STATION ON EAGLESON RD. 


BELL CANADA 


R.M. OF OTTAWA-CARLETON 

1029822 ONTARIO INC. 


Eagleson Road 

EAGLESON ROAD 

EAGLESON ROAD 

EAGLESON RD., PARK & RIDE LOT 

EAGLESON RD. STORMWATER POND 

EAGLESON RD. RECONSTRUCTION 


R.M. OF OTTAWA-CARLETON EAGLESON RD. 


Ottawa ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

Kanata ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

Ottawa ON 

KANATA CITY ON 

KANATA CITY ON 

NEPEAN CITY ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 


EAGLESON RD. 


KANATA CITY ON 
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CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 

CA 


PENEX HAZELDEAN LIMITED 

TACO BELL OF CANADA 

511376 ONTARIO INC. 

MACDONALD REALESTATE 
LTD. 

MACDONALD REALESTATE 
LTD. 

TERRACE INVESTMENTS LTD.- 
PT.LOT 2/CONC.I 

TEGA Developments Inc. 

M. HOLITZNER LIMITED 

M. HOLITZNER LIMITED 

1155283 ONTARIO INC. 

M. HOLITZNER LTD.-PT.LOT 
24/CONC. 11 

GOULBOURN TWP. REG. RD. 5 
AT POOLE CRK. 

KANATA HYDRO 

KANATA HYDRO 

R.M. OF OTTAWA-CARLETON 

R.M. OF OTTAWA-CARLETON 

Alottawata Inc. 

R.M. OF OTTAWA-CARLETON- 
PT.LOTS 8-10/C-4 

TERRACE INVESTMENTS LTD. 

SPENCER & ASSOC. LTD. 


HAZELDEAN ROAD (SWM) 

HAZELDEAN ROAD 

HAZELDEAN RD. S.W. RET. FAC. 

HAZELDEAN RD. 

HAZELDEAN RD. 

HUNTMAR RD./STM-WATER DET.POND 

Kanata Avenue 

Kanata Ave 
RR #5 (MAIN ST.) 

RR #5 (MAIN ST.) 

MAIN ST., STITTSVILLE (SWM) 

MAIN ST.(STITTSVILLE)/S.W.MGT. 

MAIN ST. STITTSVILLE 

MAPLE GROVE ROAD 

MAPLE GROVE ROAD 

MARCH ROAD RECON., SWM FAC. 

LOT 1, CONC. 1, MARCH RD. SWM 

Moodie Drive 

MOODIE DR./LANDFILL S.W.M.POND 

MOODIE DR. MALLORN PAVILLION 

TERON RD. 

Terry Fox Drive 


KANATA CITY ON 

KANATA CITY ON 

GOULBOURN TWP. ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

Ottawa ON 

Ottawa ON 

GOULBOURN TWP. ON 

GOULBOURN TWP. ON 

GOULBOURN TWP. ON 

GOULBOURN TWP. ON 

GOULBOURN TWP. ON 

KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

NEPEAN CITY ON 

Ottawa ON 

NEPEAN CITY ON 

NEPEAN CITY ON 

KANATA CITY ON 

Kanata ON 
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Terry Fox Drive 


Ottawa ON 


CA 

CA 

CA 

CA 

EBR 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

ECA 


Terry Fox Drive Stormwater 
Management Facility at 
Realigned Richardson Side Road 


KANATACITY KANATA N. TERRY FOX DRIVE 

BUSINESS PARK 


KANATA CITY 


TERRY FOX DRIVE 


CANADIAN TIRE REAL ESTATE TERRY FOX DR.,GAS BAR SWM FAC. 
LTD., GILPAUL 


Thomas Cavanagh Construction 
Limited 


Minto Communities Inc. 


Minto Communities Inc. 


Minto Communities Inc. 


Minto Communities Inc. 

Minto Communities Inc. 

Minto Communities Inc. 

Minto Communities Inc. 


Minto Communities Inc. 

Minto Communities Inc. 

Minto Communities Inc. 

Mattamy (Fairwinds) Limited 

Urbandale Corporation 

Urbandale Corporation 

Mattamy (Fairwinds North) 
Limited 

Thomas Cavanagh Construction 
Limited 

Canadian Tire Real Estate 
Limited 

Minto Communities Inc. 


KANATA CITY ON 

KANATA CITY ON 

KANATA CITY ON 

City of Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 


K1P 0B6 

K1P 0B6 

K1P 0B6 

K1P0B6 

K1P 0B6 

K1P0B6 

K1P0B6 

K1P 0B6 

K1P 0B6 

K1P 0B6 

K2K 2M5 

K1G2H5 

K1G2H5 

K2K 2M5 

K0A1B0 

M4P 2V8 

K1P 0B6 
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ECA Urbandale Corporation 

ECA Urbandale Corporation 


Ottawa ON K1G2H5 

Ottawa ON K1G2H5 


ECA 

ECA 

ECA 

ECA 

ECA 

ECA 

EHS 


FST 

FSTH 


City of Ottawa 
City of Ottawa 
City of Ottawa 
City of Ottawa 
Minto Communities Inc. 


UNITED COUNTIES OF 
STORMONT, 

DUNDAS,GLENGARRY 

UNITED COUNTIES OF 

STORMONT; 

DUNDAS;GLENGARRY 

UNITED COUNTIES OF 
STORMONT, 

DUNDAS,GLENGARRY 

UNITED COUNTIES OF 

STORMONT; 

DUNDAS;GLENGARRY 

UNITED COUNTIES OF 

STORMONT; 

DUNDAS;GLENGARRY 

UNITED COUNTIES OF 

STORMONT; 

DUNDAS;GLENGARRY 

UNITED COUNTIES OF 

STORMONT; 

DUNDAS;GLENGARRY 


ALVIN DELL WELDING LTD 


ALVIN DELL WELDING LTD 


Terry Fox Drive to Eagleson Rd 

Terry Fox Dr Hazeldean Road to Carp River 

Terry Fox Dr 

Main St 


Former Geographic Township of Goulbourn, m 
in the amalgamated City of Ottawa 


Hwy 417 

LOT 3 CON 2 


LOT 9 CON 2 

MOODIE DR S 

MOODIE DR S 


Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

Ottawa ON 

MARCH TWP ON 

MARCH TWP ON 

MARCH TWP ON 

MARCH TWP ON 

MARCH TWP ON 

MARCH TWP ON 

MARCH TWP ON 

NEPEAN ON 

NEPEAN ON 

NEPEAN ON 


K2G 6J8 

K1P 0B6 
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NEPEAN ON 


FSTH ALVIN DELL WELDING LTD MOODIE DR S 


GEN 

High Road Maintenance 

Lot 3, Con. 2 

Kanata City ON 

GEN 

Ecoplans Limited 

Highway 417 West onramp accessed off Moodie 
Drive 

Ottawa ON 

GEN 

High Road Maintenance 

Lot 3, Con. 2 

Kanata City ON 

GEN 

High Road Maintenance 

Lot 3, Con. 2 

Kanata City ON 

GEN 

Hydro OTTAWA LIMITED 

EAGLESON RD 

OTTAWA ON 

GEN 

High Road Maintenance 

Lot 3, Con. 2 

Kanata City ON 

GEN 

High Road Maintenance 

Lot 3, Con. 2 

Kanata City ON 

GEN 

CITY OF OTTAWA 

LOT 10, CONSESSION 2 

OTTAWA ON 

GEN 

COASTAL CANADA 
PETROLEUM INC. 

CONCESSION A, RIDEAU FRONT PART OF 

LOT 28 

NEPEAN ON 

HINC 


HUNTMAR RD. 

KANATA ON 

NATE 

ULTRAMAR 


OTTAWA ON 

NDFT 


MAIN STREET 

ON 

NEES 

ULTRAMAR 


OTTAWA ON 

PRT 

ALVIN DELL WELDING LTD 

MOODIE DR S 

NEPEAN ON 

PRT 

MINISTRY OF 
TRANSPORTATION 

LOT 3 CON 2 

MARCH TWP ON 

PRT 

JACK MAY PONTIAC BUICK 

LTD 

LOT 9 CON 2 

NEPEAN ON 

PTTW 

Mattamy (Fairwinds) Limited 

Lot: 1, Concession: 1 

Ottawa ON 

PTTW 

Minto Communities Inc. 


ON 

PTTW 

Alottawata Inc. 

Moodie Street 

Ottawa ON 

RST 

CANADIAN TIRE PIT STOP & 
PROPANE 


OTTAWA ON 

RST 

CANADIAN TIRE PIT STOP & 
PROPANE 


OTTAWA ON 

SPL 

Thermal Shell 

Highway 417 West of Eagleson Rd 

Ottawa ON 


K2T0C2 

K2H 8G3 

K2T0C2 

K2L 2P1 

K2T0C2 

KIP 1J1 


K2H 9R4 


K2H5Z2 

K2H 5Z2 
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SPL 

SPL 

SPL 

SPL 

SPL 

SPL 

SPL 

SPL 

SPL 


SPL 

SPL 


City of Ottawa 
Sita Ontario Inc. 

TRANSPORT TRUCK 

TRANSPORT TRUCK 

CP BULK SYSTEMS 

POWELL FUELS 

Enbridge Gas Distribution Inc. 
Taggart Construction Limited 
ONTARIO HYDRO 

SET CONSTRUCTION LTD. 

TRANSPORT TRUCK 


Van's Industrial & Specialty 
Coatings<UNOFFICIAL> 


Highway 417(westbound) and Moodie Drive ramp 


HWY. 417 MOTOR VEHICLE (OPERATING 
FLUID) 


HUNTMAR ROAD MOTOR VEHICLE 
(OPERATING FLUID) 


STITTSVILLE MAIN ST. ESSO SERVICE 
STATION TANK TRUCK (CARGO) 


RIDEAU VALLEY MIDDLE SCHOOL, MAIN ST., 
KARS TANK TRUCK (CARGO) 


RR #1 MOODIE DR. 


QUEENSWAY MOTOR VEHICLE (OPERATING 
FLUID) 


Terry Fox Drive, Nepean 


Ottawa ON 

Ottawa ON 

OTTAWA ON 

KANATA CITY ON 

GOULBOURN TWP. ON 


Ottawa ON 

Ottawa ON 

KANATA CITY ON 

NEPEAN CITY ON 

OTTAWA CITY ON 

Ottawa ON 

KANATA CITY ON 


SPL 

SPL 


SET CONSTRUCTION LTD. 


Ottawa ON 

Ottawa ON 

KANATA CITY ON 


SPL 

SPL 

SPL 

WDS 

WWIS 

WWIS 


ONTARIO HYDRO 

Hydro Ottawa Limited 
Hydro Ottawa Limited 


Waste Management of Canada 
Corporation 


Ottawa ON 

Ottawa ON 

Ottawa ON 

ON 
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WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 


lot 4 ON 

lot 4 ON 

lot 4 ON 

lot 4 ON 

lot 4 ON 

lot 4 ON 

lot 4 ON 

lot 4 ON 

lot 4 ON 

lot 4 ON 

lot 4 ON 

lot 3 con 2 ON 

lot 3 ON 

lot 3 ON 

lot 3 ON 

lot 3 ON 

lot 3 ON 

lot 3 ON 

lot 3 ON 

lot 3 ON 

lot 3 ON 

lot 3 ON 

lot 3 ON 
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WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 


lot 3 

lot 3 

lot 3 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 2 

lot 10 

lot 10 

lot 10 


ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 
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WWIS 


WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 


lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 10 

lot 8 

lot 8 

lot 8 

lot 8 

lot 8 

lot 8 

lot 8 

lot 7 


ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 
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WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 


lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 7 

lot 6 

lot 6 

lot 6 

lot 6 

lot 6 

lot 6 

lot 6 

lot 6 

lot 6 

lot 6 


ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 

ON 
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WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 

WWIS 
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Unplottable Report 


Site: 

Lot 5 Con 1 Goulbourn ON 

Type: Pit 

Region/County: Ottawa-Carleton 

Township: Goulbourn 

Concession:: 1 

Lot:: 5 

Size (ha):: 

Landuse:: 

Comments:: rehabilitated 



Database: 

AAGR 

Site: 368178 Ontario Limited 



Database: 

Lot 3, 4 & 5, Con II Lot 3, 4 & 5, Con II HUNTLEY ON 



AGR 

ID: 

4079 

Location Name: 



Current Status: 


Licenced Area (ha): 

131.3 


Status Date: 


Extraction Area: 



Effective Date: 


Authority Type: 



Approval Type: 

CLASS A LICENCE > 20000 TONNES 

Section: 



Operation Type: 

BOTH PIT AND QUARRY 

Municipality: 

OTTAWA 


Max Annual Tonnage: 

1800000 

County: 

OTTAWA-CARLETON R 


Unlimited Tonnage: 

No 

District: 

Kemptville District 



Site: KANA TA RESEARCH PARK CORP. 

Database: 

TERRY FOX DR.,CROSS KEY, SWM KANATA CITY ON 

CA 

Certificate #: 

3-0087-96- 


Application Year: 

96 


Issue Date: 

4/1/1996 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Approved 


Project Description:: 
Contaminants:: 



Emission Control:: 




Site: KANA TA RESEARCH PARK CORPORA TION 

TERRY FOX DR. KANATA N. BUS. P KANATA CITY ON 


Certificate #: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 


7-0653-87- 

87 

6/9/1987 
Municipal water 
Approved 


Database: 

CA 
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Contaminants:: 
Emission Control:: 


Site: Urbandale Corporation 


Database: 

Ottawa ON 


CA 

Certificate ft: 

1130-6BLHGE 


Application Year: 

2005 


Issue Date: 

4/21/2005 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: Thomas Cavanagh Construction Limited 

Database: 

Ottawa ON 


CA 

Certificate ft: 

0598-5FTQFY 


Application Year: 

2002 


Issue Date: 

11/20/2002 


Approval Type: 

Industrial Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Revoked and/or Replaced 



Site: TAYLOR DEVELOPMENTS 

Database: 

SHOPPING CEN., TERRY FOX DRIVE KAN AT A CITY ON 

CA 

Certificate ft: 

7-1321-88- 


Application Year: 

Issue Date: 

8/19/1988 


Approval Type: 

Municipal water 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Approved 


Client City:: 

Client Postal Code:: 



Project Description:: 
Contaminants:: 

Emission Control:: 




Site: KAN AT A CITY 

VALLEY-VU REALTY 

Database: 

FUTURE TERRY FOX DR. KANATA CITY ON 

CA 

Certificate ft: 

7-1420-86- 


Application Year: 

86 


Issue Date: 

12/17/1986 


Approval Type: 

Municipal water 


Status: 

Approved 
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Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


Site: KAN AT A CITY 

VALLEY-VU REALTYFORCEMAIN 

Database: 

FUTURE TERRY FOX DR. P.S. KANATA CITY ON 

CA 

Certificate #: 

3-1793-86- 


Application Year: 

86 


Issue Date: 

12/17/1986 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 

Approved 



Site: CAMPEAU CORPORATION 

WHITNEY DRIVE-KANATA TOWN CENT KANATA CITY ON 

Certificate #: 3-0900-86- 

Application Year: 86 

Issue Date: 6/27/1986 

Approval Type: Municipal sewage 

Status: Approved 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

Contaminants:: 

Emission Control:: 

Database: 

CA 

Site: CAMPEA U CORPORA TION MARCHWOOD/LAKESIDE 

Database: 

WHITNEY DR. 

KANATA CITY ON 

CA 

Certificate #: 

7-1256-87- 


Application Year: 

87 


Issue Date: 

8/21/1987 


Approval Type: 

Municipal water 


Status: 

Application Type: 
Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 

Approved 



Site: Riotrin Properties (Hazeldean) Inc. 

Ottawa ON 
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Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

4886-7YTL68 

2009 

12/18/2009 

Municipal and Private Sewage Works 

Approved 


Site: Thomas Cavanagh Construction Limited Database: 

Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

4624-6CPJGJ 

2005 

6/13/2005 

Industrial Sewage Works 

Approved 

Site: Urbandale Corporation 

Ottawa ON 

Database: 

CA 

Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

3681-7QWNXY 

2009 

4/9/2009 

Municipal and Private Sewage Works 

Approved 

Site: Urbandale Corporation 

Ottawa ON 

Database: 

CA 

Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

2869-6KVTJC 

2006 

1/12/2006 

Municipal and Private Sewage Works 

Approved 
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Emission Control:: 


Site: Urbandale Corporation 


Database: 

Ottawa ON 


CA 

Certificate ft: 

2169-5WVM7Y 


Application Year: 

2004 


Issue Date: 

3/12/2004 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: Mattamy (Fairwinds) Limited 

Ottawa ON 

Certificate ft: 4652-8J5K9D 

Application Year: 2011 

Issue Date: 7/4/2011 

Approval Type: Municipal and Private Sewage Works 

Status: Approved 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

Contaminants:: 

Emission Control:: 

Database: 

CA 

Site: Mattamy (Fairwinds) Limited 

Database: 

Ottawa ON 


CA 

Certificate ft: 

9553-8J8JHZ 


Application Year: 

2011 


Issue Date: 

6/30/2011 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: Thomas Cavanagh Construction Limited 

Database: 

Ottawa ON 


CA 

Certificate ft: 

7389-5HYQMW 


Application Year: 

2004 


Issue Date: 

2/24/2004 


Approval Type: 

Industrial Sewage Works 


Status: 

Revoked and/or Replaced 


Application Type: 
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Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description: 
Contaminants:: 
Emission Control:: 


Site: Urbandale Corporation 

Ottawa ON 

Database: 

CA 

Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

8145-7TYK8L 

2009 

7/17/2009 

Municipal and Private Sewage Works 

Approved 

Site: Urbandale Corporation 

Ottawa ON 

Database: 

CA 

Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

2160-765JJX 

2007 

8/16/2007 

Municipal and Private Sewage Works 

Approved 


Site: Palladium Drive (Ottawa) Properties Inc. Database: 

Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

6298-6XBLN3 

2007 

2/1/2007 

Industrial Sewage Works 

Approved 

Site: Urbandale Corporation 

Ottawa ON 

Database: 

CA 
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Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

1712-6N6RR7 

2006 

3/27/2006 

Municipal and Private Sewage Works 

Approved 

Site: Urbandale Corporation 

Ottawa ON 

Database: 

CA 

Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

8787-5YQRUU 

2004 

5/10/2004 

Municipal and Private Sewage Works 

Approved 


Site: Thomas Cavanagh Construction Limited Database: 

Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

9927-6G8LNP 

2005 

9/19/2005 

Municipal and Private Sewage Works 

Approved 

Site: Minto Communities Inc. 

Ottawa ON 

Database: 

CA 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

3058-7JZKTF 

2008 

10/7/2008 

Municipal and Private Sewage Works 

Approved 
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Site: Mattamy (Fairwinds) Limited Database: 

Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

5148-73NQFA 

2007 

6/6/2007 

Municipal and Private Sewage Works 

Approved 

Site: Urbandale Corporation 

Ottawa ON 

Database: 

CA 

Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

1998-6Y7KJ9 

2007 

2/12/2007 

Municipal and Private Sewage Works 

Approved 


Site: Thomas Cavanagh Construction Limited Database: 

Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

5915-7K9JU V 

2008 

10/17/2008 

Air 

Approved 

Site: Urbandale Corporation 

Ottawa ON 

Database: 

CA 

Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

1830-6H3P2S 

2005 

10/14/2005 

Municipal and Private Sewage Works 

Approved 
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Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description: 
Contaminants:: 
Emission Control:: 


Site: Riotrin Properties (Hazeidean) Inc. Database: 

Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

2213-7YETBS 

2010 

1/4/2010 

Municipal and Private Sewage Works 

Approved 

Site: Urbandale Corporation 

Ottawa ON 

Database: 

CA 

Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

5942-6BWPUR 

2005 

5/3/2005 

Municipal and Private Sewage Works 

Approved 


Site: Thomas Cavanagh Construction Limited Database: 

Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

1332-67RGUN 

2005 

1/6/2005 

Industrial Sewage Works 

Approved 


Site: Canadian Tire Real Estate Limited Database: 

Ottawa ON CA 


Certificate ft: 

8928-6XKJW9 
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Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

2007 

2/12/2007 

Industrial Sewage Works 

Revoked and/or Replaced 

Site: Hydro Ottawa Limited 

Ottawa ON 

Database: 

CA 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

9824-89HKHQ 

2010 

10/14/2010 

Industrial Sewage Works 

Approved 

Site: KNL Developments Inc. 

Ottawa ON 

Database: 

CA 

Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

6453-775SBH 

2007 

9/18/2007 

Municipal and Private Sewage Works 

Revoked and/or Replaced 


Site: Canadian Tire Real Estate Limited Database: 

Ottawa ON CA 


Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

6332-769QGX 

2007 

8/21/2007 

Industrial Sewage Works 

Approved 
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Site: Mattamy (Fairwinds North) Limited 

Ottawa ON 

Certificate #: 3072-772PDS 

Application Year: 2007 

Issue Date: 9/17/2007 

Approval Type: Municipal and Private Sewage Works 

Status: Approved 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

Contaminants:: 

Emission Control:: 

Database: 

CA 

Site: Mattamy (Fairwinds North) Limited 

Database: 

Ottawa ON 


CA 

Certificate #: 

0316-7QER2U 


Application Year: 

2009 


Issue Date: 

4/8/2009 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: Mattamy (Fairwinds) Limited 

Database: 

Ottawa ON 


CA 

Certificate #: 

9555-772NK7 


Application Year: 

2007 


Issue Date: 

9/17/2007 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: Mattamy (Fairwinds) Limited 

Database: 

Ottawa ON 


CA 

Certificate #: 

0955-7SUPV3 


Application Year: 

2009 


Issue Date: 

12/23/2009 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Revoked and/or Replaced 
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Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


Site: Mattamy (Fairwinds North) Limited 

Database: 

Ottawa ON 


CA 

Certificate it: 

9354-7SUKYU 


Application Year: 

2009 


Issue Date: 

8/21/2009 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 


Site: Canadian Tire Real Estate Limited 

Database: 

Ottawa ON 


CA 

Certificate it: 

2877-73WH5F 


Application Year: 

2007 


Issue Date: 

6/7/2007 


Approval Type: 

Industrial Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Approved 


Client City:: 

Client Postal Code:: 



Project Description:: 
Contaminants:: 



Emission Control:: 



Site: Mattamy (Fairwinds) Limited 

Database: 

Ottawa ON 


CA 

Certificate it: 

9060-76ASEZ 


Application Year: 

2007 


Issue Date: 

8/24/2007 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 


Site: Mattamy (Fairwinds) Limited 

Database: 

Ottawa ON 


CA 

Certificate #: 

0455-893NVG 


Application Year: 

2010 
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Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

9/9/2010 

Municipal and Private Sewage Works 

Approved 


Site: Riverside Gate Condominiums Database: 

Part of Lot 3, Concession 2 Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

4856-52WSMF 

01 

9/27/01 

Municipal & Private water 

Approved 

New Certificate of Approval 

Urbandale Corporation 

2193 Arch Street 

Ottawa 

K1G2H5 

Watermain construction on Nelligan Lane and Old Riverside Drive. 


Site: Monarch Construction Limited Database: 

Part of Lot 10, Concession 2 Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

3027-5EYJGF 

2002 

10/18/2002 

Municipal and Private Sewage Works 

Approved 


Site: Stonebridge Subdivision Database: 

Part of Lot 10, Concession 2 Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

9685-522N2M 

01 

9/5/01 

Municipal & Private sewage 

Approved 

New Certificate of Approval 

Monarch Construction Limited 

3584 Jockvale Road 

Nepean 

K2C 3H2 

Construction of storm and sanitary sewers on Golflinks Drive, Oakbar Crescent and Street 1. 
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Site: Stonebridge Subdivision Database: 

Part of Lot 10, Concession 2 Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

6503-522MPV 

01 

9/5/01 

Municipal & Private water 

Approved 

New Certificate of Approval 

Monarch Construction Limited 

3584 Jockvale Road 

Nepean 

K2C 3H2 

Construction of atermains on Golflinks Drive, Oakbriar Crescent and Street 1. 

Site: 

Database: 


Lot 6, Concession 2 and 3 Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

1760-4W5ML6 

01 

4/25/01 

Municipal & Private water 

Approved 

New Certificate of Approval 

KNL Developments Inc. 

222 Somerset Street West, Suite 300 

Ottawa 

K2P 2G3 

Watermains to be constructed on Witherspoon Crescent 

Site: 

Database: 


Lot 6, Concession 2 and 3 Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

6816-54HQ5P 

01 

11/16/01 

Municipal & Private sewage 

Approved 

New Certificate of Approval 

KNL Developments Inc. 

222 Somerset Street West, Suite 300 

Ottawa 

K2P 2G3 

Sanitary Sewers including appurtenances from approximately 50m west of Ironside Court to the Goulbourn Forced 
Road to serve the Kanata Lakes Subdivision, City of Ottawa 

Contaminants:: 

Emission Control:: 


Site: 

Database: 


Lot 6, Concession 2 and 3 Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

5772-4W5M6D 

01 

4/25/01 

Municipal & Private sewage 

Approved 

New Certificate of Approval 

KNL Developments Inc. 

222 Somerset Street West, Suite 300 
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Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Ottawa 

K2P 2G3 

Storm and sanitary sewers to be constructed on Witherspoon Crescent 


Site: Landsdown Developments Limited Database: 

Lot 11 and Prt Lot 10, Reg. Plan No. 2545 Ottawa ON CA 


Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

1361-5ZRHG3 

2004 

6/11/2004 

Municipal and Private Sewage Works 

Approved 

Site: 

Database: 


Lot 10, Lot 11, Cone. 2, Stonebridge Subd. Ottawa ON CA 


Certificate #: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

4838-4WDRDT 

01 

5/4/01 

Municipal & Private sewage 

Approved 

New Certificate of Approval 

Monarch Construction Limited 

3584 Jockvale Road 

Nepean 

K2C 3H2 

Installation of storm and sanitary sewers to serve Stonebridge Phase 3 

Site: 

Database: 


Lot 10, Lot 11, Cone. 2, Stonebridge Subd. Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

2176-4WDR8J 

01 

5/4/01 

Municipal & Private water 

Approved 

New Certificate of Approval 

Monarch Construction Limited 

3584 Jockvale Road 

Nepean 

K2C 3H2 

Installation of a watermain re: Stonebridge Phase 3 

Site: 

Database: 


Lot 10 and 11, Concession 2 Ottawa ON CA 


Certificate #: 

Application Year: 

2621-4WHPVP 

01 
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Issue Date: 

5/14/01 

Approval Type: 

Municipal & Private water 

Status: 

Approved 

Application Type: 

New Certificate of Approval 

Client Name:: 

Monarch Construction Limited 

Client Address:: 

3584 Jockvale Road 

Client City:: 

Nepean 

Client Postal Code:: 

K2C 3H2 

Project Description:: 

Watermain Construction 

Contaminants:: 


Emission Control:: 



Site: KAN AT A CITY 

LOT4, CONC. 2 KANATA CITY ON 

Certificate #: 8-4079-90- 

Application Year: 90 

Issue Date: 3/5/1991 

Approval Type: Industrial air 

Status: Approved in 1991 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: DIESEL GENERATOR FOR STANDBY POWER 

Contaminants:: 

Emission Control:: 

Database: 

CA 

Site: PEN EX KAN A TA LIMITED 

Database: 

LOT3/CON.2, KANATA CENTRUM KANATA CITY ON 

CA 

Certificate #: 

3-0629-95- 


Application Year: 

95 


Issue Date: 

9/5/1995 


Approval Type: 

Municipal sewage 


Status: 

Cancelled 


Application Type: 



Client Name:: 



Client Address:: 



Client City:: 



Client Postal Code:: 



Project Description:: 



Contaminants:: 



Emission Control:: 




Site: Mattamy (Fairwinds) Limited 

Database: 

Kanata Ottawa ON 


CA 

Certificate #: 

4522-79CTLZ 


Application Year: 

2007 


Issue Date: 

11/28/2007 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Approved 



Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 
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Site: URBANDALE REALTY CORP. LTD. Database: 

HUNTINGS END BRIDLEWOOD PH.IIB KANATA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

3-0134-86- 

86 

3/4/1986 

Municipal sewage 

Approved 


Site: URBANDALE REALTY CORPORATION Database: 

HUNTINGS END BRIDLEWOOD PH IIB KANATA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

7-0093-86- 

3/4/1986 

Municipal water 

Approved 


Site: Thomas Cavanagh Construction Limited Database: 

Geographic Township of Goulbourn Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

7448-7HENB5 

2008 

8/25/2008 

Industrial Sewage Works 

Approved 


Site: KNL Developments Inc. Database: 

Former Township of March Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

3666-7FFRAG 

2008 

8/28/2008 

Municipal and Private Sewage Works 

Approved 
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Client Postal Code:: 
Project Description: 
Contaminants:: 
Emission Control:: 


Site: URBANDALE REALTY CORPORATION LTD. Database: 

BRIDLEWOOD(URBANDALE) PH. II1D KANATA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 

Emission Control:: 

7-1242-89- 

8/3/1989 

Municipal water 

Approved 


Site: URBANDALE REALTY CORPORATION LIMITED Database: 

BRIDLEWOOD (URBANDALE) PH.IIIE KANATA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 

Emission Control:: 

7-0114-90- 

90 

2/7/1990 

Municipal water 

Approved 


Site: URBANDALE REALTY CORP. LTD. Database: 

BRIDLEWOOD (URBANDALE) PH.IIID KANATA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 

Emission Control:: 

3-1498-89- 

8/3/1989 

Municipal sewage 

Approved 


Site: GILPAUL INVESTMENTS LIMITED Database: 

PT.LOT 3/CON.2 : CAMPEAU DR.,SWM KANATA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

3-0309-95- 

95 

4/27/1995 
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Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


Site: 


Database: 

Campeau Drive 

Kanata ON 

CA 

Certificate ft: 

1087-4SZRC5 


Application Year: 

01 


Issue Date: 

1/15/01 


Approval Type: 

Municipal & Private water 


Status: 

Approved 


Application Type: 

New Certificate of Approval 


Client Name:: 

Urbandale Corporation 


Client Address:: 

2193 Arch Street 


Client City:: 

OTTAWA 


Client Postal Code:: 

K1G2H5 


Project Description:: 

Construction of a watermain on Campeau Drive for the Village Green Subdivision 


Contaminants:: 



Emission Control:: 



Site: GENSTAR DEVELOPMENT COMPANY - CAMPEA U DR 

Database: 

CAMPEAU DR.EXTENSION PH. II KANATA CITY ON 

CA 

Certificate ft: 

7-1213-90- 


Application Year: 

90 


Issue Date: 

8/9/1990 


Approval Type: 

Municipal water 


Status: 

Approved 


Application Type: 



Client Name:: 



Client Address:: 



Client City:: 



Client Postal Code:: 



Project Description:: 



Contaminants:: 



Emission Control:: 



Site: GILPAUL INVESTMENTS LIMITED 

Database: 

CAMPEAU DR., 

BUSINESS DEPOT KANATA CITY ON 

CA 

Certificate ft: 

3-1224-96- 


Application Year: 

96 


Issue Date: 

11/14/1996 


Approval Type: 

Municipal sewage 


Status: 

Approved 


Application Type: 



Client Name:: 



Client Address:: 



Client City:: 



Client Postal Code:: 



Project Description:: 



Contaminants:: 



Emission Control:: 




363 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Site: GENSTAR DEVELOPMENT COMPANY- CAMPEAU DR. 

CAMPEAU DR. EXTENSION PH. II KANATA CITY ON 


Database: 

CA 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


3-1494-90- 

90 

8/9/1990 

Municipal sewage 
Approved 


Site: CAMPEA U CORPORA TION EASEMENT 

CAMPEAU DR. CLUSTER 2 KANATA CITY ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


Municipal sewage 
Approved 


Database: 

CA 


Site: CAMPEAU CORPORATION 

CAMPEA U DR. KAN A TA CITY ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


7-0016-88- 

1/21/1988 
Municipal water 
Approved 


Database: 

CA 


Site: CAMPEA U CORPORA TION 

DA VIS A VE. S. W. QUADRANT KANA TA CITY ON 


Certificate tt: 
Application Year: 
Issue Date: 
Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 


7-1435-87- 

87 

9/24/1987 
Municipal water 
Approved 
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Project Description:: 
Contaminants:: 
Emission Control:: 


Site: SHELL CANADA PRODUCTS Database: 

GAS STATION W. OF EAGLESON RD. KANATA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

3-1662-89- 

8/15/1989 

Municipal sewage 

Approved 


Site: SHELL CANADA PRODUCTS Database: 

GAS STATION ON EAGLESON RD. KANATA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

7-1376-89- 

8/15/1989 

Municipal water 

Approved 

Site: 

Database: 


Eagleson Road Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

5624-4MNJCW 

00 

8/1/00 

Municipal & Private water 

Approved 

New Certificate of Approval 

Corporation of the Regional Municipality of Ottawa-Carleton 

111 LisgarStreet 

Ottawa 

K2P 2L7 

Eagleson Road watermain extension from Bridgestone Drive to Emerald Meadows. 

Site: BELL CANADA 

Database: 


EAGLESON ROAD KANATA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

3-1017-88- 

6/30/1988 

Municipal sewage 


erisinfo.com | Environmental Risk Information Services Order No: 20180221105 









Approved 


Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


Site: EAGLESON CO-OP. HOMES - PT.LOT 32/CONC.6 

Database: 

EAGLESON ROAD 

KAN AT A CITY ON 

CA 

Certificate ft: 

3-0369-92- 


Application Year: 

92 


Issue Date: 

8/10/1992 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: R.M. OF OTTA WA-CARLETON 

EAGLESON RD., PARK & RIDE LOT NEPEAN CITY ON 

Certificate ft: 3-0369-95- 

Application Year: 95 

Issue Date: 6/7/1995 

Approval Type: Municipal sewage 

Status: Approved 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

Contaminants:: 

Emission Control:: 

Database: 

CA 

Site: 1029822 ONTARIO INC. 


Database: 

EAGLESON RD. STORMWATER POND KANATA CITY ON 

CA 

Certificate ft: 

3-1195-93- 


Application Year: 

93 


Issue Date: 

11/23/1993 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: R.M. OF OTTA WA-CARLETON-PHASE III 
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EAGLESON RD. RECONSTRUCTION KANATA CITY ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


3-1072-90- 

90 

6/20/1990 
Municipal sewage 
Approved 


Site: R.M. OF OTTA WA-CARLETON 

EAGLESON RD. KANA TA CITY ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


3-0649-90- 

90 

4/26/1990 
Municipal sewage 
Approved 


Database: 

CA 


Site: R.M. OF OTTAWA-CARLETON REG. RD. #49 

EAGLESON RD. KANA TA CITY ON 


Certificate #: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


3-0876-88- 

6/1/1988 

Municipal sewage 
Approved 


Database: 

CA 


Site: PENEX HAZELDEAN LIMITED 

HAZELDEAN ROAD (SWM) KANATA CITY ON 


Certificate #: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 


3-0099-97- 

97 

4/11/1997 
Municipal sewage 
Approved 


Database: 

CA 
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Contaminants:: 
Emission Control:: 


Site: TACO BELL OF CANADA 

Database: 

HAZELDEAN ROAD 

KAN AT A CITY ON 

CA 

Certificate #: 

8-4092-94- 


Application Year: 

94 


Issue Date: 

7/15/1994 


Approval Type: 

Industrial air 


Status: 

Approved 


Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

CONDENSATE & FRYER EXHAUST HOODS 


Contaminants:: 

Odour/Fumes 


Emission Control:: 

Fabric Filters, 



Site: 511376 ONTARIO INC. 

HAZELDEAN RD. S. W. RET. FAC. GOULBOURN TWP. ON 

Certificate #: 3-0858-93- 

Application Year: 93 

Issue Date: 9/15/1993 

Approval Type: Municipal sewage 

Status: Approved 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

Contaminants:: 

Emission Control:: 

Database: 

CA 

Site: MACDONALD REALESTATE LTD. 

Database: 

HAZELDEAN RD. 

KAN AT A CITY ON 

CA 

Certificate #: 

3-1645-86- 


Application Year: 

86 


Issue Date: 

11/4/1986 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: MACDONALD REALESTATE LTD. 

Database: 

HAZELDEAN RD. 

KAN AT A CITY ON 

CA 

Certificate #: 

7-1305-86- 


Application Year: 

86 


Issue Date: 

11/4/1986 


Approval Type: 

Municipal water 


Status: 

Approved 


erisinfo.com | Environmental Risk Information Services 

Order No: 20180221105 









Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


Site: TERRACE INVESTMENTS LTD.-PT.LOT2/CONC.I 

HUNTMAR RD./STM-WATER DET.POND KANATA CITY ON 

Certificate ft: 3-0503-92- 

Application Year: 92 

Issue Date: 6/22/1992 

Approval Type: Municipal sewage 

Status: Approved 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

Contaminants:: 

Emission Control:: 

Database: 

CA 

Site: 


Database: 

Kanata Avenue Ottawa ON 

CA 

Certificate ft: 

3692-5CKGW5 


Application Year: 

02 


Issue Date: 

8/2/02 


Approval Type: 

Municipal & Private sewage 


Status: 

Approved 


Application Type: 

New Certificate of Approval 


Client Name:: 

The Corporation of the City of Ottawa 


Client Address:: 

110 Laurier Avenue West 


Client City:: 

Ottawa 


Client Postal Code:: 

KIP 1J1 


Project Description:: 
Contaminants:: 

Emission Control:: 

Approval is sought for the construction of storm sewers on Kanata Avenue. 


Site: TEGA Developments Inc. 


Database: 

Kanata Ave Ottawa ON 


CA 

Certificate ft: 

3400-7RJJW8 


Application Year: 

2009 


Issue Date: 

5/1/2009 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: M. HOLITZNER LIMITED 

RR #5 (MAIN ST.) GOULBOURN TWP. ON 
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7-1093-92- 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


92 

10/21/1992 
Municipal water 
Approved 


Site: M. HOLITZNER LIMITED 

RR #5 (MAIN ST.) GOULBOURN TWP. ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


3-1408-92- 

92 

10/21/1992 
Municipal sewage 
Approved 


Database: 

CA 


Site: 1155283 ONTARIO INC. 

MAIN ST., STITTSVILLE (SWM) GOULBOURN TWP. ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


3-0979-97- 

97 

10/14/1997 
Municipal sewage 
Approved 


Database: 

CA 


Site: M. HOLITZNER LTD.-PT.LOT24/CONC. 11 

MAIN ST.(STITTSVILLE)/S. W.MGT. GOULBOURN TWP. ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 


3-1282-92- 

92 

10/27/1992 
Municipal sewage 
Approved 


Database: 

CA 
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Emission Control:: 


Site: GOULBOURN TWP. REG. RD. 5 AT POOLE CRK. 

MAIN ST. STITTSVILLE GOULBOURN TWP. ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


3-2133-88- 

11/8/1988 
Municipal sewage 
Approved 


Site: KANATA HYDRO 

MAPLE GROVE ROAD KANA TA CITY ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


Municipal sewage 
Approved 


Database: 

CA 


Site: KANATA HYDRO 

MAPLE GROVE ROAD KANA TA CITY ON 


Certificate ft: 
Application Year: 
Issue Date: 

Approval Type: 
Status: 

Application Type: 
Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


7-0345-86- 

86 

6/9/1986 
Municipal water 
Approved 


Database: 

CA 


Site: R.M. OF OTTA WA-CARLETON 

MARCH ROAD RECON., SWM FAC. KANA TA CITY ON 


Certificate tt: 
Application Year: 
Issue Date: 
Approval Type: 
Status: 

Application Type: 


3-0372-96- 

96 

6/20/1996 
Municipal sewage 
Approved 


371 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Client Name:: 

Client Address:: 
Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 


Site: R.M. OF OTTA WA-CARLETON 

Database: 

LOT 1, CONC. 

1, MARCH RD. SWM NEPEAN CITY ON 

CA 

Certificate ft: 

3-0418-96- 


Application Year: 

96 


Issue Date: 

6/19/1996 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 
Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 

Approved 



Site: Alottawata Inc. 


Database: 

Moodie Drive 

Ottawa ON 

CA 

Certificate ft: 

9406-7GKKDQ 


Application Year: 

2008 


Issue Date: 

8/18/2008 


Approval Type: 

Municipal and Private Sewage Works 


Status: 

Application Type: 
Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 
Project Description:: 
Contaminants:: 
Emission Control:: 

Approved 



Site: R.M. OF OTTAWA-CARLETON-PT.LOTS 8-10/C-4 

Database: 

MOODIE DR./LANDFILL S. W.M.POND NEPEAN CITY ON 

CA 

Certificate ft: 

3-0989-92- 


Application Year: 

92 


Issue Date: 

9/18/1992 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Approved 


Client City:: 

Client Postal Code:: 



Project Description:: 
Contaminants:: 



Emission Control:: 




Site: TERRA CE INVESTMENTS L TD. 

MOODIEDR. MALLORN PA VILLION NEPEAN CITY ON 
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Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

3-2345-88- 

12/20/1988 

Municipal sewage 

Approved 


Site: SPENCER & ASSOC. LTD. Database: 

TERON RD. KAN A TA CITY ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

3-2118-87- 

87 

11/30/1987 

Municipal sewage 

Approved 

Site: 

Database: 


Terry Fox Drive Kanata ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 

0854-4JBJN5 

00 

4/13/00 

Municipal & Private water 

Approved 

New Certificate of Approval 

Corporation of the Regional Municipality of Ottawa-Carleton 

111 LisgarStreet 

Ottawa 

K2P 2L7 

Extension of the watermain on Terry Fox Drive from Winchester Drive south to Michael Cowpland Drive, with a 400 
mm diameter watermain. 

Contaminants:: 

Emission Control:: 



Site: Terry Fox Drive Stormwater Management Facility at Realigned Richardson Side Road Database: 

Terry Fox Drive Ottawa ON CA 


Certificate ft: 

Application Year: 

Issue Date: 

Approval Type: 

Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

1044-5E9JWT 

02 

9/27/02 

Municipal & Private sewage 

Approved 

New Certificate of Approval 

City of Ottawa 

110 Laurier Avenue West 

City of Ottawa 

KIP 1J1 

SWM Facility, quality and quantitay control with inlet and outlet sewers 
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Emission Control:: 


Site: KAN A TA CITY KAN A TA N. BUSINESS PARK 

Database: 

TERRY FOX DRIVE 

KAN AT A CITY ON 

CA 

Certificate it: 

3-0786-87- 


Application Year: 

87 


Issue Date: 

6/9/1987 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: KAN AT A CITY 


Database: 

TERRY FOX DRIVE 

KAN AT A CITY ON 

CA 

Certificate it: 

3-1806-87- 


Application Year: 

87 


Issue Date: 

10/5/1987 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Client City:: 

Client Postal Code:: 

Project Description:: 
Contaminants:: 

Emission Control:: 

Approved 



Site: CANADIAN TIRE REAL ESTATE LTD., GILPAUL 

Database: 

TERRY FOX DR.,GAS BAR SWM FAC. KANATA CITY ON 

CA 

Certificate #: 

3-0329-99- 


Application Year: 

Issue Date: 

7/26/1999 


Approval Type: 

Municipal sewage 


Status: 

Application Type: 

Client Name:: 

Client Address:: 

Cancelled 


Client City:: 

Client Postal Code:: 



Project Description:: 
Contaminants:: 



Emission Control:: 




Site: Thomas Cavanagh Construction Limited 

Database: 

City of Ottawa ON 


EBR 

EBR Registry No.: 

Ministry Ref. No.: 

IB02E3029 


Year: 

2002 


Proposal Date: 

Notice Date: 

5/13/02 


Notice Type: 

Instrument 
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Proponent Address: 
Instrument Type: 
Location: 

Location Other: 


Thomas Cavanagh Construction Limited,RR 2,Ashton, Ontario, KOA 1B0 
ARA s. 13 (2) - Add, rescind, or vary a condition of a licence 
City of Ottawa 

West 1/2 of Lot 4, Concession 5 in the City of Ottawa (Fitzroy Ward in the former Township of West Carleton) 


Site: Minto Communities Inc. 


Database: 

Ottawa ON KIP 0B6 


ECA 

Approval No: 

2268-9WYR3F 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2015-06-08 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 
Approval Type: 

Municipal and Private Sewage Works 

ECA-Municipal and Private Sewage Works 


Full Address: 

Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/3873-9WWLDY-14.pdf 



Site: Minto Communities Inc. 


Database: 

Ottawa ON KIP 0B6 


ECA 

Approval No: 

3053-8YJNWU 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2012-10-01 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/1397-8XNJGH-14.pdf 


Site: Minto Communities Inc. 


Database: 

Ottawa ON KIP 0B6 


ECA 

Approval No: 

0195-95LSVA 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2013-03-22 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/1964-8XNJA4-14.pdf 


Site: Minto Communities Inc. 


Database: 

Ottawa ON KIP 0B6 


ECA 

Approval No: 

3002-8PBSB4 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2012-01-31 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/6465-8NETCD-14.pdf 



Site: Minto Communities Inc. Database: 

Ottawa ON KIP 0B6 ECA 

Approval No: 7661-ABCKQL SWP Area Name: 
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Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


Approved MOE District: 

2016-06-30 City: 

ECA Latitude: 

IDS Longitude: 

Municipal and Private Sewage Works 
ECA-Municipal and Private Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/5664-AB4KGV-14.pdf 


Site: Minto Communities Inc. 

Ottawa ON KIP 0B6 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


7202-97BLB4 SWP Area Name: 

Revoked and/or Replaced MOE District: 

2013-05-23 City: 

ECA Latitude: 

IDS Longitude: 

Municipal and Private Sewage Works 
ECA-Municipal and Private Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/4553-95ZKWJ-14.pdf 


Site: Minto Communities Inc. 

Ottawa ON KIP 0B6 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


1554-8Y2HZ6 SWP Area Name: 

Revoked and/or Replaced MOE District: 

2012-09-14 City: 

ECA Latitude: 

IDS Longitude: 

Municipal and Private Sewage Works 
ECA-Municipal and Private Sewage Works 

https ://www.accessenvironment.ene.gov.on.ca/instruments/1100-8WTMSY-14.pdf 


Site: Minto Communities Inc. 

Ottawa ON KIP 0B6 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


8813-9WYQ2J 

Approved 

2015-06-08 

ECA 

IDS 


SWP Area Name: 
MOE District: 
City: 

Latitude: 

Longitude: 


Municipal and Private Sewage Works 
ECA-Municipal and Private Sewage Works 


https://www.accessenvironment.ene.gov.on.ca/instruments/4625-9WXRTA-14.pdf 


Site: Minto Communities Inc. 

Ottawa ON KIP 0B6 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


7598-94TRX3 

Approved 

2013-02-26 

ECA 

IDS 


SWP Area Name: 
MOE District: 
City: 

Latitude: 

Longitude: 


Municipal and Private Sewage Works 
ECA-Municipal and Private Sewage Works 


https://www.accessenvironment.ene.gov.on.ca/instruments/2553-8VDQUF-14.pdf 


Database: 

ECA 
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Approval No: 8270-A3ZLU2 SWP Area Name: 

Status: Approved MOE District: 

Date: 2015-11-10 City: 

Record Type: ECA Latitude: 

Link Source: IDS Longitude: 

Project Type: Municipal and Private Sewage Works 

Approval Type: ECA-Municipal and Private Sewage Works 

Full Address: 

Full PDF Link: https://www.accessenvironment.ene.gov.on.ca/instruments/8185-A3PRB5-14.pdf 


Site: Mattamy (Fairwinds) Limited 


Database: 

Ottawa ON K2K 2M5 


ECA 

Approval No: 

3306-9AQR9K 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2013-08-26 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/2685-988R2T-14.pdf 


Site: Urbandale Corporation 


Database: 

Ottawa ON K1G 2H5 


ECA 

Approval No: 

8787-5YQRUU 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2004-05-10 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/3747-5YPLC8-14.pdf 


Site: Urbandale Corporation 


Database: 

Ottawa ON K1G 2H5 


ECA 

Approval No: 

0666-5YQRZ3 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2004-05-10 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 

Municipal Drinking Water Systems 



Approval Type: 

ECA-Municipal Drinking Water Systems 


Full Address: 




Full PDF Link: 




Site: Mattamy (Fairwinds North) Limited 


Database: 

Ottawa ON K2K2M5 


ECA 

Approval No: 

1716-9CHP4Z 

SWP Area Name: 


Status: 

Revoked and/or Replaced 

MOE District: 


Date: 

2013-11-04 

City: 


Record Type: 

ECA 

Latitude: 



Link Source: 
Project Type: 
Approval Type: 
Full Address: 


Longitude: 

Municipal and Private Sewage Works 
ECA-Municipal and Private Sewage Works 
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Full PDF Link: 


https://www.accessenvironment.ene.gov.on.ca/instruments/6344-99RLLF-14.pdf 


Site: Thomas Cavanagh Construction Limited 

Ottawa ON KOA 1B0 

Approval No: 7749-8ZJSTU SWP Area Name: 

Status: Approved MOE District: 

Date: 2012-11-09 City: 

Record Type: ECA Latitude: 

Link Source: IDS Longitude: 

Project Type: Municipal and Private Sewage Works 

Approval Type: ECA-Municipal and Private Sewage Works 

Full Address: 

Full PDF Link: https://www.accessenvironment.ene.gov.on.ca/instruments/8951-8Z5PSL-14.pdf 

Database: 

ECA 

Site: Canadian Tire Real Estate Limited 


Database: 

Ottawa ON M4P 2V8 


ECA 

Approval No: 

2877-73WH5F 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2007-06-07 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 

Industrial Sewage Works 



Approval Type: 

ECA-Industrial Sewage Works 



Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/1011-73VQQQ-14.pdf 


Site: Minto Communities Inc. 


Database: 

Ottawa ON KIP 0B6 


ECA 

Approval No: 

0606-AHXJCH 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2017-02-02 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/4552-AHSJ74-14.pdf 


Site: Urbandale Corporation 


Database: 

Ottawa ON K1G 2H5 


ECA 

Approval No: 

1830-6H3P2S 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2005-10-14 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 

Municipal and Private Sewage Works 



Approval Type: 

ECA-Municipal and Private Sewage Works 


Full Address: 




Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/9122-6F6R74-14.pdf 


Site: Urbandale Corporation 


Database: 

Ottawa ON K1G 2H5 


ECA 

Approval No: 

4781-4ZEKPM 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2001-08-21 

City: 


Record Type: 

ECA 

Latitude: 
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Longitude: 


Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


Industrial Sewage Works 
ECA-Industrial Sewage Works 

https://www.accessenvironment.ene.gov.on.ca/instruments/1402-4Z2HBD-14.pdf 


Site: Thomas Cavanagh Construction Limited 


Database: 

Ottawa ON KOA 1B0 


ECA 

Approval No: 

3467-9AYP63 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2013-08-30 

City: 


Record Type: 

ECA 

Latitude: 


Link Source: 

IDS 

Longitude: 


Project Type: 
Approval Type: 

Municipal and Private Sewage Works 

ECA-Municipal and Private Sewage Works 


Full Address: 

Full PDF Link: 

https://www.accessenvironment.ene.gov.on.ca/instruments/0772-98NN9V-14.pdf 



Site: City of Ottawa 

Terry Fox Drive to Eagleson Rd Ottawa ON KIP 1J1 

Approval No: 5819-8HMLPK SWP Area Name: 

Status: Approved MOE District: 

Date: 2011-06-15 City: 

Record Type: ECA Latitude: 

Link Source: IDS Longitude: 

Project Type: Municipal and Private Sewage Works 

Approval Type: ECA-Municipal and Private Sewage Works 

Full Address: 

Full PDF Link: https://www.accessenvironment.ene.gov.on.ca/instruments/3755-8HCJM8-14.pdf 

Database: 

ECA 

Site: City of Ottawa 




Database: 

Terry Fox Dr Hazeidean Road to Carp River Ottawa ON KIP 1J1 

ECA 

Approval No: 

1344-5ASRJK 

SWP Area Name: 


Status: 

Approved 

MOE District: 


Date: 

2002-06-05 

City: 


Record Type: 

ECA 


Latitude: 


Link Source: 

IDS 


Longitude: 


Project Type: 


Municipal and Private Sewage Works 



Approval Type: 


ECA-Municipal and Private Sewage Works 


Full Address: 





Full PDF Link: 


https://www.accessenvironment.ene.gov.on.ca/instruments/6279-5ANTPG-14.pdf 


Site: City of Ottawa 




Database: 

Terry Fox Dr Ottawa ON KIP 1J1 


ECA 

Approval No: 

1044-5E9JWT 

SWP Area Name: 


Status: 

Revoked and/or Replaced 

MOE District: 


Date: 

2002-09-27 

City: 


Record Type: 

ECA 


Latitude: 


Link Source: 

IDS 


Longitude: 


Project Type: 


Municipal and Private Sewage Works 



Approval Type: 


ECA-Municipal and Private Sewage Works 


Full Address: 





Full PDF Link: 


https://www.accessenvironment.ene.gov.on.ca/instruments/6019-59QSAT-14.pdf 



Site: City of Ottawa 

Main St Ottawa ON K2G 6J8 


Database: 

ECA 
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Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


7237-9TLVP8 

Approved 

2015-04-02 

ECA 

IDS 


SWP Area Name: 
MOE District: 
City: 

Latitude: 

Longitude: 


Municipal and Private Sewage Works 
ECA-Municipal and Private Sewage Works 


https://www.accessenvironment.ene.gov.on.ca/instruments/3884-9SJT8A-14.pdf 


Site: Minto Communities Inc. 

Ottawa ON KIP 0B6 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


7971-9EAST8 

Approved 

2014-01-10 

ECA 

IDS 


SWP Area Name: 
MOE District: 
City: 

Latitude: 

Longitude: 


Municipal and Private Sewage Works 
ECA-Municipal and Private Sewage Works 


https://www.accessenvironment.ene.gov.on.ca/instruments/7322-9E4LGN-14.pdf 


Database: 

ECA 


Site: Thomas Cavanagh Construction Limited 

Former Geographic Township of Goulbourn, now in the amalgamated City of Ottawa Ottawa ON 


Approval No: 
Status: 

Date: 

Record Type: 
Link Source: 
Project Type: 
Approval Type: 
Full Address: 
Full PDF Link: 


9116-8UEU7L 

Approved 

5/25/2012 


Air/Noise 


SWP Area Name: 

MOE District: 

City: Ottawa 

Latitude: 

Longitude: 


Database: 

ECA 


Sjte: 

Hwy 417 Ottawa ON 

Postal Code: 

City: 

Address2: 

Addressl: 

Provstate: 

Order No.: 

Addit. Info Ordered:: 

Report Date: 

Report Type: 

Search Radius (km): 


20120509053 

5/16/2012 
Custom Report 
0.25 


Site: UNITED COUNTIES OF STORMONT, DUNDAS, GLENGARRY 

LOT 3 CON 2 MARCH TWP ON NULL 


Instance No: 

Instance ID: 

Instance Type: 
Description: 

Status: 

TSSA Program Area: 
Maximum Hazard Rank: 
Facility Type: 

Expired Date: 


10840324 

FS Liquid Fuel Tank 

Fuels Safety Private Fuel Outlet - Self Serve 
EXPIRED 


FS Liquid Fuel Tank 
1/11/1990 


Database: 

EXP 
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Site: UNITED COUNTIES OF STORMONT; DUNDAS;GLENGARRY 

Database: 

LOT 3 CON 2 MARCH TWP ON 

EXP 

Instance No: 10840306 

Instance ID: 46017 

Instance Type: FS Liquid Fuel Tank 

Description: FS Liquid Fuel Tank 

Status: EXPIRED 

TSSA Program Area: 

Maximum Hazard Rank: 


Facility Type: 

Expired Date: 



Site: UNITED COUNTIES OF STORMONT, DUNDAS, GLENGARRY 

Database: 

LOT 3 CON 2 

MARCH TWP ON NULL 

EXP 

Instance No: 

10840306 


Instance ID: 

Instance Type: 

FS Liquid Fuel Tank 


Description: 

Fuels Safety Private Fuel Outlet - Self Serve 


Status: 

TSSA Program Area: 

EXPIRED 


Maximum Hazard Rank: 


Facility Type: 

FS Liquid Fuel Tank 


Expired Date: 

1/11/1990 


Site: UNITED COUNTIES OF STORMONT; DUNDAS;GLENGARRY 

Database: 

LOT 3 CON 2 

MARCH TWP ON 

EXP 

Instance No: 

10840315 


Instance ID: 

44347 


Instance Type: 

FS Piping 


Description: 

FS Piping 


Status: 

TSSA Program Area: 

EXPIRED 


Maximum Hazard Rank: 


Facility Type: 

Expired Date: 



Site: UNITED COUNTIES OF STORMONT; DUNDAS;GLENGARRY 

Database: 

LOT 3 CON 2 

MARCH TWP ON 

EXP 

Instance No: 

10840330 


Instance ID: 

45026 


Instance Type: 

FS Piping 


Description: 

FS Piping 


Status: 

TSSA Program Area: 

EXPIRED 


Maximum Hazard Rank: 


Facility Type: 

Expired Date: 



Site: UNITED COUNTIES OF STORMONT; DUNDAS;GLENGARRY 

Database: 

LOT 3 CON 2 

MARCH TWP ON 

EXP 

Instance No: 

9248388 


Instance ID: 

382543 


Instance Type: 

FS Facility 


Description: 

Fuels Safety Private Fuel Outlet - Self Serve 


Status: 

EXPIRED 


erisinfo.com | Environmental Risk Information Services 

Order No: 20180221105 










TSSA Program Area: 
Maximum Hazard Rank: 
Facility Type: 

Expired Date: 


Site: UNITED COUNTIES OF STORMONT; DUNDAS;GLENGARRY 

LOT 3 CON 2 MARCH TWP ON 

Instance No: 10840324 

Instance ID: 

Instance Type: FS Liquid Fuel Tank 

Description: 

Status: EXPIRED 

TSSA Program Area: 

Maximum Hazard Rank: 

Facility Type: 

Expired Date: 1/11/1990 

Database: 

EXP 

Site: JACK MA Y PONTIAC BUICK LTD 

Database: 

LOT 9 CON 2 

NEPEAN ON 

EXP 

Instance No: 

9667817 


Instance ID: 

390373 


Instance Type: 

FS Facility 


Description: 

FS Propane Vehicle Conv Centre 


Status: 

EXPIRED 


TSSA Program Area: 



Maximum Hazard Rank: 


Facility Type: 



Expired Date: 




Site: AL VIN DELL WELDING L TD 

Database: 

MOODIE DR S 

NEPEAN ON K2H 7V2 

FST 

Instance No: 

10870197 


Cont Name: 



Instance Type: 

FS Liquid Fuel Tank 


Fuel Type: 

Gasoline 


Status: 

Active 


Capacity: 

4546 


Tank Material: 

Steel 


Corrosion Protection: 

Impressed Current 


Tank Type: 

Single Wall UST 


Install Year: 

1986 


Parent Facility Type: 

Fuels Safety Private Fuel Outlet - Self Serve 


Facility Type: 

FS Liquid Fuel Tank 



Site: AL VIN DELL WELDING L TD 

Database: 

MOODIE DR S 

NEPEAN ON 

FSTH 

License Issue Date: 

6/4/1990 


Tank Status: 

Licensed 


Tank Status As Of: 

December 2008 


Operation Type: 

Private Fuel Outlet 


Facility Type: 

Gasoline Station - Self Serve 


-Details- 

Status: 

Active 


Year of Installation: 
Corrosion Protection: 

1986 


Capacity: 

4546 


Tank Fuel Type: 

Liquid Fuel Single Wall UST - Gasoline 
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Site: AL VIN DELL WELDING L TD 

MOODIEDRS NEPEAN ON 


License Issue Date: 
Tank Status: 

Tank Status As Of: 
Operation Type: 
Facility Type: 


6/4/1990 

Licensed 

August 2007 

Private Fuel Outlet 

Gasoline Station - Self Serve 


-Details- 

Status: 

Year of Installation: 
Corrosion Protection: 
Capacity: 

Tank Fuel Type: 


4546 

Liquid Fuel Single Wall UST - Gasoline 


Site: High Road Maintenance 

Lot 3, Con. 2 Kanata City ON K2T0C2 


Generator No.: 

ON5522769 

PO Box No.: 


Status: 


Country: 

Canada 

Approval Years: 

2016 

Choice of Contact: 

CO_OFFICIAL 

Contam. Facility: 

No 

Co Admin: 

Alexis Fernetich 

MHSW Facility: 

No 

Phone No. Admin: 

6135475591 Ext.3162 

SIC Code: 

488490 



SIC Description: 

OTHER SUPPORT ACTIVITIES FOR ROAD TRANSPORTATION 



Database: 

GEN 


-Details- 

Waste Code: 251 

Waste Description: OIL SKIMMINGS & SLUDGES 


Waste Code: 252 

Waste Description: WASTE OILS & LUBRICANTS 


Site: Ecoplans Limited 

Highway 417 West onramp accessed off Moodie Drive Ottawa ON K2H 8G3 


Generator No.: 

ON3922236 

PO Box No.: 

Status: 


Country: 

Approval Years: 

2010 

Choice of Contact: 

Contam. Facility: 


Co Admin: 

MHSW Facility: 

SIC Code: 

541620 

Phone No. Admin: 

SIC Description: 

Environmental Consulting Services 



-Details- 

Waste Code: 241 

Waste Description: HALOGENATED SOLVENTS 


Database: 

GEN 


Generator No.: 

ON5522769 

PO Box No.: 


Status: 


Country: 

Canada 

Approval Years: 

2014 

Choice of Contact: 

CO_OFFICIAL 

Contam. Facility: 

No 

Co Admin: 

Alexis Fernetich 

MHSW Facility: 

No 

Phone No. Admin: 

6135475591 Ext.3162 

SIC Code: 

488490 



SIC Description: 

OTHER SUPPORT ACTIVITIES FOR ROAD TRANSPORTATION 



Site: High Road Maintenance 

Lot 3, Con. 2 Kanata City ON K2T0C2 
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-Details- 
Waste Code: 

Waste Description: 


251 

OIL SKIMMINGS & SLUDGES 


Waste Code: 252 

Waste Description: WASTE OILS & LUBRICANTS 


Site: High Road Maintenance 

Lot 3, Con. 2 Kanata City ON 


Generator No.: 

ON5522769 

PO Box No.: 

Status: 


Country: 

Approval Years: 

2013 

Choice of Contact: 

Contam. Facility: 


Co Admin: 

MHSW Facility: 


Phone No. Admin: 

SIC Code: 

488490 


SIC Description: 

OTHER SUPPORT ACTIVITIES FOR ROAD TRANSPORTATION 


Database: 

GEN 


-Details— 

Waste Code: 252 

Waste Description: WASTE OILS & LUBRICANTS 


Waste Code: 251 

Waste Description: OIL SKIMMINGS & SLUDGES 


Database: 

GEN 


Generator No.: 

ON9259460 

PO Box No.: 

Status: 


Country: 

Approval Years: 

05 

Choice of Contact: 

Contam. Facility: 


Co Admin: 

MHSW Facility: 


Phone No. Admin: 

SIC Code: 

221122 


SIC Description: 

Electric Power Distribution 


-Details- 

Waste Code: 

243 


Waste Description: 

PCB'S 



Site: Hydro OTTAWA LIMITED 

EAGLESON RD OTTA WA ON K2L 2P1 


Site: High Road Maintenance 

Lot 3, Con. 2 Kanata City ON 


Generator No.: 

ON5522769 

PO Box No.: 

Status: 


Country: 

Approval Years: 

2012 

Choice of Contact: 

Contam. Facility: 


Co Admin: 

MHSW Facility: 


Phone No. Admin: 

SIC Code: 

488490 


SIC Description: 

Other Support Activities for Road Transportation 


Database: 

GEN 


Generator No.: 

ON5522769 

PO Box No.: 


Status: 


Country: 

Canada 

Approval Years: 

2015 

Choice of Contact: 

CO_OFFICIAL 

Contam. Facility: 

No 

Co Admin: 

Alexis Fernetich 

MHSW Facility: 

No 

Phone No. Admin: 

6135475591 Ext.3162 


Site: High Road Maintenance 

Lot 3, Con. 2 Kanata City ON K2T0C2 
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SIC Code: 

SIC Description: 


488490 


OTHER SUPPORT ACTIVITIES FOR ROAD TRANSPORTATION 


-Details- 

Waste Code: 251 

Waste Description: OIL SKIMMINGS & SLUDGES 


Waste Code: 252 

Waste Description: WASTE OILS & LUBRICANTS 


Site: CITY OF OTTA WA 

LOT 10, CONSESSION 2 OTTAWA ON KIP 1J1 

Generator No.: ON3823377 

Status: 

Approval Years: 07,08 

Contam. Facility: 

MHSW Facility: 

SIC Code: 

SIC Description: 


Database: 

GEN 

PO Box No.: 

Country: 

Choice of Contact: 

Co Admin: 

Phone No. Admin: 


-Details- 

Waste Code: 251 

Waste Description: OIL SKIMMINGS & SLUDGES 


Site: COASTAL CANADA PETROLEUM INC. 

CONCESSION A, RIDEAU FRONT PART OF LOT 28 NEPEAN ON 


Generator No.: 

ONI 516900 

PO Box No.: 

Status: 


Country: 

Approval Years: 

99,00,01 

Choice of Contact: 

Contam. Facility: 


Co Admin: 

MHSW Facility: 

SIC Code: 

5111 

Phone No. Admin: 

SIC Description: 

PETROLEUM PROD., WH. 



Database: 

GEN 


-Details- 
Waste Code: 

Waste Description: 


221 

LIGHT FUELS 


Waste Code: 

Waste Description: 


251 

OIL SKIMMINGS & SLUDGES 


Site: 

HUNTMARRD. KANATA ON 


Database: 

HINC 


External File Num: 
Date of Occurrence: 
Fuel Occurrence Type: 
Fuel Type Involved: 
Status Desc:: 

Job Type Desc:: 

Oper. Type Involved:: 
Service Interruptions:: 
Property Damage:: 
Fuel Life Cycle Stage:: 
Root Cause:: 

Reported Details:: 

Fuel Category:: 
Occurrence Type:: 
Affiliation:: 


FS INC 0712-07659 
12/10/2007 
Pipeline Strike 
Natural Gas 

Completed - Causal Analysis(End) 

Incident/Near-Miss Occurrence (FS) 

Construction Site (pipeline strike) 

No 

Yes 

Transmission, Distribution and Transportation 

Root Cause: Equipment/Material/Component:No Procedures:Yes Maintenance:^ Design:No 
Training:Yes Management:Yes Human Factors:Yes 

Gaseous Fuel 
Incident 

Industry Stakeholder (Licensee/Registration/Certificate Holder, Facility Owner, etc.) 
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County Name:: 

Approx. Quant. Ret:: 

Nearby body of water:: 

Enter Drainage Syst.:: 

Approx. Quant. Unit:: 
Environmental Impact:: 

Ottawa 

Site: ULTRAMAR 

OTTAWA ON 

Database: 

NATE 

File No.: 

Reported By: 

Material Reaction:: 

Spill Date: 

Lead Agency: 

Basin:: 

Air:: 

DOE on Scene: 

Land:: 

Fresh Water:: 

Ground Water:: 

Salt Water:: 

Other Environment:: 
Waterbody:: 

Cause:: 

Reason:: 

Source:: 

Sector- 
Ship No.:: 

Ship Name:: 

Clean Up By:: 

Disposal Method:: 

Recovery %:: 

Act Invoked:: 

Enforcement Resp:: 

Fish Kill:: 

Oiled Birds:: 

Other Kill:: 

Vegetation Damage:: 

Property Damage:: 

Drinking Water:: 

Income Loss:: 

Other Consequences:: 

No. of Injuries:: 

No. of Evacuations:: 

Fine:: 

No. of Dead:: 

Cleanup Cost:: 

Material:: 

Amount (ton):: 

Volume (L):: 

Concentration:: 

Phase:: 

Additional Info:: 

446220 

Province 

871020 

St. Lawrence River Drainage 

Y 

Overflow 

Unknown 

Other Industrial Plant 

General Manufacturing 

polluter 

other 

80.00 

None 

N 

N 

N 

N 

N 

N 

N 

N 

0.00 

0.00 

fuel oil no. 2 

0.19 

0.00 

0.00 

Site: 

MAIN STREET ON 

Database: 

NDFT 

Property Id: 

Base Name:: 

Status: 

Status As Of: 

Tank Class:: 

Install Year: 

Tank Type:: 

Last Year Used: 

K6208 

CFB OTTAWA 

Tank no longer in service and removed 

May 25, 2001 

Bulk Storage (i.e. >45 000 litres) 

1960 

Aboveground Field-erected 

1999 
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Tank Contents:: Diesel 

Capacity (L):: 30 


Site: ULTRAMAR 

OTTAWA ON 

Incident Date: 
Contaminant: 

Amount:: 

Units:: 

Quantity:: 

Cause:: 

Source- 

Reason:: 

Sector:: 

10/20/87 
fuel oil no. 2 

0.19 

Tonnes (Metric) 

Overflow 

Other Industrial Plant 

Unknown 

General Manufacturing 

Database: 

NEES 

Site: AL VIN DELL WELDING L TD 

Database: 

MOODIE DR S 

NEPEAN ON K2H 9R4 

PRT 

Location ID: 

9633 


Type: 

private 


Expiry Date: 



Capacity (L): 

4546.00 


Licence ft: 

0001022038 



Site: MINISTR Y OF TRANSPORTA TION 

Database: 

LOT 3 CON 2 

MARCH TWP ON 

PRT 

Location ID: 

8452 


Type: 

private 


Expiry Date: 

Capacity (L): 

31740.00 


Licence #: 

0001011712 



Site: JACK MA Y PONTIAC BUICK LTD 

LOT 9 CON 2 NEPEAN ON 

Location ID: 9617 

Type: private 

Expiry Date: 1994-02-28 

Capacity (L): 0.00 

Licence#: 0037908001 

Database: 

PRT 

Site: Mattamy (Fairwinds) Limited 

Database: 

Lot: 1, Concession: 1 Ottawa ON 

PTTW 

EBR Registry No.: 

010-5626 


Ministry Ref. No.: 

4636-7MMLJ6 


Year: 

2009 


Proposal Date: 

1/8/2009 


Notice Date: 



Notice Type: 

Instrument Proposal 


Proponent Address: 

123 Huntmar Drive Kanata Ontario Canada K2S 1B9 


Instrument Type: 

(OWRA s. 34) - Permit to take water 


Location: 

Lot: 1, Concession: 1 Huntley Twp, Ottawa 


Location Other: 



Site: Minto Communities Inc. 


Database: 

ON 


PTTW 
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EBR Registry No.: 
Ministry Ref. No.: 
Year: 

Proposal Date: 
Notice Date: 

Notice Type: 
Proponent Address: 

Instrument Type: 
Location: 


Location Other: 


012-9800 

5771-AJEJDR 

2017 

February 13, 2017 
October 06, 2017 
Instrument Decision 

180 Kent Street, Suite 200, Ottawa Ontario, Canada KIP 0B6, Minto Communities Inc., 180 Kent Street, Suite 
200, Ottawa Ontario, Canada K1P 0B6 
(OWRA s. 34) - Permit to Take Water 

Avalon West Community Address: Lot: 3 & Part of Lot 4, Concession: 11, Geographic Township: CUMBERLAND, 
Ottawa, City District Office: Ottawa GeoReference: Zone: 18, UTM Easting: 461611, UTM Northing: 5032496, UTM 
Location Description: SI - Lot 3 Concession 11, Site #: 5712-AJEJLA CITY OF OTTAWA 


Site: Alottawata Inc. 

Moodie Street Ottawa ON 

Database: 

PTTW 

EBR Registry No.: 

Ministry Ref. No.: 

Year: 

Proposal Date: 

Notice Date: 

Notice Type: 

Proponent Address: 

Instrument Type: 

Location: 

Location Other: 

010-2753 

0601-7BLSN8 

2008 

February 25, 2008 

Instrument Proposal 

2650 Queensview Drive Suite 150 Ottawa Ontario Canada K2B 8H6 
(OWRA s. 34) - Permit to take water 

Moodie Street, City of Ottawa Lot: 3, Concession: 4 Rideau Front (R.F.) 


Site: CANADIAN TIRE PIT STOP & PROPANE 

OTTA WA ON K2H5Z2 

Database: 

RST 

Headcode: 

Headcode Desc: 

Phone: 

List Name: 

Description: 

00921430 

OIL CHANGES & LUBRICATION SERVICE 

6138299488 


Site: CANADIAN TIRE PIT STOP & PROPANE 

OTTAWA ON K2H 5Z2 

Database: 

RST 

Headcode: 

Headcode Desc: 

Phone: 

List Name: 

Description: 

00921430 

OIL CHANGES & LUBRICATION SERVICE 

6138299488 



Site: Thermal Shell 

Highway 417 West of Eagleson Rd Ottawa ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 


2847-5NPPU5 

FUELOIL 

13 


6/20/2003 

6/20/2003 

Container Leak (Fuel Tank Barrels) 
Unknown - Reason not determined 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


Ottawa 


Land 

Possible 

Soil Contamination 
Spill to Land 
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Incident Summary: 


SpilLThermashell truck- 20L of fuel oil to 
ground 


Site: City of Ottawa 



Database: 

Highway 417 

Ottawa ON 


SPL 

Ref No: 

3043-7QMTYH 

Site Address: 


Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 

ENGINE OIL 

Site Cone: 

Site Lot: 

Site County/District: 


Contam. Limit Freq 1: 
Contaminant UN No 1: 


Site Municipality: 

Site Postal Code: 

Ottawa 

Contaminant Qty: 

10 L 

Sector Type: 

Other 

MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

3/30/2009 

Source Type: 
Receiving Medium: 
Receiving Env: 


Incident Cause: 

Pipe Or Hose Leak 

Environment Impact: 

Not Anticipated 

Incident Event: 


Nature of Impact: 

Other Impact(s) 

Incident Reason: 
Incident Summary: 

Unknown - Reason not determined 

OC Transpo: 10L engine oil to grnd on Hwy 
417 

SAC Action Class: 

Primary Assessment of Incident 


Site: Sita Ontario Inc. 



Database: 

Highway 417(westbound) and Moodie Drive ramp Ottawa ON 


SPL 

Ref No: 

4124-6DJQGX 

Site Address: 


Contaminant Name: 

DIESEL FUEL 

Site Cone: 


Contaminant Code: 


Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 


Sector Type: 

Transport Truck 

MOE Reported Dt: 

6/20/2005 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 

Land 

Incident Dt: 

6/20/2005 

Receiving Env: 


Incident Cause: 

Other Transport Accident 

Environment Impact: 

Not Anticipated 

Incident Event: 


Nature of Impact: 

Soil Contamination 

Incident Reason: 
Incident Summary: 

MVA: SITA Can.: 50 L diesel to Hwy 

417/Moodie Dr. 

SAC Action Class: 

Spills to Highways (usually highway accide 


Site: TRANSPORT TRUCK 


Database: 

HWY. 417 MOTOR VEHICLE (OPERATING FLUID) OTTAWA ON 

SPL 

Ref No: 

191523 

Site Address: 


Contaminant Name: 


Site Cone: 


Contaminant Code: 


Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

20107 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 


Sector Type: 


MOE Reported Dt: 

12/4/2000 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 

LAND 

Incident Dt: 

12/4/2000 

Receiving Env: 


Incident Cause: 

TRUCK/TRAILER OVERTURN 

Environment Impact: 

POSSIBLE 

Incident Event: 


Nature of Impact: 

Soil contamination 

Incident Reason: 

OTHER 

SAC Action Class: 


Incident Summary: 

RSR ENVIRONMENTALSPILL OF 50-100 L 
DIESEL DUE TO ROLLOVER. CONTAINED. 




Site: TRANSPORT TRUCK 

HUNTMAR ROAD MOTOR VEHICLE (OPERATING FLUID) KANATA CITY ON 


Database: 

SPL 
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104127 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


8/18/1994 

8/18/1994 

OTHER CONTAINER LEAK 

DAMAGE BY MOVING EQUIPMENT 
GILES LEBLANC CARTAGE: 20 L DIESEL 
FUEL TO LAND 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


20103 


LAND 

CONFIRMED 
Soil contamination 


Site: CP BULK SYSTEMS 

STITTSVILLE MAIN ST. ESSO SERVICE STATION TANK TRUCK (CARGO) GOULBOURN TWP. ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


32340 


3/20/1990 

3/20/1990 

CONTAINER OVERFLOW 
ERROR 

CP BULK SYSTEMS-MAX200 L.GASOLINE 
TO GROUND FROM UND-GROUND TANK, 
DELIVERY 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 

Site Municipality: 20604 

Site Postal Code: 

Sector Type: 

Source Type: 

Receiving Medium: LAND 

Receiving Env: 

Environment Impact: NOT ANTICIPATED 

Nature of Impact: 

SAC Action Class: 


Database: 

SPL 


Site: POWELL FUELS 

RIDEAU VALLEY MIDDLE SCHOOL, MAIN ST., KARS TANK TRUCK (CARGO) OTTAWA-CARLETON R.M. ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


44507 


12/11/1990 

12/11/1990 
PIPE/HOSE LEAK 

ERROR 

POWELL FUELS -100 L. FURNACE OIL TO 
ASPHALT, CLEANED UP. 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


20000 


LAND 

NOT ANTICIPATED 


Database: 

SPL 


Site: Enbridge Gas Distribution Inc. 

Main St Ottawa ON 

Ref No: 2717-A3VHU6 

Contaminant Name: NATURAL GAS (METHANE) 

Contaminant Code: 35 

Contaminant Limit 1: 

Contam. Limit Freq 1: 

Contaminant UN No 1: 


Site Address: Main St 

Site Cone: 

Site Lot: 

Site County/District: 

Site Municipality: Ottawa 

Site Postal Code: 


Database: 

SPL 
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Contaminant Qty: 

1 other - see incident description 

Sector Type: 

Miscellaneous Industrial 

MOE Reported Dt: 

11/2/2015 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 


Incident Dt: 

10/30/2015 

Receiving Env: 


Incident Cause: 


Environment Impact: 


Incident Event: 


Nature of Impact: 


Incident Reason: 

Operator/Human Error 

SAC Action Class: 

TSSA - Fuel Safety Branch - Hydrocarbon Fuel 
Release/Spill 

Incident Summary: 

TSSA FSB: 1 in IP pi service dmgd, made safe 



Site: Taggart Construction Limited 


Database: 

Maple Grove Rd 

' Ottawa ON 


SPL 

Ref No: 

3642-AGCFSUN 

Site Address: 

Maple Grove Rd 

Contaminant Name: 

SEDIMENT(SUSPENDED SOLIDS/ SAND/ 

SILT) 

Site Cone: 


Contaminant Code: 

43 

Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

Ottawa 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 


Sector Type: 

Other 

MOE Reported Dt: 

2016/12/05 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 


Incident Dt: 

2016/12/01 

Receiving Env: 

Surface Water 

Incident Cause: 


Environment Impact: 


Incident Event: 

Other 

Nature of Impact: 


Incident Reason: 

Weather Conditions 

SAC Action Class: 

Watercourse Spills 

Incident Summary: 

Taggart Construction - Sediment to Poole 

Creek 



Site: ONTARIO HYDRO 


Database: 

SOUTH MARCH TRANSFORMER STA TION, MARCH ROAD TRANSFORMER KANA TA CITY ON SPL 

Ref No: 

128700 

Site Address: 


Contaminant Name: 


Site Cone: 


Contaminant Code: 


Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

20103 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 


Sector Type: 


MOE Reported Dt: 

7/3/1996 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 

LAND 

Incident Dt: 

6/26/1996 

Receiving Env: 


Incident Cause: 

COOLING SYSTEM LEAK 

Environment Impact: 

CONFIRMED 

Incident Event: 


Nature of Impact: 

Soil contamination 

Incident Reason: 

OTHER 

SAC Action Class: 


Incident Summary: 

ONTARIO HYDRO: 250 ML OF PCB OIL (200 
PPM) TO SOILCONTAINED AND CLEANED 

UP. 



Site: SET CONSTRUCTION L TD. 


Database: 

RR #1 MOODIE DR. NEPEAN NEPEAN CITY ON 


SPL 

Ref No: 

16524 

Site Address: 


Contaminant Name: 


Site Cone: 


Contaminant Code: 


Site Lot: 


Contaminant Limit 1: 


Site County/District: 


Contam. Limit Freq 1: 


Site Municipality: 

20104 

Contaminant UN No 1: 


Site Postal Code: 


Contaminant Qty: 


Sector Type: 


MOE Reported Dt: 

3/30/1989 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 

LAND 

Incident Dt: 

3/30/1989 

Receiving Env: 


Incident Cause: 

UNKNOWN 

Environment Impact: 
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Incident Event: 
Incident Reason: 
Incident Summary: 


UNKNOWN 

SET CONSTRUCTION- OIL SPILLED TO 
GROUND. 


Nature of Impact: 
SAC Action Class: 


Site: TRANSPORT TRUCK 

QUEENSWAY MOTOR VEHICLE (OPERATING FLUID) OTTAWA CITY ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


224201 


4/19/2002 

4/19/2002 

OTHER TRANSPORTATION ACCIDENT 
ERROR 

LOBLAWS: 450L DIESEL FROMTRUCK TO 
ROAD ONLY; OPP; MTO. 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


20107 


LAND 

CONFIRMED 
Soil contamination 


Database: 

SPL 


Site: Van's Industrial & Specialty Coatings<UNOFFICIAL> 

Terry Fox Drive, Nepean Ottawa ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


2438-6GNMTJ 
DIESEL FUEL 


9/28/2005 

9/28/2005 

Other Transport Accident 

Adverse Road Condition - Road faults 
Van's Cleaning, 40 L diesel to road, ditch, 
sewer 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


Ottawa 

Other Motor Vehicle 
Land & Water 
Not Anticipated 
Spills to Watercourses 


Database: 

SPL 


Site: PUC 

TERRY FOX DR PAD TRANSFORMER BY NEWBRIDGE COMM. LTD. KANATA CITY ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


4874 


6/7/1988 

6/7/1988 

COOLING SYSTEM LEAK 
FIRE/EXPLOSION 

KANATA HYDRO - 150 L MINERAL OIL 
(NO PCBS) TO GROUND. 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 

Site Municipality: 20103 

Site Postal Code: 

Sector Type: 

Source Type: 

Receiving Medium: LAND 

Receiving Env: 

Environment Impact: 

Nature of Impact: 

SAC Action Class: 


Site: Thomas Cavanagh Construction Limited 
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Ottawa ON 


SPL 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


5552-8XKTLB 
HYDRAULIC OIL 
15 


50 L 

27-AUG-12 
27-AUG-12 


Cabanah Const'n, 50 L hydraulic oil to The 
Queensway, cont'd 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


Ottawa 
Motor Vehicle 


Not Anticipated 
Land Spills 


Site: Thomas Cavanagh Construction Limited 

Ottawa ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


8581-ALQMUR 
HYDRAULIC OIL 
15 


n/a 
2 L 

4/24/2017 

2 - Minor Environment 
4/24/2017 

Other 

Equipment Failure 

Thomas Cavanagh Cnst: 2L hydraulic oil to 
grnd, no CBs, contained 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


Ottawa 

Miscellaneous Industrial 
Other 

Land 


Site: SET CONSTRUCTION L TD. 

LOT5, CONC. IIRR #1 MOODIE DR. NEPEAN KANATA CITY ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


46922 


2/22/1991 

2/22/1991 

PIPE/HOSE LEAK 

EQUIPMENT FAILURE 

SET CONSTRUCTION -1/2 L. HYDRAULIC 

OIL TO GROUND FROM BACKHOE. 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


20103 

LAND 

NOT ANTICIPATED 


Site: ONTARIO HYDRO 

LOT5 CONC 2 HUNTLEY TWP. TRANSFORMER OTTAWA-CARLETON R.M. ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 


28839 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 

Site Municipality: 20000 
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Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


12/13/1989 

12/13/1989 

COOLING SYSTEM LEAK 

EQUIPMENT FAILURE 
ONT.HYDRO - 100 LTR OIL TO SNOW 
FROM TRANSFORMER.NON-PCB. 


Site Postal Code: 

Sector Type: 

Source Type: 

Receiving Medium: LAND 

Receiving Env: 

Environment Impact: NOT ANTICIPATED 

Nature of Impact: 

SAC Action Class: 


Site: Hydro Ottawa Limited 

Kanata Ottawa ON 


Ref No: 

6222-5ZU8UL 

Site Address: 


Contaminant Name: 

TRANSFORMER OIL (N.O.S.) 

Site Cone: 


Contaminant Code: 
Contaminant Limit 1: 

15 

Site Lot: 

Site County/District: 


Contam. Limit Freq 1: 
Contaminant UN No 1: 


Site Municipality: 

Site Postal Code: 

Ottawa 

Contaminant Qty: 


Sector Type: 

Transformer 

MOE Reported Dt: 

6/11/2004 

Source Type: 


Health/Env Conseq: 


Receiving Medium: 

Land 

Incident Dt: 

6/10/2004 

Receiving Env: 


Incident Cause: 

Cooling System Leak 

Environment Impact: 

Possible 

Incident Event: 


Nature of Impact: 

Soil Contamination 

Incident Reason: 
Incident Summary: 

Unknown - Reason not determined 

Hydro One - 212 L transformer oil to ground. 

SAC Action Class: 

Spills 


Database: 

SPL 


Site: Hydro Ottawa Limited 

Gloucester Ottawa ON 


Ref No: 

Contaminant Name: 
Contaminant Code: 
Contaminant Limit 1: 
Contam. Limit Freq 1: 
Contaminant UN No 1: 
Contaminant Qty: 
MOE Reported Dt: 
Health/Env Conseq: 
Incident Dt: 

Incident Cause: 
Incident Event: 
Incident Reason: 
Incident Summary: 


0266-5YAGND 

TRANSFORMER OIL (N.O.S.) 
15 


50 L 

4/22/2004 

4/21/2004 

Unknown 

Unknown - Reason not determined 

Hydro Ottawa: >50L Non-PCB Trans Oil to 

ground 


Site Address: 

Site Cone: 

Site Lot: 

Site County/District: 
Site Municipality: 
Site Postal Code: 
Sector Type: 

Source Type: 
Receiving Medium: 
Receiving Env: 
Environment Impact: 
Nature of Impact: 
SAC Action Class: 


Ottawa 

Transformer 

Land 

Confirmed 

Soil Contamination 


Database: 

SPL 


Site: Waste Management of Canada Corporation 

Ottawa ON KOA 1L0 


Certificate No: 

Mob Unit Cert No: 
EBR Registry No: 
Status: 

Application Status: 
Issue Date: 

Input Date: 

Date Received: 
Record Type: 
Project Type: 
Approval Type: 
SWP Area Name: 
MOE District: 


A461002 


Revoked and/or Replaced 
2010-08-09 


ECA 

Waste Disposal Sites 
ECA-Waste Disposal Sites 
Mississippi Valley 
Ottawa 


Facility Type: 

Site Concession: 
Site Region/County: 
Total Area (ha): 
Landfill Cap (m 3 ): 
Landfill Ctrl Type: 
Est Closure Date: 
Transfer Area (ha): 
Transfer Cap (m 3 ): 
Transfer Cert No: 
Inciner. Area (ha): 
Inciner. Cap (t): 
Process Area (m 3 ): 


Database: 

WDS 
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Latitude: 

Process Cap (m 3 /d): 

Longitude: 

Process Vol (m 3 ): 

Link Source: IDS 

Process Feed (m 3 ): 

Proponent: 

Mobile Units: 

Prop Address: 

Mobile Description: 

Prop City: 

Mobile Capacity: 

Prop Postal: 

Serial Link: 

Prop Phone: 

Proponent County/District: 

Site Lot: 

Full Address: 

Landfill Monitoring: 

Waste Type: 

Waste Type Other: 

Waste Class: 

Waste Class Code: 

Project Description: 

Municipalities Served: 

Site Closing Description: 

Approval Description: 

Waste Description: 

Other Approvals/Permits: 

District Office: 


PDF URL: https://www.accessenvironment.ene.gov.on.ca/instruments/8579-86NJFE-14.pdf 


Well ID: 

1521864 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/1/1987 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1558 

Casing Material: 


Form Version: 

1 

Audit No: 

17415 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (YIN): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10043677 

Spatial Status: 


DP2BR: 

46 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

7/16/1987 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 
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Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931049404 

1 

6 

BROWN 

05 

CLAY 

79 

PACKED 

0.00 

17.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931049405 

2 

3 

BLUE 

05 

CLAY 

85 

SOFT 

17.00 

26.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931049406 

3 

2 

GREY 

28 

SAND 

79 

PACKED 

26.00 

40.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931049407 

4 

2 

GREY 

28 

SAND 

11 

GRAVEL 

79 

PACKED 

40.00 

46.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

931049408 

5 

2 

GREY 

15 

LIMESTONE 

78 

MEDIUM-GRAINED 
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Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

46.00 

75.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521864 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592247 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930076318 

1 

1 

STEEL 

49.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930076319 

2 

4 

OPEN HOLE 

75.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991521864 

12.00 

30.00 

50.00 

10.00 

5.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

934108158 

Draw Down 
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Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1524144 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/26/1990 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

56259 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045916 

Spatial Status: 


DP2BR: 

5 

Cluster Kind: 


Code OB: 


UTMRC: 

9 
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unknown UTM 
na 

8/14/1989 

nemarKs: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931056983 

1 

2 

GREY 

05 

CLAY 

12 

STONES 

11 

GRAVEL 

0.00 

5.00 

ft 

931056984 

2 

2 

GREY 

18 

SANDSTONE 


Method of Construction & Well 

Use 

961524144 
5 

Air Percussion 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


Pipe Information 

Pipe ID: 10594486 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 

Casing ID: 

Layer: 

Material: 

Open Hole or Material 
Depth From: 


930080385 

1 

1 

STEEL 
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Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080386 

2 

4 

OPEN HOLE 

75.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991524144 

8.00 

40.00 

40.00 

30.00 

10.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934107725 

15 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934391954 

30 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934652924 

45 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934910124 

60 

40.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

933482691 

1 

1 

FRESH 
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Water Found Depth: 55.00 

Water Found Depth UOM: ft 

Water ID: 933482692 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 70.00 

Water Found Depth UOM: ft 


Well ID: 

1524027 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

11/21/1989 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1558 

Casing Material: 


Form Version: 

1 

Audit No: 

66525 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045799 

Spatial Status: 


DP2BR: 

3 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

10/11/1989 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931056592 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 11 

Other Materials: GRAVEL 

Mat3: 01 

Other Materials: FILL 

Formation Top Depth: 0.00 

Formation End Depth: 2.00 
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Formation End Depth UOM: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931056593 

2 

6 

BROWN 

28 

SAND 

79 

PACKED 

2.00 

3.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931056594 

3 

2 

GREY 

18 

SANDSTONE 

73 

HARD 

3.00 

30.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931056595 

4 

2 

GREY 

18 

SANDSTONE 

85 

SOFT 

74 

LAYERED 

30.00 

73.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931056596 

5 

4 

GREEN 

18 

SANDSTONE 

85 

SOFT 

73.00 

77.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

931056597 

6 

2 

GREY 

18 

SANDSTONE 

46 

QUARTZ 

71 

FRACTURED 

77.00 
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Formation End Depth: 

Formation End Depth UOM: 

81.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524027 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594369 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080169 

1 

1 

STEEL 

222.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080170 

2 

4 

OPEN HOLE 

81.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991524027 

ft 

GPM 

1 

6 

0 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

933482539 

1 

1 

FRESH 
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Water Found Depth: 
Water Found Depth UOM: 


76.00 


Site: 


lot 4 ON 


Well ID: 

1526955 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

2/8/1993 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3323 

Casing Material: 


Form Version: 

1 

Audit No: 

52730 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10048642 

Spatial Status: 


DP2BR: 


Cluster Kind: 


Code OB: 

0 

UTMRC: 

9 

Code OB Desc: 

Overburden 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

6/11/1992 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 


931065639 

1 

6 

BROWN 

02 

TOPSOIL 

81 

SANDY 


0.00 

6.00 

ft 

931065640 

2 

2 

GREY 
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GRAVEL 


Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

GRAVEL 

6.00 

240.00 

ft 

Annular Space/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112090 

1 

5.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961526955 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597212 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085109 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991526955 

15.00 

230.00 

40.00 

30.00 

30.00 

ft 

GPM 

1 

CLEAR 

1 

0 

N 
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Draw Down & Recovery 


Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1520966 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

11/19/1986 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

02024 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10042807 

Spatial Status: 


DP2BR: 


Cluster Kind: 


Code OB: 

0 

UTMRC: 

9 

Code OB Desc: 

Overburden 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 
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Org CS: 

Date Completed: 


Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931046421 


05 

CLAY 


0.00 

35.00 

ft 

931046422 

2 

6 

BROWN 

08 

FINE SAND 
05 

CLAY 


35.00 

60.00 

ft 

931046423 

3 

6 

BROWN 

08 

FINE SAND 
06 
SILT 


60.00 

95.00 

ft 

931046424 

4 

6 

BROWN 

08 

FINE SAND 
30 

MEDIUM GRAVEL 
74 

LAYERED 

95.00 

107.00 

ft 


407 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931046425 

5 

6 

BROWN 

10 

COARSE SAND 
31 

COARSE GRAVEL 


107.00 

115.00 

ft 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933109293 

1 

0.00 

35.00 

ft 


Method of Construction & Well 

Use 

Method Construction ID: 961520966 

Method Construction Code: 4 

Method Construction: Rotary (Air) 

Other Method Construction: 


Pipe Information 

Pipe ID: 10591377 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 930074714 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 115.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 

Results of Well Yield Testing 

Pump Test ID: 991520966 

Pump Set At: 

Static Level: 30.00 

Final Level After Pumping: 75.00 

Recommended Pump Depth: 75.00 

Pumping Rate: 40.00 

Flowing Rate: 

Recommended Pump Rate: 10.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 
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Pumping Test Method: 1 

Pumping Duration HR: 3 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934104295 

Test Type: Draw Down 

Test Duration: 15 

Test Level: 75.00 

Test Level UOM: ft 


Pump Test Detail ID: 934389512 

Test Type: Draw Down 

Test Duration: 30 

Test Level: 75.00 

Test Level UOM: ft 


Pump Test Detail ID: 934650107 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 75.00 

Test Level UOM: ft 


Pump Test Detail ID: 934907752 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 75.00 

Test Level UOM: ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933478388 

1 

1 

FRESH 

115.00 

ft 


Site: 


lot 4 ON 


Well ID: 

1526069 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

2/4/1992 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3701 

Casing Material: 


Form Version: 

1 

Audit No: 

100586 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 


UTM Reliability: 


Clear/Cloudy: 





Bore Hole Information 


409 
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10047804 


Bore Hole ID: 

DP2BR: 4 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


9 

unknown UTM 
na 

7/29/1991 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931063132 

1 

6 

BROWN 

02 

TOPSOIL 

28 

SAND 


0.00 

4.00 

ft 

931063133 

2 

WHITE 

18 

SANDSTONE 

74 

LAYERED 


4.00 

78.00 

ft 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933111515 

1 

5.00 

20.00 

ft 


Method of Construction & Well 

Use 

Method Construction ID: 961526069 

Method Construction Code: 4 

Method Construction: Rotary (Air) 

Other Method Construction: 


Pipe Information 


410 
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Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596374 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083684 

1 

1 

STEEL 

20.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991526069 

8.00 

50.00 

60.00 

12.00 

12.00 

ft 

GPM 

1 

CLEAR 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934106248 

15 

21.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389882 

30 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934650825 

45 

48.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934908023 

60 

50.00 

ft 


Water Details 


Water ID: 

933485254 
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Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1522813 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/26/1988 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

27133 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10044620 

Spatial Status: 


DP2BR: 

77 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

10/7/1988 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 
Layer: 


412 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

2 

GREY 

05 

CLAY 

0.00 

36.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052656 

2 

2 

GREY 

05 

CLAY 

12 

STONES 

36.00 

77.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052657 

3 

2 

GREY 

15 

LIMESTONE 

85 

SOFT 

77.00 

123.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522813 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593190 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930078048 

1 

1 

STEEL 

80.00 

6.00 

ft 
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Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930078049 

2 

4 

OPEN HOLE 

123.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991522813 

10.00 

75.00 

75.00 

15.00 

15.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934111553 

15 

75.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934386976 

30 

75.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934647959 

45 

75.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934905167 

60 

75.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933480843 

1 

1 

FRESH 

118.00 

ft 


414 
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Site: 


lot 4 ON 


Database: 

WWIS 


Well ID: 

1526957 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

2/8/1993 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3323 

Casing Material: 


Form Version: 

1 

Audit No: 

53300 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10048644 

Spatial Status: 


DP2BR: 

5 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

6/12/1992 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 


931065644 

1 

6 

BROWN 

28 

SAND 


0.00 

5.00 

ft 

931065645 


GREY 

21 

GRANITE 


415 
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Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


Annular Soace/Abandonment 
Sealing Record 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


Method of Construction & Well 

Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


Pipe Information 

Pipe ID: 

Casing No: 
Comment: 

Alt Name: 


Construction Record - Casing 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 


Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 
Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 
Pumping Duration MIN: 
Flowing: 


Draw Down & Recovery 

Pump Test Detail ID: 
Test Type: 


5.00 

105.00 

ft 


933112092 

1 

5.00 

22.00 

ft 


961526957 

5 

Air Percussion 


10597214 


930085111 
1 
1 

STEEL 

22.00 

6.00 

ft 


991526957 

12.00 

100.00 

40.00 

30.00 

30.00 

ft 

GPM 

1 

CLEAR 


N 


934109533 

Recovery 


416 
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Test Duration: 15 

Test Level: 19.00 

Test Level UOM: ft 

Pump Test Detail ID: 934393168 

Test Type: Recovery 

Test Duration: 30 

Test Level: 13.00 

Test Level UOM: ft 

Pump Test Detail ID: 934653678 

Test Type: Recovery 

Test Duration: 45 

Test Level: 12.00 

Test Level UOM: ft 

Pump Test Detail ID: 934910870 

Test Type: Recovery 

Test Duration: 60 

Test Level: 12.00 

Test Level UOM: ft 

Water Details 

Water ID: 933486426 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 100.00 

Water Found Depth UOM: ft 


Site: 


lot 4 ON 


Well ID: 

1525684 

Data Entry Status: 

Construction Date: 


Data Src: 

Primary Water Use: 

Domestic 

Date Received: 

Sec. Water Use: 


Selected Flag: 

Final Well Status: 

Water Supply 

Abandonment Rec: 

Water Type: 


Contractor: 

Casing Material: 


Form Version: 

Audit No: 

92101 

Owner: 

Tag: 


Street Name: 

Construction Method: 


County: 

Elevation (m): 


Municipality: 

Elevation Reliability: 


Site Info: 

Depth to Bedrock: 


Lot: 

Well Depth: 


Concession: 

Overburden/Bedrock: 


Concession Name: 

Pump Rate: 


Easting NAD83: 

Static Water Level: 


Northing NAD83: 

Flowing (Y/N): 


Zone: 

Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 

Bore Hole Information 

Bore Hole ID: 

10047419 

Spatial Status: 

DP2BR: 

8 

Cluster Kind: 

Code OB: 

r 

UTMRC: 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

Open Hole: 


Location Method: 

Elevation: 


Org CS: 

Elevrc: 

Remarks: 

Elevrc Desc: 


Date Completed: 


10/21/1991 

3644 

1 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

004 


9 

unknown UTM 
na 

9/26/1991 


417 
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Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062008 

1 

2 

GREY 

28 

SAND 

11 

GRAVEL 

0.00 

8.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062009 

2 

1 

WHITE 

15 

LIMESTONE 

8.00 

325.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525684 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10595989 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083005 

1 

1 

STEEL 

44.00 

6.00 

inch 

ft 

Casing ID: 

930083006 
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Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

2 

4 

OPEN HOLE 

325.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991525684 

30.00 

315.00 

315.00 

1.00 

5.00 

ft 

GPM 

CLEAR 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105059 

15 

315.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934388718 

30 

315.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934649256 

45 

315.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934906436 

60 

315.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933484739 

1 

1 

FRESH 

280.00 

ft 

Site: 

lot 4 ON 

Database: 

WWIS 
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1531835 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Domestic 
Water Supply 

221954 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
TORBOLTON TOWNSHIP 

004 


Bore Hole Information 


9 

unknown UTM 
na 

7/24/2000 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931079651 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 23.00 

Formation End Depth UOM: ft 

Formation ID: 931079652 

Layer: 2 

Color: 2 

General Color: GREY 

Matl: 28 

Most Common Material: SAND 

Mat2: 05 

Other Materials: CLAY 

Mat3: 

Other Materials: 

Formation Top Depth: 23.00 

Formation End Depth: 26.00 
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Formation End Depth UOM: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079653 

3 

2 

GREY 

15 

LIMESTONE 

26.00 

155.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116972 

1 

0.00 

35.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531835 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601939 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093509 

1 

1 

STEEL 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 

991531835 

24.00 

155.00 

145.00 

12.00 

10.00 

ft 

GPM 

2 
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Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 
Pumping Duration MIN: 
Flowing: 

Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1522814 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/26/1988 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

27132 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10044621 

Spatial Status: 


DP2BR: 

94 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

10/7/1988 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 
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Other Materials: 
Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

60.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052659 

2 

2 

GREY 

14 

HARDPAN 

12 

STONES 

60.00 

94.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052660 

3 

2 

GREY 

15 

LIMESTONE 

94.00 

103.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522814 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593191 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930078050 

1 

1 

STEEL 

96.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

930078051 

2 

4 

OPEN HOLE 
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Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

103.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991522814 

3.00 

30.00 

30.00 

50.00 

15.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934111554 

15 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934386977 

30 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934647960 

45 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934905168 

60 

30.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933480844 

1 

1 

FRESH 

100.00 

ft 

Site: 

lot 4 ON 

Database: 

WWIS 


Well ID: 1525902 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 12/6/1991 
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Water Supply 


Sec. Water Use: 

Final Well Status: 

Water Type: 

Casing Material: 

Audit No: 92125 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


3644 

1 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

004 


Bore Hole Information 


9 

unknown UTM 
na 

10/7/1991 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931062624 

1 

2 

GREY 

28 

SAND 


0.00 

8.00 

ft 

931062625 

2 

1 

WHITE 

15 

LIMESTONE 
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Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525902 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596207 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083429 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083430 

2 

4 

OPEN HOLE 

103.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991525902 

15.00 

95.00 

95.00 

8.00 

8.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105678 

15 

95.00 

ft 

Pump Test Detail ID: 

934389312 
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Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


30 

95.00 

ft 

934649838 

45 

95.00 

ft 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1524140 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/26/1990 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

56441 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045912 

Spatial Status: 


DP2BR: 

0 

Cluster Kind: 


Code OB: 

h 

UTMRC: 

9 

Code OB Desc: 

Mixed in a Layer 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

10/3/1989 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 
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Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056974 

1 

2 

GREY 

05 

CLAY 

18 

SANDSTONE 

0.00 

27.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056975 

2 

2 

GREY 

21 

GRANITE 

85 

SOFT 

27.00 

70.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056976 

3 

8 

BLACK 

21 

GRANITE 

73 

HARD 

70.00 

142.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524140 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594482 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

930080377 

1 
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Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

STEEL 

30.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080378 

2 

4 

OPEN HOLE 

142.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991524140 

30.00 

100.00 

100.00 

8.00 

8.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934107721 

15 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934391950 

30 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934652500 

45 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934910120 

60 

100.00 

ft 


Water Details 


Water ID: 

933482684 
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Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 136.00 

Water Found Depth UOM: ft 


Site: 

lot 3 con 2 ON 


Well ID: 1303505 

Data Entry Status: 

Date Entry is incomplete 

Construction Date: 

Data Src: 


Primary Water Use: 

Date Received: 

2/27/1987 

Sec. Water Use: 

Selected Flag: 

1 

Final Well Status: 

Abandonment Rec: 


Water Type: 

Contractor: 

1702 

Casing Material: 

Form Version: 

1 

Audit No: 

Owner: 


Tag: 

Street Name: 


Construction Method: 

County: 

OTTAWA-CARLETON 

Elevation (m): 

Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 

Site Info: 


Depth to Bedrock: 

Lot: 

003 

Well Depth: 

Concession: 

02 

Overburden/Bedrock: 

Concession Name: 

FCW 

Pump Rate: 

Easting NAD83: 


Static Water Level: 

Northing NAD83: 


Flowing (Y/N): 

Zone: 


Flow Rate: 

Clear/Cloudy: 

UTM Reliability: 


Bore Hole Information 

Bore Hole ID: 1006182672 

Spatial Status: 


DP2BR: 

Cluster Kind: 


Code OB: 

UTMRC: 

9 

Code OB Desc: 

UTMRC Desc: 

unknown UTM 

Open Hole: 

Location Method: 

wwr 

Elevation: 

Org CS: 

UTM83 

Elevrc: 

Date Completed: 

2/26/1986 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Database: 

WWIS 


Well ID: 1524835 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 49776 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 


9/17/1990 

1 

3644 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

003 
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Flowing (Y/N): 
Flow Rate: 
Clear/Cloudy: 


Zone: 

UTM Reliability: 


Bore Hole Information 


Bore Hole ID: 10046581 

DP2BR: 25 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/26/1990 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931059245 


GREY 

05 

CLAY 

11 

GRAVEL 


0.00 

15.00 

ft 

931059246 

2 

2 

GREY 

14 

HARDPAN 


15.00 

25.00 

ft 

931059247 

3 

2 

GREY 

15 

LIMESTONE 

82 

SHALY 


25.00 

203.00 

ft 
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Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524835 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10595151 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081550 

1 

1 

STEEL 

28.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081551 

2 

4 

OPEN HOLE 

203.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991524835 

20.00 

195.00 

195.00 

1.00 

5.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934110017 

15 

195.00 

ft 

Pump Test Detail ID: 

934385426 
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Test Type: 

Test Duration: 30 

Test Level: 195.00 

Test Level UOM: ft 

Pump Test Detail ID: 934655204 

Test Type: 

Test Duration: 45 

Test Level: 195.00 

Test Level UOM: ft 

Pump Test Detail ID: 934903581 

Test Type: 

Test Duration: 60 

Test Level: 195.00 

Test Level UOM: ft 

Water Details 

Water ID: 933483597 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 140.00 

Water Found Depth UOM: ft 


Well ID: 

1531281 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Municipal 

Date Received: 

8/18/2000 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1119 

Casing Material: 


Form Version: 

1 

Audit No: 

221690 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

003 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 

CON 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10052815 

Spatial Status: 


DP2BR: 

0 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

6/30/2000 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 
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Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 


931078062 

1 

2 

GREY 

15 

LIMESTONE 


0.00 

121.00 

ft 

931078063 

2 

2 

GREY 

18 

SANDSTONE 


121.00 

224.00 

ft 

931078064 

3 

1 

WHITE 

46 

QUARTZ 


224.00 

436.00 

ft 

931078065 

4 

1 

WHITE 

46 

QUARTZ 


436.00 

597.00 

ft 

931078066 

5 

8 

BLACK 

21 

GRANITE 
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Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

597.00 

600.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116452 

1 

2.00 

180.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531281 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601385 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930092362 

1 

4 

OPEN HOLE 

8.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930092363 

2 

1 

STEEL 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930092364 

3 

4 

OPEN HOLE 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 
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Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

2.00 

61.00 

200.00 

210.00 

210.00 

ft 

GPM 

1 

CLEAR 

1 

12 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934113453 

Draw Down 

15 

56.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934395957 

Draw Down 

30 

61.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934657031 

Draw Down 

45 

61.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934913923 

Draw Down 

60 

61.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933491675 

1 

5 

Not stated 

225.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933491676 

2 

5 

Not stated 

597.00 

ft 

Site: 

lot 3 ON 

Database: 

WWIS 


Well ID: 1521366 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 6/3/1987 

Sec. Water Use: Selected Flag: 1 

Final Well Status: Test Hole Abandonment Rec: 
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5222 


Water Type: 

Casing Material: 

Audit No: 07058 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Contractor: 

Form Version: 1 

Owner: 

Street Name: 

County: OTTAWA-CARLETON 

Municipality: TORBOLTON TOWNSHIP 

Site Info: 

Lot: 003 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


Bore Hole ID: 10043188 

DP2BR: 

Code OB: o 

Code OB Desc: Overburden 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 2/25/1987 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 


931047718 


24 

PREV. DRILLED 


0.00 

44.00 

ft 

931047719 

2 

2 

GREY 

28 

SAND 

11 

GRAVEL 


44.00 

63.00 

ft 

931047720 

3 
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General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

GREY 

06 

SILT 

79 

PACKED 

63.00 

68.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931047721 

4 

2 

GREY 

11 

GRAVEL 

79 

PACKED 

68.00 

75.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109404 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521366 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591758 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075402 

1 

1 

STEEL 

66.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

930075403 

2 

1 

STEEL 
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Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

67.00 

6.00 

inch 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

933326092 

1 

018 

67.00 

70.00 

ft 

6.00 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991521366 

12.00 

15.00 

25.00 

120.00 

40.00 

ft 

GPM 

CLEAR 

6 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934106462 

Draw Down 

15 

15.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934390141 

Draw Down 

30 

15.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934651708 

Draw Down 

45 

15.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934909497 

Draw Down 

60 

15.00 

ft 


Water Details 
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933478883 


Water ID: 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 67.00 

Water Found Depth UOM: ft 


Well ID: 1522519 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 32893 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


7/21/1988 

1558 

1 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

003 


Bore Hole Information 


Bore Hole ID: 10044331 

DP2BR: 4 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/12/1988 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931051736 

Layer: 1 

Color: 6 

General Color: BROWN 

Matt: 28 

Most Common Material: SAND 

Mat2: 11 

Other Materials: GRAVEL 

Mat3: 01 

Other Materials: FILL 

Formation Top Depth: 0.00 

Formation End Depth: 4.00 

Formation End Depth UOM: ft 

Formation ID: 931051737 
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Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

2 

2 

GREY 

15 

LIMESTONE 

4.00 

150.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522519 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592901 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077537 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077538 

2 

4 

OPEN HOLE 

150.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

991522519 

25.00 

100.00 

125.00 

12.00 

5.00 

ft 

GPM 

CLEAR 

1 
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Pumping Duration HR: 
Pumping Duration MIN: 
Flowing: 


Draw Down & Recovery 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


934110437 
Draw Down 
15 

100.00 

ft 

934385303 
Draw Down 
30 

100.00 

ft 

934655663 
Draw Down 
45 

100.00 

ft 

934904488 
Draw Down 
60 

100.00 

ft 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933480433 


FRESH 

143.00 

ft 


Well ID: 

1526862 

Data Entry Status: 

Construction Date: 


Data Src: 

Primary Water Use: 

Domestic 

Date Received: 

Sec. Water Use: 


Selected Flag: 

Final Well Status: 

Water Supply 

Abandonment Rec: 

Water Type: 


Contractor: 

Casing Material: 


Form Version: 

Audit No: 

NA 

Owner: 

Tag: 


Street Name: 

Construction Method: 


County: 

Elevation (m): 


Municipality: 

Elevation Reliability: 


Site Info: 

Depth to Bedrock: 


Lot: 

Well Depth: 


Concession: 

Overburden/Bedrock: 


Concession Name: 

Pump Rate: 


Easting NAD83: 

Static Water Level: 


Northing NAD83: 

Flowing (Y/N): 


Zone: 

Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 

Bore Hole Information 

Bore Hole ID: 

10048550 

Spatial Status: 


10/20/1992 

3323 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

003 
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DP2BR: 7 Cluster Kind: 

9 

unknown UTM 
na 

11/27/1986 

nemams: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931065378 

1 

6 

BROWN 

02 

TOPSOIL 

81 

SANDY 

02 

TOPSOIL 

0.00 

7.00 

ft 

931065379 


GREY 

21 

GRANITE 

73 

HARD 


7.00 

155.00 

ft 

931065380 

3 

7 

RED 

21 

GRANITE 

73 

HARD 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933112006 

1 

0.00 

18.00 

ft 
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Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961526862 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597120 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085002 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991526862 

5.00 

160.00 

80.00 

40.00 

25.00 

ft 

GPM 

CLEAR 

1 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109026 

15 

10.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934392660 

30 

8.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934653173 

45 

5.00 
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Test Level UOM: 


Pump Test Detail ID: 934910783 

Test Type: 

Test Duration: 60 

Test Level: 5.00 

Test Level UOM: ft 

Water Details 

Water ID: 933486312 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 160.00 

Water Found Depth UOM: ft 


Well ID: 1521379 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Test Hole 

Water Type: 

Casing Material: 

Audit No: 07070 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


6/3/1987 

5222 

1 

OTTAWA-CARLETON 
TORBOLTON TOWNSHIP 

003 


Bore Hole Information 


Bore Hole ID: 10043201 

DP2BR: 

Code OB: o 

Code OB Desc: Overburden 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 3/20/1987 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Mail: 


931047791 

1 

2 

GREY 

05 
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Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

CLAY 

73 

HARD 

0.00 

18.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931047792 

2 

2 

GREY 

05 

CLAY 

85 

SOFT 

18.00 

44.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931047793 

3 

2 

GREY 

11 

GRAVEL 

08 

FINE SAND 

31 

COARSE GRAVEL 

44.00 

49.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931047794 

4 

2 

GREY 

06 

SILT 

85 

SOFT 

49.00 

60.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931047795 

5 

2 

GREY 

28 

SAND 

11 

GRAVEL 

79 

PACKED 

60.00 

75.00 

ft 

Annular Soace/Abandonment 
Sealing Record 
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Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109417 

1 

0.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521379 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591771 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075429 

1 

1 

STEEL 

46.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075430 

2 

1 

STEEL 

49.00 

6.00 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

933326097 

1 

006 

49.00 

52.00 

ft 

6.00 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 

991521379 

8.00 

30.00 

30.00 

7.00 

6.00 
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GPM 


Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 
Pumping Duration MIN: 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1527046 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

5/26/1993 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3142 

Casing Material: 


Form Version: 

1 

Audit No: 

125379 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

003 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10048725 

Spatial Status: 


DP2BR: 

0 

Cluster Kind: 


Code OB: 

h 

UTMRC: 

9 

Code OB Desc: 

Mixed in a Layer 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

5/20/1993 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 
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Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

05 

CLAY 

26 

ROCK 

79 

PACKED 

0.00 

8.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931065872 

2 

3 

BLUE 

05 

CLAY 

77 

LOOSE 

8.00 

18.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931065873 

3 

2 

GREY 

14 

HARDPAN 

73 

HARD 

18.00 

22.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931065874 

4 

1 

WHITE 

18 

SANDSTONE 

73 

HARD 

22.00 

120.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112164 

1 

0.00 

15.00 

ft 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112165 

2 

15.00 

25.00 

ft 


449 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 






Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527046 

1 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597295 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085226 

1 

1 

STEEL 

26.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085227 

2 

4 

OPEN HOLE 

120.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991527046 

18.00 

60.00 

80.00 

15.00 

9.00 

ft 

GPM 

2 

CLOUDY 

2 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109604 

15 

60.00 

ft 

Pump Test Detail ID: 

934393239 
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Test Type: 

Test Duration: 30 

Test Level: 60.00 

Test Level UOM: ft 

Pump Test Detail ID: 934653749 

Test Type: 

Test Duration: 45 

Test Level: 60.00 

Test Level UOM: ft 

Pump Test Detail ID: 934902543 

Test Type: 

Test Duration: 60 

Test Level: 60.00 

Test Level UOM: ft 


Water Details 


Water ID: 933486534 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 64.00 

Water Found Depth UOM: ft 

Water ID: 933486535 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 116.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 1531360 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 221695 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


9/15/2000 

1 

1119 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

003 

CON 


Bore Hole Information 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


10052894 

0 

Bedrock 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


9 

unknown UTM 
na 

7/27/2000 
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Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931078271 

1 

2 

GREY 

15 

LIMESTONE 

0.00 

141.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931078272 

2 

2 

GREY 

18 

SANDSTONE 

141.00 

180.00 

ft 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116526 

1 

2.00 

123.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531360 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601464 

1 


Construction Record - Casing 
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Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930092529 

1 

4 

OPEN HOLE 

8.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930092530 

2 

1 

STEEL 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930092531 

3 

4 

OPEN HOLE 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991531360 

10.00 

110.00 

110.00 

160.00 

160.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934113526 

Recovery 

15 

10.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934396030 

Recovery 

30 

10.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934657104 

Recovery 

45 

10.00 
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Test Level UOM: 


Pump Test Detail ID: 934914413 

Test Type: Recovery 

Test Duration: 60 

Test Level: 10.00 

Test Level UOM: ft 

Water Details 

Water ID: 933491787 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 142.00 

Water Found Depth UOM: ft 

Water ID: 933491788 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 159.00 

Water Found Depth UOM: ft 

Water ID: 933491789 

Layer: 3 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 173.00 

Water Found Depth UOM: ft 


Site: Database: 

lot 3 ON WWIS 


Well ID: 1533542 

Data Entry Status: 


Construction Date: 

Data Src: 

1 

Primary Water Use: 

Date Received: 

2/6/2003 

Sec. Water Use: 

Selected Flag: 

1 

Final Well Status: Abandoned-Other 

Abandonment Rec: 


Water Type: 

Contractor: 

6907 

Casing Material: 

Form Version: 

1 

Audit No: 257557 

Owner: 


Tag: 

Street Name: 


Construction Method: 

County: 

OTTAWA-CARLETON 

Elevation (m): 

Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 

Site Info: 


Depth to Bedrock: 

Lot: 

003 

Well Depth: 

Concession: 


Overburden/Bedrock: 

Concession Name: 


Pump Rate: 

Easting NAD83: 


Static Water Level: 

Northing NAD83: 


Flowing (Y/N): 

Zone: 


Flow Rate: 

Clear/Cloudy: 

UTM Reliability: 


Bore Hole Information 

Bore Hole ID: 10537376 

Spatial Status: 


DP2BR: 

Cluster Kind: 


Code OB: 

UTMRC: 

9 

Code OB Desc: No formation data 

UTMRC Desc: 

unknown UTM 

Open Hole: 

Location Method: 

na 

Elevation: 

Org CS: 


Elevrc: 

Remarks: 

Elevrc Desc: 

Date Completed: 

11/20/2002 
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Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Method of Construction & Well 

Use 

Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


Other Method 


Pipe ID: 
Casing No: 
Comment: 
Alt Name: 


Well ID: 

1531836 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

4/6/2001 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3749 

Casing Material: 


Form Version: 

1 

Audit No: 

221951 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

003 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (YIN): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10053370 

Spatial Status: 


DP2BR: 

26 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

7/20/2000 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079654 

1 

6 

BROWN 

28 

SAND 

77 

LOOSE 

0.00 

22.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079655 

2 

2 

GREY 

28 

SAND 

05 

CLAY 

22.00 

26.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079656 

3 

2 

GREY 

15 

LIMESTONE 

26.00 

155.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116973 

1 

0.00 

33.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531836 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601940 

1 
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Construction Record - Casing 


Casing ID: 930093510 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 


Results of Well Yield Testing 


Pump Test ID: 991531836 

Pump Set At: 

Static Level: 

Final Level After Pumping: 

Recommended Pump Depth: 145.00 

Pumping Rate: 12.00 

Flowing Rate: 

Recommended Pump Rate: 10.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 

Flowing: N 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933492428 

1 

1 

FRESH 

144.00 

ft 


Well ID: 

1523757 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

8/4/1989 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

49794 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

003 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 


UTM Reliability: 


Clear/Cloudy: 





Bore Hole Information 
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Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


10045531 

10 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS : 

Date Completed: 


9 


Bedrock 


unknown UTM 


na 


6/27/1989 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 


Formation ID: 931055623 

Layer: 1 

Color: 2 

General Color: GREY 

Matl: 05 

Most Common Material: CLAY 

Mat2: 28 

Other Materials: SAND 

Mat3: 11 

Other Materials: GRAVEL 

Formation Top Depth: 0.00 

Formation End Depth: 10.00 

Formation End Depth UOM: ft 

Formation ID: 931055624 



Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 
Formation Top Depth: 
Formation End Depth: 


2 

2 


GREY 

15 

LIMESTONE 

82 

SHALY 


10.00 

153.00 


Formation End Depth UOM: ft 

Method of Construction & Well 

Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


961523757 

5 

Air Percussion 



Pipe ID: 
Casing No: 
Comment: 
Alt Name: 


10594101 

1 


Construction Record - Casing 


Casing ID: 


930079687 
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STEEL 


Layer: 


Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930079688 

2 

4 

OPEN HOLE 

156.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991523757 

30.00 

100.00 

100.00 

12.00 

10.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934106115 

15 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934390342 

30 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934651320 

45 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934908526 

60 

100.00 

ft 


Water Details 
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Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1524136 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/26/1990 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

56471 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

003 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045908 

Spatial Status: 


DP2BR: 

7 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

10/31/1989 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 
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Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

7.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056966 

2 

2 

GREY 

15 

LIMESTONE 

82 

SHALY 

7.00 

63.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524136 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594478 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080369 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080370 

2 

4 

OPEN HOLE 

63.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

991524136 

18.00 

40.00 

40.00 

12.00 
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Flowing Rate: 

Recommended Pump Rate: 10.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934107717 

Test Type: 

Test Duration: 15 

Test Level: 40.00 

Test Level UOM: ft 

Pump Test Detail ID: 934391946 

Test Type: 

Test Duration: 30 

Test Level: 40.00 

Test Level UOM: ft 

Pump Test Detail ID: 934652496 

Test Type: 

Test Duration: 45 

Test Level: 40.00 

Test Level UOM: ft 


Pump Test Detail ID: 934910116 

Test Type: 

Test Duration: 60 

Test Level: 40.00 

Test Level UOM: ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933482679 

1 

1 

FRESH 

55.00 

ft 


Site: 


lot 3 ON 


Well ID: 1524288 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 52528 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 


2/26/1990 

3701 

1 

OTTAWA-CARLETON 
TORBOLTON TOWNSHIP 

003 


462 
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Flowing (Y/N): 
Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10046059 

DP2BR: 130 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 9/21/1989 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 


931057439 

1 

3 

BLUE 

05 

CLAY 


0.00 

80.00 

ft 

931057440 

2 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

77 

LOOSE 

80.00 

130.00 

ft 

931057441 

3 

2 

GREY 

15 

LIMESTONE 


130.00 

180.00 

ft 

931057442 
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Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

4 

1 

WHITE 

18 

SANDSTONE 

180.00 

203.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524288 

4 

Rotary (Air) 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594629 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080652 

1 

1 

STEEL 

130.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991524288 

75.00 

125.00 

150.00 

15.00 

10.00 

ft 

GPM 

CLEAR 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934108283 

15 

110.00 
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Test Level UOM: 


Pump Test Detail ID: 934392511 

Test Type: 

Test Duration: 30 

Test Level: 125.00 

Test Level UOM: ft 

Pump Test Detail ID: 934653061 

Test Type: 

Test Duration: 45 

Test Level: 125.00 

Test Level UOM: ft 

Pump Test Detail ID: 934910678 

Test Type: 

Test Duration: 60 

Test Level: 125.00 

Test Level UOM: ft 

Water Details 

Water ID: 933482892 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 180.00 

Water Found Depth UOM: ft 

Water ID: 933482893 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 200.00 

Water Found Depth UOM: ft 

Water ID: 933482894 

Layer: 3 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 203.00 

Water Found Depth UOM: ft 


Site: 


lot 3 ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1521401 
Domestic 
Water Supply 

13902 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


6/17/1987 

5222 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

003 


465 
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Bore Hole Information 


9 

unknown UTM 
na 

6/5/1987 

nemams: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931047915 

Layer: 1 

Color: 6 

General Color: BROWN 

Matt: 28 

Most Common Material: SAND 

Mat2: 01 

Other Materials: FILL 

Mat3: 12 

Other Materials: STONES 

Formation Top Depth: 0.00 

Formation End Depth: 6.00 

Formation End Depth UOM: ft 

Formation ID: 931047916 

Layer: 2 

Color: 1 

General Color: WHITE 

Matl: 20 

Most Common Material: QUARTZITE 

Mat2: 90 

Other Materials: VERY 

Mat3: 73 

Other Materials: HARD 

Formation Top Depth: 6.00 

Formation End Depth: 55.00 

Formation End Depth UOM: ft 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933109439 

1 

0.00 

20.00 

ft 


Method of Construction & Well 

Use 


Method Construction ID: 961521401 

Method Construction Code: 5 

Method Construction: Air Percussion 

Other Method Construction: 


466 
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Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591793 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075473 

1 

1 

STEEL 

20.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075474 

2 

4 

OPEN HOLE 

55.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991521401 

12.00 

50.00 

30.00 

100.00 

15.00 

ft 

GPM 

1 

CLEAR 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934106483 

Draw Down 

15 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934390162 

Draw Down 

30 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934651728 

Draw Down 

45 

50.00 
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Test Level UOM: 


Pump Test Detail ID: 934909517 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 50.00 

Test Level UOM: ft 

Water Details 

Water ID: 933478941 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 51.00 

Water Found Depth UOM: ft 


Well ID: 

1527820 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

4/5/1994 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Recharge Well 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

110545 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

002 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (YIN): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10049410 

Spatial Status: 


DP2BR: 

3 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

10/6/1992 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 931067783 

Layer: 1 

Color: 

General Color: 

Mail: 01 
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Most Common Material: FILL 

Mat2: 79 

Other Materials: PACKED 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 2.00 

Formation End Depth UOM: ft 

Formation ID: 931067784 

Layer: 2 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 79 

Other Materials: PACKED 

Mat3: 

Other Materials: 

Formation Top Depth: 2.00 

Formation End Depth: 3.00 

Formation End Depth UOM: ft 

Formation ID: 931067785 

Layer: 3 

Color: 6 

General Color: BROWN 

Matl: 18 

Most Common Material: SANDSTONE 

Mat2: 28 

Other Materials: SAND 

Mat3: 74 

Other Materials: LAYERED 

Formation Top Depth: 3.00 

Formation End Depth: 7.00 

Formation End Depth UOM: ft 

Formation ID: 931067786 

Layer: 4 

Color: 6 

General Color: BROWN 

Matl: 18 

Most Common Material: SANDSTONE 

Mat2: 73 

Other Materials: HARD 

Mat3: 

Other Materials: 

Formation Top Depth: 7.00 

Formation End Depth: 18.00 

Formation End Depth UOM: ft 

Formation ID: 931067787 

Layer: 5 

Color: 2 

General Color: GREY 

Matl: 18 

Most Common Material: SANDSTONE 

Mat2: 20 

Other Materials: QUARTZITE 

Mat3: 73 

Other Materials: HARD 

Formation Top Depth: 18.00 

Formation End Depth: 47.00 

Formation End Depth UOM: ft 

Formation ID: 931067788 

Layer: 6 

Color: 6 

General Color: BROWN 
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Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

18 

SANDSTONE 

73 

HARD 

47.00 

55.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067789 

7 

2 

GREY 

18 

SANDSTONE 

20 

QUARTZITE 

73 

HARD 

55.00 

85.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112737 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527820 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597980 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086315 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

930086316 

2 

4 

OPEN HOLE 
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Depth To: 85.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 


Results of Well Yield Testing 

Pump Test ID: 991527820 

Pump Set At: 

Static Level: 20.00 

Final Level After Pumping: 

Recommended Pump Depth: 

Pumping Rate: 20.00 

Flowing Rate: 

Recommended Pump Rate: 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 

Water State After Test: 

Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 


Water Details 


Water ID: 933487370 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 44.00 

Water Found Depth UOM: ft 

Water ID: 933487371 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 52.00 

Water Found Depth UOM: ft 

Water ID: 933487372 

Layer: 3 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 71.00 

Water Found Depth UOM: ft 


Site: 


lot 2 ON 


1521400 
Domestic 
Water Supply 


13901 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 
Final Well Status: 
Water Type: 

Casing Material: 
Audit No: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 


6/17/1987 

5222 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

002 


471 
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Static Water Level: 
Flowing (Y/N): 
Flow Rate: 
Clear/Cloudy: 


Northing NAD83: 
Zone: 

UTM Reliability: 


Bore Hole Information 

Bore Hole ID: 10043222 

DP2BR: 8 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


9 

unknown UTM 
na 

6/9/1987 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


0.00 

5.00 

ft 

931047911 

2 

8 

BLACK 

02 

TOPSOIL 


5.00 

8.00 

ft 

931047912 

3 

2 

GREY 

15 

LIMESTONE 

73 

HARD 


8.00 

30.00 

ft 


472 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931047913 

4 

7 

RED 

18 

SANDSTONE 

78 

MEDIUM-GRAINED 

73 

HARD 

30.00 

33.00 

ft 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931047914 

5 

1 

WHITE 

20 

QUARTZITE 


33.00 

65.00 

ft 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933109438 

1 

0.00 

20.00 

ft 


Method of Construction & Well 

Use 

Method Construction ID: 961521400 

Method Construction Code: 5 

Method Construction: Air Percussion 

Other Method Construction: 


Pipe Information 

Pipe ID: 10591792 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 930075471 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 20.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 

Casing ID: 930075472 


473 
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Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

2 

65.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991521400 

10.00 

65.00 

30.00 

75.00 

15.00 

ft 

GPM 

CLEAR 

1 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934106482 

Draw Down 

15 

65.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934390161 

Draw Down 

30 

65.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934651727 

Draw Down 

45 

65.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934909516 

Draw Down 

60 

65.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933478940 

1 

1 

FRESH 

58.00 

ft 

Site: 

lot 2 ON 

Database: 

WWIS 
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1527821 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Water Supply 


110537 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4/5/1994 

1 

5222 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

002 


Bore Hole Information 


9 

unknown UTM 
na 

9/26/1992 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 


931067790 


01 

FILL 


0.00 

7.00 

ft 

931067791 

2 

6 

BROWN 

18 

SANDSTONE 

73 

HARD 


7.00 

14.00 


475 
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Formation End Depth UOM: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067792 

3 

2 

GREY 

18 

SANDSTONE 

20 

QUARTZITE 

73 

HARD 

14.00 

42.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067793 

4 

6 

BROWN 

18 

SANDSTONE 

73 

HARD 

42.00 

45.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067794 

5 

2 

GREY 

18 

SANDSTONE 

20 

QUARTZITE 

73 

HARD 

45.00 

50.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112738 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527821 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

10597981 

1 
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Alt Name: 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086317 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086318 

2 

4 

OPEN HOLE 

50.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991527821 

18.00 

35.00 

35.00 

15.00 

7.00 

ft 

GPM 

CLEAR 

2 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933487373 

1 

1 

FRESH 

42.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933487374 

2 

1 

FRESH 

46.00 

ft 

Site: 

lot 2 ON 

Database: 

WWIS 


Well ID: 1534247 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 10/7/2003 

Sec. Water Use: Selected Flag: 1 
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Water Supply 


Final Well Status: 

Water Type: 

Casing Material: 

Audit No: 255338 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4879 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

002 


Bore Hole Information 

Bore Hole ID: 10543362 

DP2BR: 19 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/19/2003 


Overburden and Bedrock 

Materials Interval 


Formation ID: 932925451 

Layer: 1 

Color: 6 

General Color: BROWN 

Matt: 28 

Most Common Material: SAND 

Mat2: 12 

Other Materials: STONES 

Mat3: 01 

Other Materials: FILL 

Formation Top Depth: 0.00 

Formation End Depth: 2.00 

Formation End Depth UOM: ft 

Formation ID: 932925452 

Layer: 2 

Color: 2 

General Color: GREY 

Matl: 28 

Most Common Material: SAND 

Mat2: 12 

Other Materials: STONES 

Mat3: 05 

Other Materials: CLAY 

Formation Top Depth: 2.00 

Formation End Depth: 19.00 

Formation End Depth UOM: ft 

Formation ID: 932925453 

Layer: 3 
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Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

2 

GREY 

18 

SANDSTONE 

71 

FRACTURED 

19.00 

24.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932925454 

4 

2 

GREY 

18 

SANDSTONE 

24.00 

63.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932925455 

5 

2 

GREY 

21 

GRANITE 

20 

QUARTZITE 

21 

GRANITE 

63.00 

95.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933241105 

1 

3.00 

35.00 

ft 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933241106 

2 

35.00 

70.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961534247 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

11091932 


479 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 








Casing No: 
Comment: 
Alt Name: 


Construction Record - Casing 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 


Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 
Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 
Pumping Duration MIN: 
Flowing: 


Draw Down & Recovery 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 



STEEL 


6.00 

inch 

ft 

930098502 

2 

4 

OPEN HOLE 


6.00 

inch 

ft 


991534247 

10.00 

94.00 

85.00 

20.00 

15.00 

ft 

GPM 

CLEAR 

1 

1 

0 

N 


934114156 

Recovery 

15 

13.00 

ft 

934397770 

Recovery 

30 

10.00 

ft 

934657730 

Recovery 

45 

10.00 

ft 

934915177 
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Test Type: Recovery 

Test Duration: 60 

Test Level: 10.00 

Test Level UOM: ft 

Water Details 

Water ID: 934037210 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 71.00 

Water Found Depth UOM: ft 

Water ID: 934037211 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 82.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 1528888 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 167018 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


3/15/1996 

1 

1558 

OTTAWA-CARLETON 
NEPEAN TOWNSHIP 

002 


Bore Hole Information 


9 

unknown UTM 
na 

12/12/1995 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 


Formation ID: 


931071102 
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Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

1 

6 

BROWN 

05 

CLAY 

79 

PACKED 

0.00 

12.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931071103 

2 

2 

GREY 

05 

CLAY 

STICKY 

12.00 

19.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931071104 

3 

2 

GREY 

15 

LIMESTONE 

78 

MEDIUM-GRAINED 

73 

HARD 

19.00 

118.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931071105 

4 

2 

GREY 

18 

SANDSTONE 

78 

MEDIUM-GRAINED 

73 

HARD 

118.00 

185.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931071106 

5 

1 

WHITE 

18 

SANDSTONE 

185.00 

200.00 

ft 
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Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933113860 

1 

0.00 

23.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961528888 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598994 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930088112 

1 

1 

STEEL 

24.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930088113 

2 

4 

OPEN HOLE 

150.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930088114 

3 

4 

OPEN HOLE 

200.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

991528888 

14.00 

100.00 

150.00 

12.00 
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Recommended Pump Rate: 5.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934105759 

Test Type: Draw Down 

Test Duration: 15 

Test Level: 195.00 

Test Level UOM: ft 


Pump Test Detail ID: 934389384 

Test Type: Draw Down 

Test Duration: 30 

Test Level: 150.00 

Test Level UOM: ft 


Pump Test Detail ID: 934658559 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 125.00 

Test Level UOM: ft 


Pump Test Detail ID: 934907084 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 100.00 

Test Level UOM: ft 


Water Details 


Water ID: 933488763 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 165.00 

Water Found Depth UOM: ft 

Water ID: 933488764 

Layer: 2 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 175.00 

Water Found Depth UOM: ft 


Site: 


lot 2 ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 


1525903 
Domestic 
Water Supply 

92120 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 


12/6/1991 

3644 

1 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 
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Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Site Info: 

Lot: 002 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


9 

unknown UTM 
na 

10/9/1991 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931062626 


GREY 

05 

CLAY 

12 

STONES 


0.00 

8.00 

ft 

931062627 

2 

2 

GREY 

15 

LIMESTONE 


Method of Construction & Well 

Use 

Method Construction ID: 961525903 

Method Construction Code: 5 

Method Construction: Air Percussion 

Other Method Construction: 


485 
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Pipe Information 


Pipe ID: 10596208 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 930083431 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 22.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 
Depth From: 

Depth To: 

Casing Diameter: 
Casing Diameter UOM: 
Casing Depth UOM: 


930083432 

2 

4 

OPEN HOLE 

142.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 991525903 

Pump Set At: 

Static Level: 15.00 

Final Level After Pumping: 120.00 

Recommended Pump Depth: 120.00 

Pumping Rate: 6.00 

Flowing Rate: 

Recommended Pump Rate: 6.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934105679 

Test Type: 

Test Duration: 15 

Test Level: 120.00 

Test Level UOM: ft 

Pump Test Detail ID: 934389313 

Test Type: 

Test Duration: 30 

Test Level: 120.00 

Test Level UOM: ft 

Pump Test Detail ID: 934649839 

Test Type: 

Test Duration: 45 
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Test Level: 120.00 

Test Level UOM: ft 

Pump Test Detail ID: 934907454 

Test Type: 

Test Duration: 60 

Test Level: 120.00 

Test Level UOM: ft 

Water Details 

Water ID: 933485033 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 138.00 

Water Found Depth UOM: ft 


Site: 


lot 2 ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1528867 
Domestic 
Water Supply 

153052 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


2/16/1996 

3323 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

002 


Bore Hole Information 


Bore Hole ID: 10050403 

DP2BR: 12 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 1/17/1996 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 


931071054 

1 

2 

GREY 


487 
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Math 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 12.00 

Formation End Depth UOM: ft 


Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931071055 


GREY 

17 

SHALE 

15 

LIMESTONE 


12.00 

62.00 

ft 


Formation ID: 931071056 

Layer: 3 

Color: 7 

General Color: RED 

Math. 15 

Most Common Material: LIMESTONE 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 62.00 

Formation End Depth: 95.00 

Formation End Depth UOM: ft 


Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931071057 

4 

2 

GREY 

15 

LIMESTONE 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933113829 

1 

7.00 

20.00 

ft 


Method of Construction & Well 

Use 

Method Construction ID: 961528867 

Method Construction Code: 5 

Method Construction: Air Percussion 
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Other Method Construction: 


Pipe Information 

Pipe ID: 10598973 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 930088089 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 20.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 

Results of Well Yield Testing 

Pump Test ID: 991528867 

Pump Set At: 

Static Level: 7.00 

Final Level After Pumping: 120.00 

Recommended Pump Depth: 110.00 

Pumping Rate: 5.00 

Flowing Rate: 

Recommended Pump Rate: 5.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934105751 

Test Type: 

Test Duration: 15 

Test Level: 72.00 

Test Level UOM: ft 

Pump Test Detail ID: 934389376 

Test Type: 

Test Duration: 30 

Test Level: 30.00 

Test Level UOM: ft 

Pump Test Detail ID: 934658551 

Test Type: 

Test Duration: 45 

Test Level: 9.00 

Test Level UOM: ft 

Pump Test Detail ID: 934907076 

Test Type: 

Test Duration: 60 

Test Level: 7.00 

Test Level UOM: ft 
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Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1534289 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

11/1/2003 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3323 

Casing Material: 


Form Version: 

2 

Audit No: 

264056 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

002 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (YIN): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

11097339 

Spatial Status: 


DP2BR: 

2 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

10/1/2003 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 
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Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

SAND 

0.00 

2.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932942026 

2 

2 

GREY 

17 

SHALE 

15 

LIMESTONE 

2.00 

160.00 

ft 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933245126 

1 

0.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961534289 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11101054 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930832073 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

930832074 

2 

4 

OPEN HOLE 

160.00 
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Casing Diameter: 
Casing Diameter UOM: 
Casing Depth UOM: 


6.00 

inch 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991534289 

60.00 

160.00 

140.00 

6.00 

6.00 

ft 

GPM 

CLEAR 

1 

1 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934114181 

Recovery 

15 

95.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934397795 

Recovery 

30 

62.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934657755 

Recovery 

45 

60.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934915202 

Recovery 

60 

60.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

934042524 

1 

5 

Not stated 

155.00 

ft 

Site: 

lot 2 ON 

Database: 

WWIS 


Well ID: 1532468 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 11/29/2001 

Sec. Water Use: Selected Flag: 1 

Final Well Status: Water Supply Abandonment Rec: 
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4879 


Water Type: 

Casing Material: 

Audit No: 229134 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

002 


Bore Hole Information 


Bore Hole ID: 10516918 

DP2BR: 0 

Code OB: h 

Code OB Desc: Mixed in a Layer 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 10/29/2001 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 


932832925 

1 

6 

BROWN 

02 

TOPSOIL 

17 

SHALE 


0.00 

2.00 

ft 

932832926 

2 

6 

BROWN 

15 

LIMESTONE 


493 
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General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

GREY 

15 

LIMESTONE 

74 

LAYERED 

50.00 

295.00 

ft 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933219905 

1 

0.00 

18.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961532468 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11065488 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930094901 

1 

1 

STEEL 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930094902 

2 

4 

OPEN HOLE 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

991532468 

12.00 

294.00 

285.00 

4.00 
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Flowing Rate: 

Recommended Pump Rate: 4.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934116855 

Test Type: Recovery 

Test Duration: 15 

Test Level: 199.00 

Test Level UOM: ft 

Pump Test Detail ID: 934401023 

Test Type: Recovery 

Test Duration: 30 

Test Level: 150.00 

Test Level UOM: ft 


Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


934660990 

Recovery 

45 

99.00 

ft 


Pump Test Detail ID: 934917736 

Test Type: Recovery 

Test Duration: 60 

Test Level: 50.00 

Test Level UOM: ft 


Water Details 


Water ID: 934008683 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 243.00 

Water Found Depth UOM: ft 

Water ID: 934008684 

Layer: 2 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 286.00 

Water Found Depth UOM: ft 


Site: 


lot 2 ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 


1521449 
Domestic 
Water Supply 

07091 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 
County: 


7/24/1987 

5222 

1 

OTTAWA-CARLETON 


495 
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Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Municipality: TORBOLTON TOWNSHIP 

Site Info: 

Lot: 002 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


Bore Hole ID: 10043271 

DP2BR: 

Code OB: o 

Code OB Desc: Overburden 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 5/27 11 987 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 


931048095 

1 

6 

BROWN 

08 

FINE SAND 


0.00 

35.00 

ft 

931048096 

2 

6 

BROWN 

08 

FINE SAND 
09 

MEDIUM SAND 


35.00 

38.00 

ft 

931048097 

3 

2 

GREY 

28 

SAND 

09 

MEDIUM SAND 


496 
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Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

38.00 

51.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521449 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591841 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075569 

1 

1 

STEEL 

44.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075570 

2 

1 

STEEL 

49.00 

6.00 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

933326106 

1 

006 

49.00 

52.00 

ft 

6.00 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 

991521449 

31.00 

45.00 

45.00 

15.00 

15.00 
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GPM 


Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 
Pumping Duration MIN: 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1521756 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

9/23/1987 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

13978 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

002 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10043573 

Spatial Status: 


DP2BR: 

7 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

9/9/1987 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 
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Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

02 

TOPSOIL 

79 

PACKED 

0.00 

1.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931049046 

2 

6 

BROWN 

28 

SAND 

09 

MEDIUM SAND 

08 

FINE SAND 

1.00 

7.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931049047 

3 

2 

GREY 

21 

GRANITE 

46 

QUARTZ 

73 

HARD 

7.00 

250.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931049048 

4 

2 

GREY 

21 

GRANITE 

46 

QUARTZ 

73 

HARD 

250.00 

275.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109566 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

961521756 

5 

Air Percussion 


499 
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Other Method Construction: 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592143 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930076138 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930076139 

2 

4 

OPEN HOLE 

275.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991521756 

6.00 

260.00 

260.00 

4.00 

4.00 

ft 

GPM 

1 

CLEAR 

1 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934107639 

Draw Down 

15 

260.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934391882 

Draw Down 

30 

260.00 

ft 

Pump Test Detail ID: 

934652883 
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Test Type: Draw Down 

Test Duration: 45 

Test Level: 260.00 

Test Level UOM: ft 

Pump Test Detail ID: 934910533 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 260.00 

Test Level UOM: ft 


Water Details 


Water ID: 933479446 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 175.00 

Water Found Depth UOM: ft 

Water ID: 933479447 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 265.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 1533315 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 248498 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


11/26/2002 

1 

3323 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

002 


Bore Hole Information 


9 

unknown UTM 
na 

10/30/2002 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


501 
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Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932880776 

1 

6 

BROWN 

18 

SANDSTONE 

0.00 

37.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932880777 

2 

2 

GREY 

18 

SANDSTONE 

37.00 

100.00 

ft 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933230379 

1 

0.00 

44.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961533315 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11078632 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

930096666 

1 

1 

STEEL 
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Casing Diameter: 
Casing Diameter UOM: 
Casing Depth UOM: 


6.00 

inch 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991533315 

8.00 

100.00 

60.00 

15.00 

20.00 

ft 

GPM 

CLEAR 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934119662 

Recovery 

15 

28.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934394514 

Recovery 

30 

11.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934664213 

Recovery 

45 

9.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934912338 

Recovery 

60 

8.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

934022735 

1 

1 

FRESH 

95.00 

ft 

Site: 

lot 2 ON 

Database: 

WWIS 


Well ID: 1526863 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 8/20/1992 

Sec. Water Use: Selected Flag: 1 

Final Well Status: Water Supply Abandonment Rec: 
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3323 


Water Type: 

Casing Material: 

Audit No: NA 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

002 


Bore Hole Information 


Bore Hole ID: 10048551 

DP2BR: 5 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 9/12/1986 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931065381 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 5.00 

Formation End Depth UOM: ft 

Formation ID: 931065382 

Layer: 2 

Color: 2 

General Color: GREY 

Matl: 21 

Most Common Material: G RAN ITE 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 5.00 

Formation End Depth: 85.00 

Formation End Depth UOM: ft 


Annular Space/Abandonment 

Sealing Record 


504 
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Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112007 

1 

5.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961526863 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597121 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085003 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991526863 

5.00 

60.00 

75.00 

15.00 

10.00 

ft 

GPM 

CLEAR 

1 

5 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109027 

Draw Down 

15 

5.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934392661 

Draw Down 

30 

5.00 
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Test Level UOM: 


Pump Test Detail ID: 934653174 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 5.00 

Test Level UOM: ft 


Pump Test Detail ID: 934910784 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 5.00 

Test Level UOM: ft 


Water Details 


Water ID: 933486313 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 80.00 

Water Found Depth UOM: ft 

Water ID: 933486314 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 

Water Found Depth UOM: ft 


Site: 


lot 2 ON 


Well ID: 

1526859 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/20/1992 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3323 

Casing Material: 


Form Version: 

1 

Audit No: 

NA 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

002 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10048547 

Spatial Status: 


DP2BR: 

2 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

6/12/1986 


Remarks: 

Elevrc Desc: 

Location Source Date: 


506 
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Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931065371 

1 

7 

RED 

02 

TOPSOIL 

81 

SANDY 

0.00 

2.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931065372 

2 

7 

RED 

21 

GRANITE 

2.00 

105.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112003 

1 

0.00 

18.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961526859 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597117 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

930084999 

1 

1 
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Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

STEEL 

21.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991526859 

3.00 

15.00 

80.00 

15.00 

8.00 

ft 

GPM 

1 

CLEAR 

5 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109023 

15 

3.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934392657 

30 

3.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934653170 

45 

3.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934910780 

60 

3.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933486309 

1 

1 

FRESH 

100.00 

ft 

Site: 

lot 2 ON 

Database: 

WWIS 


Well ID: 1532467 Data Entry Status: 

Construction Date: Data Src: 


508 
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Commerical 


11/29/2001 


Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Water Supply 

229135 


Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4879 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

002 


Bore Hole Information 


Bore Hole ID: 10516917 

DP2BR: 5 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 11/1/2001 


Overburden and Bedrock 

Materials Interval 


Formation ID: 932832922 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 02 

Most Common Material: TOPSOIL 

Mat2: 12 

Other Materials: STONES 

Mat3: 05 

Other Materials: CLAY 

Formation Top Depth: 0.00 

Formation End Depth: 5.00 

Formation End Depth UOM: ft 

Formation ID: 932832923 

Layer: 2 

Color: 6 

General Color: BROWN 

Matl: 17 

Most Common Material: SHALE 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 5.00 

Formation End Depth: 6.00 

Formation End Depth UOM: ft 


509 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932832924 

3 

6 

BROWN 

15 

LIMESTONE 

74 

LAYERED 

15 

LIMESTONE 

6.00 

295.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933219904 

1 

0.00 

19.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961532467 

4 

Rotary (Air) 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11065487 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930094899 

1 

1 

STEEL 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930094900 

2 

4 

OPEN HOLE 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

991532467 

12.00 
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Final Level After Pumping: 294.00 

Recommended Pump Depth: 285.00 

Pumping Rate: 3.00 

Flowing Rate: 

Recommended Pump Rate: 2.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 

Draw Down & Recovery 

Pump Test Detail ID: 934116854 

Test Type: Recovery 

Test Duration: 15 

Test Level: 257.00 

Test Level UOM: ft 

Pump Test Detail ID: 934401022 

Test Type: Recovery 

Test Duration: 30 

Test Level: 219.00 

Test Level UOM: ft 

Pump Test Detail ID: 934660989 

Test Type: Recovery 

Test Duration: 45 

Test Level: 182.00 

Test Level UOM: ft 

Pump Test Detail ID: 934917735 

Test Type: Recovery 

Test Duration: 60 

Test Level: 144.00 

Test Level UOM: ft 


Water Details 


Water ID: 934008682 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 291.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 1520384 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 


1/27/1986 

1 

3644 


OTTAWA-CARLETON 
GOULBOURN TOWNSHIP 

002 


511 
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Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10042227 

DP2BR: 26 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 11/14/1985 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 


931044609 

1 

2 

GREY 

05 

CLAY 


0.00 

26.00 

ft 

931044610 


GREY 

15 

LIMESTONE 


26.00 

195.00 

ft 

931044611 

3 

1 

WHITE 

18 

SANDSTONE 


195.00 

220.00 


512 
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Formation End Depth UOM: 


Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961520384 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10590797 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930073710 

1 

1 

STEEL 

28.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930073711 

2 

4 

OPEN HOLE 

220.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991520384 

8.00 

80.00 

80.00 

7.00 

6.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934110902 

15 

80.00 

ft 
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Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


934386748 

30 

80.00 

ft 

934648906 

45 

80.00 

ft 

934905566 

60 

80.00 

ft 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1523932 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/12/1989 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

59195 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

002 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045704 

Spatial Status: 


DP2BR: 

9 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 


514 
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Org CS: 

Date Completed: 


Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056260 

1 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

34 

TILL 

0.00 

9.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056261 

2 

2 

GREY 

15 

LIMESTONE 

73 

HARD 

9.00 

85.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933110499 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961523932 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594274 

1 
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Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930079985 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930079986 

2 

4 

OPEN HOLE 

85.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991523932 

40.00 

40.00 

20.00 

10.00 

ft 

GPM 

CLEAR 

1 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934106685 

15 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934391333 

30 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934651885 

45 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934909087 

60 

40.00 

ft 
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Water Details 


Water ID: 933482396 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 72.00 

Water Found Depth UOM: ft 

Water ID: 933482397 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 79.00 

Water Found Depth UOM: ft 

Water ID: 933482398 

Layer: 3 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 81.00 

Water Found Depth UOM: ft 


Well ID: 

1521080 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

12/11/1986 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3142 

Casing Material: 


Form Version: 

1 

Audit No: 

NA 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

002 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10042917 

Spatial Status: 


DP2BR: 

45 

Cluster Kind: 


Code OB: 

V 

UTMRC: 

9 

Code OB Desc: 

Overburden below Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

12/7/1986 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931046751 

1 

6 

BROWN 

02 

TOPSOIL 

12 

STONES 

77 

LOOSE 

0.00 

3.00 

ft 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931046752 

2 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

79 

PACKED 

3.00 

25.00 

ft 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931046753 

3 

2 

GREY 

28 

SAND 

13 

BOULDERS 

73 

HARD 

25.00 

27.00 

ft 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931046754 

4 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

77 

LOOSE 

27.00 

45.00 

ft 


Formation ID: 931046755 

Layer: 5 

Color: 2 

General Color: GREY 

Matl: 15 

Most Common Material: LIMESTONE 

Mat2: 73 

Other Materials: HARD 

Mat3: 

Other Materials: 

Formation Top Depth: 45.00 

Formation End Depth: 50.00 
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Formation End Depth UOM: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931046756 

6 

28 

SAND 

50.00 

51.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931046757 

7 

2 

GREY 

15 

LIMESTONE 

73 

HARD 

51.00 

94.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931046758 

8 

8 

BLACK 

15 

LIMESTONE 

17 

SHALE 

94.00 

95.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521080 

1 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591487 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

930074908 

1 

1 

STEEL 
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Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

59.00 

5.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074909 

2 

4 

OPEN HOLE 

95.00 

5.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991521080 

47.00 

51.00 

65.00 

20.00 

7.00 

ft 

GPM 

2 

CLOUDY 

2 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105372 

15 

51.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389611 

30 

51.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934650624 

45 

51.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934908271 

60 

51.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

933478529 

1 

1 

FRESH 
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Water Found Depth: 
Water Found Depth UOM: 


94.00 


Well ID: 

1524853 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

9/17/1990 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Recharge Well 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

68407 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10046596 

Spatial Status: 


DP2BR: 

5 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

7/12/1990 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


Formation ID: 
Layer: 

Color: 

General Color: 
Matl: 
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LIMESTONE 


Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

LIMESTONE 

5.00 

19.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931059287 

3 

1 

WHITE 

18 

SANDSTONE 

19.00 

75.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524853 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10595166 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081580 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081581 

2 

4 

OPEN HOLE 

75.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

991524853 

10.00 
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Final Level After Pumping: 50.00 

Recommended Pump Depth: 50.00 

Pumping Rate: 15.00 

Flowing Rate: 

Recommended Pump Rate: 15.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 

Draw Down & Recovery 

Pump Test Detail ID: 934110032 

Test Type: 

Test Duration: 15 

Test Level: 50.00 

Test Level UOM: ft 

Pump Test Detail ID: 934385441 

Test Type: 

Test Duration: 30 

Test Level: 50.00 

Test Level UOM: ft 

Pump Test Detail ID: 934655219 

Test Type: 

Test Duration: 45 

Test Level: 50.00 

Test Level UOM: ft 

Pump Test Detail ID: 934903596 

Test Type: 

Test Duration: 60 

Test Level: 50.00 

Test Level UOM: ft 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933483615 


FRESH 

70.00 

ft 


Database: 

WWIS 


Well ID: 

1521663 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

8/14/1987 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

08597 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 
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Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10043485 

DP2BR: 59 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 7/28/1987 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 


931048776 

1 

2 

GREY 

05 

CLAY 


0.00 

45.00 

ft 

931048777 


GREY 

14 

HARDPAN 

12 

STONES 


45.00 

59.00 

ft 

931048778 

3 

2 

GREY 

15 

LIMESTONE 


59.00 

150.00 
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Formation End Depth UOM: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931048779 

4 

1 

WHITE 

18 

SANDSTONE 

150.00 

225.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521663 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592055 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075978 

1 

1 

STEEL 

62.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075979 

2 

4 

OPEN HOLE 

225.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

991521663 

50.00 

220.00 

220.00 

3.00 

5.00 

ft 

GPM 
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Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 

Draw Down & Recovery 

Pump Test Detail ID: 934107556 

Test Type: 

Test Duration: 15 

Test Level: 220.00 

Test Level UOM: ft 

Pump Test Detail ID: 934391799 

Test Type: 

Test Duration: 30 

Test Level: 220.00 

Test Level UOM: ft 

Pump Test Detail ID: 934652800 

Test Type: 

Test Duration: 45 

Test Level: 220.00 

Test Level UOM: ft 

Pump Test Detail ID: 934910031 

Test Type: 

Test Duration: 60 

Test Level: 220.00 

Test Level UOM: ft 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933479327 

1 

1 

FRESH 

215.00 

ft 


Database: 

WWIS 


Well ID: 

1521372 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

6/3/1987 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

07049 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 

CON 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 


UTM Reliability: 


Clear/Cloudy: 
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Bore Hole Information 


Bore Hole ID: 10043194 

DP2BR: 10 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


9 

unknown UTM 
na 

2/4/1987 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 


931047754 

1 

6 

BROWN 

02 

TOPSOIL 


0.00 

1.00 

ft 

931047755 

2 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

77 

LOOSE 

1.00 

10.00 

ft 

931047756 

3 
2 

GREY 

15 

LIMESTONE 

28 

SAND 

74 

LAYERED 

10.00 

18.00 

ft 

931047757 

4 
8 

BLACK 

15 

LIMESTONE 
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Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

15 

LIMESTONE 

03 

MUCK 

18.00 

175.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931047758 

5 

2 

GREY 

15 

LIMESTONE 

74 

LAYERED 

03 

MUCK 

175.00 

200.00 

ft 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109412 

1 

0.00 

23.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521372 

5 

Air Percussion 


Pine Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591764 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075415 

1 

1 

STEEL 

23.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

930075416 

2 

4 

OPEN HOLE 

200.00 

6.00 
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Casing Diameter UOM: inch 

Casing Depth UOM: ft 


Results of Well Yield Testing 


Pump Test ID: 991521372 

Pump Set At: 

Static Level: 18.00 

Final Level After Pumping: 160.00 

Recommended Pump Depth: 160.00 

Pumping Rate: 6.00 

Flowing Rate: 

Recommended Pump Rate: 4.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934106465 

Test Type: Draw Down 

Test Duration: 15 

Test Level: 160.00 

Test Level UOM: ft 


Pump Test Detail ID: 934390144 

Test Type: Draw Down 

Test Duration: 30 

Test Level: 160.00 

Test Level UOM: ft 


Pump Test Detail ID: 934651711 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 160.00 

Test Level UOM: ft 


Pump Test Detail ID: 934909500 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 160.00 

Test Level UOM: ft 


Water Details 


Water ID: 933478894 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 120.00 

Water Found Depth UOM: ft 

Water ID: 933478895 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 193.00 

Water Found Depth UOM: ft 
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lot 10 ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1532192 
Domestic 
Water Supply 

234540 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


8/28/2001 

4609 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

010 


Bore Hole Information 


Bore Hole ID: 10516642 

DP2BR: 3 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 7/19/2001 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 


932832124 

1 

6 

BROWN 

28 

SAND 

77 

LOOSE 


0.00 

3.00 

ft 

932832125 

2 

2 

GREY 

18 

SANDSTONE 

74 

LAYERED 
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Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


3.00 

60.00 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933219647 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961532192 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11065212 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930094297 

1 

1 

STEEL 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930094298 

2 

4 

OPEN HOLE 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

991532192 

10.00 

60.00 

40.00 

20.00 

20.00 

ft 

GPM 

2 

CLOUDY 

1 
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Pumping Duration HR: 
Pumping Duration MIN: 
Flowing: 


Draw Down & Recovery 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


934115768 

Recovery 

15 

15.00 

ft 

934399383 

Recovery 

30 

12.00 

ft 

934660322 

Recovery 

45 

11.00 

ft 

934917208 

Recovery 

60 

10.00 

ft 


Water Details 


Water ID: 934008317 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 50.00 

Water Found Depth UOM: ft 


Well ID: 

1524890 

Data Entry Status: 

Construction Date: 


Data Src: 

Primary Water Use: 

Domestic 

Date Received: 

Sec. Water Use: 


Selected Flag: 

Final Well Status: 

Water Supply 

Abandonment Rec: 

Water Type: 


Contractor: 

Casing Material: 


Form Version: 

Audit No: 

56337 

Owner: 

Tag: 


Street Name: 

Construction Method: 


County: 

Elevation (m): 


Municipality: 

Elevation Reliability: 


Site Info: 

Depth to Bedrock: 


Lot: 

Well Depth: 


Concession: 

Overburden/Bedrock: 


Concession Name: 

Pump Rate: 


Easting NAD83: 

Static Water Level: 


Northing NAD83: 

Flowing (Y/N): 


Zone: 

Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 

Bore Hole Information 

Bore Hole ID: 

10046633 

Spatial Status: 


9/17/1990 

3644 

1 

OTTAWA-CARLETON 
NEPEAN TOWNSHIP 

010 
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106 


DP2BR: 


Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 4/25/1990 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 


931059404 

1 

2 

GREY 

05 

CLAY 


0.00 

10.00 

ft 

931059405 

2 

3 

BLUE 

05 

CLAY 


10.00 

90.00 

ft 

931059406 

3 

2 

GREY 

14 

HARDPAN 

05 

CLAY 


90.00 

106.00 

ft 

931059407 

4 

2 

GREY 

26 

ROCK 

71 

FRACTURED 
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Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

106.00 

108.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524890 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10595203 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081654 

STEEL 

108.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991524890 

0.00 

60.00 

60.00 

20.00 

15.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934110488 

15 

60.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934385896 

30 

60.00 

ft 
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Pump Test Detail ID: 934655256 

Test Type: 

Test Duration: 45 

Test Level: 60.00 

Test Level UOM: ft 

Pump Test Detail ID: 934903633 

Test Type: 

Test Duration: 60 

Test Level: 60.00 

Test Level UOM: ft 

Water Details 

Water ID: 933483660 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 108.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 1528729 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 153017 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


9/21/1995 

1 

3323 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

010 


Bore Hole Information 


9 

unknown UTM 
na 

8/14/1995 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 


Formation ID: 


931070611 
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Layer: 

Color: 

General Color: 

Matt: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

1 

2 

GREY 

05 

CLAY 

01 

FILL 

0.00 

6.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931070612 

2 

2 

GREY 

15 

LIMESTONE 

18 

SANDSTONE 

6.00 

80.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933113669 

1 

7.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961528729 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598835 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087844 

1 

1 

STEEL 

20.00 

6.00 

inch 

ft 


Results of Well Yield Testing 
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991528729 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991528729 

6.00 

80.00 

60.00 

50.00 

30.00 

ft 

GPM 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105224 

Recovery 

15 

11.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934388850 

Recovery 

30 

8.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934649367 

Recovery 

45 

6.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934906549 

Recovery 

60 

6.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933488547 

1 

1 

FRESH 

45.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933488548 

2 

1 

FRESH 

75.00 

ft 

Site: 

lot 10 ON 

Database: 

WWIS 


Well ID: 1521190 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 2/10/1987 

Sec. Water Use: Selected Flag: 1 
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Water Supply 


3644 


Final Well Status: 

Water Type: 

Casing Material: 

Audit No: 02155 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
NEPEAN TOWNSHIP 

010 


Bore Hole Information 

Bore Hole ID: 10043026 

DP2BR: 

Code OB: o 

Code OB Desc: Overburden 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 11 /28/1986 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931047133 

Layer: 1 

Color: 2 

General Color: GREY 

Matt: 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 54.00 

Formation End Depth UOM: ft 

Formation ID: 931047134 

Layer: 2 

Color: 2 

General Color: GREY 

Matl: 14 

Most Common Material: HARDPAN 

Mat2: 11 

Other Materials: GRAVEL 

Mat3: 

Other Materials: 

Formation Top Depth: 54.00 

Formation End Depth: 80.00 

Formation End Depth UOM: ft 


Method of Construction & Well 
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Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521190 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591596 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075107 

1 

1 

STEEL 

80.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991521190 

2.00 

30.00 

30.00 

20.00 

8.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105889 

15 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389008 

30 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934651136 

45 

30.00 

ft 
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Pump Test Detail ID: 934908365 

Test Type: 

Test Duration: 60 

Test Level: 30.00 

Test Level UOM: ft 

Water Details 

Water ID: 933478678 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 80.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 1527848 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 110595 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4/5/1994 

1 

5222 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

010 


Bore Hole Information 


9 

unknown UTM 
na 

6/25/1993 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 


931067872 


01 

FILL 
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Other Materials: 
Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

2.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067873 

2 

6 

BROWN 

28 

SAND 

12 

STONES 

77 

LOOSE 

2.00 

4.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067874 

3 

8 

BLACK 

34 

TILL 

05 

CLAY 

11 

GRAVEL 

4.00 

9.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067875 

4 

2 

GREY 

15 

LIMESTONE 

73 

HARD 

9.00 

97.00 

ft 

Annular Soace/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112759 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527848 

5 

Air Percussion 


541 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 








Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598001 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086357 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086358 

2 

4 

OPEN HOLE 

97.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991527848 

4.00 

80.00 

80.00 

4.00 

3.00 

ft 

GPM 

1 

CLEAR 

2 

0 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933487399 

1 

1 

FRESH 

36.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933487400 

2 

1 

FRESH 

64.00 

ft 

Water ID: 

Layer: 

933487401 

3 
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Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1523209 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/9/1989 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

32736 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045012 

Spatial Status: 


DP2BR: 


Cluster Kind: 


Code OB: 

0 

UTMRC: 

9 

Code OB Desc: 

Overburden 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

4/28/1988 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 
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BROWN 


General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

BROWN 

08 

FINE SAND 

09 

MEDIUM SAND 

22.00 

44.00 

ft 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933110167 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961523209 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593582 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930078728 

1 

1 

STEEL 

34.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930078729 

2 

1 

STEEL 

34.00 

5.00 

inch 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

933326159 

1 

006 

34.00 

37.00 
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Screen Depth UOM: 
Screen Diameter UOM: 
Screen Diameter: 


inch 

6.00 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991523209 

35.00 

35.00 

8.00 

8.00 

ft 

GPM 

CLEAR 

1 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934104376 

Draw Down 

15 

35.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934388608 

Draw Down 

30 

35.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934649591 

Draw Down 

45 

35.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934906792 

Draw Down 

60 

35.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933481392 

1 

1 

FRESH 

32.00 

ft 

Site: 

lot 10 ON 

Database: 

WWIS 


Well ID: 1522769 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 10/26/1988 

Sec. Water Use: Selected Flag: 1 

Final Well Status: Water Supply Abandonment Rec: 
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Water Type: 

Casing Material: 

Audit No: 27111 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

010 


Bore Hole Information 


Bore Hole ID: 10044578 

DP2BR: 5 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 9/16/1988 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931052522 


GREY 

05 

CLAY 

12 

STONES 


0.00 

5.00 

ft 

931052523 

2 

1 

WHITE 

18 

SANDSTONE 


Method of Construction & Well 

Use 
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Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522769 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593148 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077965 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077966 

2 

4 

OPEN HOLE 

60.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991522769 

6.00 

30.00 

30.00 

30.00 

10.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934111511 

15 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

934386934 

30 
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Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


30.00 

ft 

934647917 

45 

30.00 

ft 

934905125 


Water Details 


Water ID: 
Layer: 


Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1524141 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/26/1990 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

49834 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045913 

Spatial Status: 


DP2BR: 

6 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

7/27/1989 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 
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Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056977 

1 

2 

GREY 

05 

CLAY 

12 

STONES 

0.00 

6.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056978 

2 

2 

GREY 

18 

SANDSTONE 

90 

VERY 

73 

HARD 

6.00 

80.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524141 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594483 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080379 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080380 

2 

4 

OPEN HOLE 

80.00 

6.00 

ft 
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Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991524141 

8.00 

40.00 

40.00 

30.00 

10.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934107722 

15 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934391951 

30 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934652921 

45 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934910121 

60 

40.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933482685 

1 

1 

FRESH 

55.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933482686 

2 

1 

FRESH 

75.00 

ft 

Site: 

lot 10 ON 

Database: 

WWIS 


Well ID: 1522396 Data Entry Status: 
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Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

6/21/1988 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

21677 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10044208 

Spatial Status: 


DP2BR: 

23 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

2/22/1988 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931051275 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 02 

Most Common Material: TOPSOIL 

Mat2: 79 

Other Materials: PACKED 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 1.00 

Formation End Depth UOM: ft 

Formation ID: 931051276 

Layer: 2 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 77 

Other Materials: LOOSE 

Mat3: 

Other Materials: 

Formation Top Depth: 1.00 

Formation End Depth: 4.00 

Formation End Depth UOM: ft 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931051277 

3 

2 

GREY 

05 

CLAY 

00 

UNKNOWN TYPE 

4.00 

22.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931051278 

4 

8 

BLACK 

14 

HARDPAN 

79 

PACKED 

22.00 

23.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931051279 

5 

2 

GREY 

21 

GRANITE 

46 

QUARTZ 

23.00 

34.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931051280 

6 

21 

GRANITE 

46 

QUARTZ 

73 

HARD 

34.00 

46.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 

931051281 

7 

8 

BLACK 

21 

GRANITE 

46 

QUARTZ 

73 

HARD 

46.00 

130.00 


552 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 





Formation End Depth UOM: 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109863 

1 

0.00 

23.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522396 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592778 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077317 

1 

1 

STEEL 

24.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077318 

2 

4 

OPEN HOLE 

130.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

991522396 

12.00 

95.00 

95.00 

20.00 

10.00 

ft 

GPM 

CLEAR 

2 

0 
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Draw Down & Recovery 


Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109908 

Draw Down 

15 

95.00 

ft 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934385193 

Draw Down 

30 

95.00 

ft 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934655137 

Draw Down 

45 

95.00 

ft 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934903964 

Draw Down 

60 

95.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

933480268 

1 

1 

FRESH 


Water Found Depth: 95.00 

Water Found Depth UOM: ft 


Water ID: 

Layer: 

Kind Code: 

Kind: 

933480269 

2 

1 

FRESH 


Water Found Depth: 120.00 

Water Found Depth UOM: ft 


Site: 

lot 10 ON 

Database: 

WWIS 

Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 

Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 
Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 

1521604 Data Entry Status: 

Data Src: 1 

Domestic Date Received: 8/14/1987 

Selected Flag: 1 

Water Supply Abandonment Rec: 

Contractor: 3644 

Form Version: 1 

02189 Owner: 

Street Name: 

County: OTTAWA-CARLETON 

Municipality: HUNTLEY TOWNSHIP 

Site Info: 

Lot: 010 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 
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Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10043426 

DP2BR: 6 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS : 

Date Completed: 3/16/1987 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931048607 


GREY 

28 

SAND 


0.00 

6.00 

ft 

931048608 


GREY 

15 

LIMESTONE 


Method of Construction & Well 

Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


961521604 

5 

Air Percussion 


Pipe Information 

Pipe ID: 10591996 

Casing No: 1 

Comment: 

Alt Name: 
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Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075861 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075862 

2 

4 

OPEN HOLE 

125.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991521604 

20.00 

100.00 

100.00 

8.00 

8.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934107079 

15 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934390761 

30 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934652322 

45 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934909972 

60 

100.00 

ft 
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Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1518764 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/10/1984 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 

CON 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10040634 

Spatial Status: 


DP2BR: 

88 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

11/25/1983 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
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Mat2: 

Other Materials: 
Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

44.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931039483 

2 

2 

GREY 

14 

HARDPAN 

11 

GRAVEL 

44.00 

88.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931039484 

3 

2 

GREY 

15 

LIMESTONE 

82 

SHALY 

88.00 

105.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961518764 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10589204 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930070942 

1 

1 

STEEL 

90.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

930070943 

2 

4 
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Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

OPEN HOLE 

105.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991518764 

0.00 

20.00 

20.00 

20.00 

10.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934103240 

15 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934380498 

30 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934650481 

45 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934900018 

60 

20.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933475561 

1 

1 

FRESH 

100.00 

ft 

Site: 

lot 10 ON 

Database: 

WWIS 


Well ID: 1521613 Data Entry Status: 

Construction Date: Data Src: 
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8/17/1987 


Primary Water Use: 

Domestic 

Date Received: 

Sec. Water Use: 


Selected Flag: 

Final Well Status: 

Water Supply 

Abandonment Rec: 

Water Type: 


Contractor: 

Casing Material: 


Form Version: 

Audit No: 

07137 

Owner: 

Tag: 


Street Name: 

Construction Method: 


County: 

Elevation (m): 


Municipality: 

Elevation Reliability: 


Site Info: 

Depth to Bedrock: 


Lot: 

Well Depth: 


Concession: 

Overburden/Bedrock: 


Concession Name: 

Pump Rate: 


Easting NAD83: 

Static Water Level: 


Northing NAD83: 

Flowing (Y/N): 


Zone: 

Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 

Bore Hole Information 

Bore Hole ID: 

10043435 

Spatial Status: 

DP2BR: 

98 

Cluster Kind: 

Code OB: 

r 

UTMRC: 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

Open Hole: 


Location Method: 

Elevation: 


Org CS: 

Elevrc: 


Date Completed: 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


3644 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

010 


9 

unknown UTM 
na 

5/29/1987 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931048631 

1 

2 

GREY 

05 

CLAY 


0.00 

48.00 

ft 

931048632 


GREY 

05 

CLAY 

12 

STONES 


48.00 

98.00 

ft 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matt: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931048633 

3 

2 

GREY 

15 

LIMESTONE 

98.00 

180.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931048634 

4 

2 

GREY 

17 

SHALE 

90 

VERY 

85 

SOFT 

180.00 

225.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521613 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592005 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075879 

1 

1 

STEEL 

100.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075880 

2 

4 

OPEN HOLE 

225.00 

6.00 

inch 

ft 
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Results of Well Yield Testing 


Pump Test ID: 991521613 

Pump Set At: 

Static Level: 25.00 

Final Level After Pumping: 210.00 

Recommended Pump Depth: 210.00 

Pumping Rate: 2.00 

Flowing Rate: 

Recommended Pump Rate: 5.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934107088 

Test Type: 

Test Duration: 15 

Test Level: 210.00 

Test Level UOM: ft 

Pump Test Detail ID: 934390770 

Test Type: 

Test Duration: 30 

Test Level: 210.00 

Test Level UOM: ft 

Pump Test Detail ID: 934652331 

Test Type: 

Test Duration: 45 

Test Level: 210.00 

Test Level UOM: ft 

Pump Test Detail ID: 934909981 

Test Type: 

Test Duration: 60 

Test Level: 210.00 

Test Level UOM: ft 


Water ID: 933479252 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 190.00 

Water Found Depth UOM: ft 


Site: 




lot 10 ON 




Well ID: 

1531840 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

4/6/2001 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3749 

Casing Material: 


Form Version: 

1 

Audit No: 

221948 

Owner: 


Tag: 


Street Name: 



562 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 








Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10053374 

DP2BR: 39 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


County: OTTAWA-CARLETON 

Municipality: TORBOLTON TOWNSHIP 

Site Info: 

Lot: 010 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 7/27/2000 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 


931079668 

1 

6 

BROWN 

28 

SAND 


0.00 

35.00 

ft 

931079669 

2 

2 

GREY 

28 

SAND 

06 

SILT 


35.00 

39.00 

ft 

931079670 

3 

2 

GREY 

15 

LIMESTONE 
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Other Materials: 
Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

39.00 

130.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116978 

1 

0.00 

44.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531840 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601944 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093515 

1 

1 

STEEL 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991531840 

122.00 

5.00 

5.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

N 


Water Details 
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Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1524851 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

9/17/1990 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

68406 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

010 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10046594 

Spatial Status: 


DP2BR: 

0 

Cluster Kind: 


Code OB: 

h 

UTMRC: 

9 

Code OB Desc: 

Mixed in a Layer 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

7/12/1990 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 
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Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

5.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931059281 

2 

2 

GREY 

15 

LIMESTONE 

5.00 

18.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931059282 

3 

WHITE 

18 

SANDSTONE 

73 

HARD 

18.00 

63.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524851 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10595164 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930081576 

1 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

930081577 

2 

4 

OPEN HOLE 
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Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

63.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991524851 

10.00 

45.00 

45.00 

25.00 

15.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934110030 

15 

45.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934385439 

30 

45.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934655217 

45 

45.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934903594 

60 

45.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933483612 

1 

1 

FRESH 

57.00 

ft 

Site: 

lot 10 ON 

Database: 

WWIS 


Well ID: 1535825 Data Entry Status: 

Construction Date: Data Src: 

Primary Water Use: Date Received: 9/29/2005 

Sec. Water Use: Selected Flag: 1 
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6907 


Final Well Status: 

Water Type: 

Casing Material: 

Audit No: Z17653 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 

Abandonment Rec: 

Contractor: 6907 

Form Version: 3 

Owner: 

Street Name: 

County: OTTAWA-CARLETON 

Municipality: OTTAWA CITY 

Site Info: 

Lot: 010 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


Bore Hole ID: 11316364 

DP2BR: 

Code OB: u 

Code OB Desc: all layers are unknown type 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 

Spatial Status: 

Cluster Kind: 

UTMRC: 

UTMRC Desc: 

Location Method: na 

Org CS: 

Date Completed: 9/22/2005 

Overburden and Bedrock 

Materials Interval 


Formation ID: 932997253 

Layer: 1 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 19.00 

Formation End Depth UOM: ft 


Formation ID: 932997254 

Layer: 2 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 19.00 

Formation End Depth: 77.00 

Formation End Depth UOM: ft 



Method of Construction & Well 
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Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


961535825 

B 

Other Method 


Pipe Information 

Pipe ID: 11331219 

Casing No: 1 

Comment: 

Alt Name: 


Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth 
Pumping Rate: 

Flowing Rate: 
Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 
Pumping Duration MIN: 
Flowing: 


11345704 

75.00 


ft 

LPM 


Well ID: 1522410 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Test Hole 

Water Type: 

Casing Material: 

Audit No: 21682 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


6/21/1988 

5222 

1 

OTTAWA-CARLETON 
TORBOLTON TOWNSHIP 

008 


Bore Hole Information 


Bore Hole ID: 10044222 

DP2BR: 4 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/26/1987 
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Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 


931051339 

1 

6 

BROWN 

28 

SAND 

12 

STONES 

79 

PACKED 

0.00 

4.00 

ft 

931051340 


GREY 

15 

LIMESTONE 

06 

SILT 

71 

FRACTURED 

4.00 

9.00 

ft 

931051341 

3 

8 

BLACK 

17 

SHALE 

71 

FRACTURED 


9.00 

17.00 

ft 

931051342 

4 

2 

GREY 

15 

LIMESTONE 

03 

MUCK 


17.00 

22.00 

ft 

931051343 
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Layer: 

Color: 

General Color: 

Matt: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

5 

2 

GREY 

15 

LIMESTONE 

74 

LAYERED 

03 

MUCK 

22.00 

130.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931051344 

6 

2 

GREY 

15 

LIMESTONE 

46 

QUARTZ 

73 

HARD 

130.00 

140.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109876 

1 

0.00 

21.00 

ft 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109877 

2 

140.00 

90.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522410 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592792 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

930077344 

1 

1 

STEEL 

22.00 
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Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077345 

2 

4 

OPEN HOLE 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991522410 

6.00 

85.00 

85.00 

4.00 

4.00 

ft 

GPM 

CLEAR 

6 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109914 

Draw Down 

15 

85.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934385199 

Draw Down 

30 

85.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934655143 

Draw Down 

45 

85.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934903970 

Draw Down 

60 

85.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

933480290 

1 

1 

FRESH 

85.00 
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Water Found Depth UOM: 


Site: 


lot 8 ON 


Database: 

WWIS 


Well ID: 

1523223 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/9/1989 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

32733 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

008 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045026 

Spatial Status: 


DP2BR: 


Cluster Kind: 


Code OB: 

0 

UTMRC: 

9 

Code OB Desc: 

Overburden 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

4/10/1988 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 


931053946 

1 

6 

BROWN 

09 

MEDIUM SAND 


0.00 

35.00 

ft 

931053947 

2 

2 

GREY 

05 

CLAY 


573 
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Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

79 

PACKED 

35.00 

35.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961523223 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593596 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930078756 

1 

1 

STEEL 

29.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930078757 

2 

1 

STEEL 

32.00 

5.00 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

933326167 

1 

006 

32.00 

35.00 

ft 

inch 

6.00 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

991523223 

13.00 

32.00 

32.00 

5.00 
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Flowing Rate: 

Recommended Pump Rate: 5.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934104383 

Test Type: Draw Down 

Test Duration: 15 

Test Level: 32.00 

Test Level UOM: ft 


Pump Test Detail ID: 934388615 

Test Type: Draw Down 

Test Duration: 30 

Test Level: 32.00 

Test Level UOM: ft 


Pump Test Detail ID: 934649598 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 32.00 

Test Level UOM: ft 


Pump Test Detail ID: 934906799 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 32.00 

Test Level UOM: ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933481409 

1 

1 

FRESH 

32.00 

ft 


Site: 


lot 8 ON 


Well ID: 1500396 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 0 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 


Database: 

WWIS 

1 

2/26/1948 

1107 

1 

OTTAWA-CARLETON 
OTTAWA CITY (GLOUCESTER) 

008 

JG 


575 
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Flowing (Y/N): 
Flow Rate: 
Clear/Cloudy: 


Zone: 

UTM Reliability: 


Bore Hole Information 


9 

unknown UTM 
na 

10/29/1947 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 930989161 

Layer: 1 

Color: 3 

General Color: BLUE 

Matl: 05 

Most Common Material: CLAY 

Mat2: 12 

Other Materials: STONES 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 28.00 

Formation End Depth UOM: ft 

Formation ID: 930989162 

Layer: 2 

Color: 

General Color: 

Matl: 26 

Most Common Material: ROCK 

Mat2: 19 

Other Materials: SLATE 

Mat3: 

Other Materials: 

Formation Top Depth: 28.00 

Formation End Depth: 51.00 

Formation End Depth UOM: ft 


Method of Construction & Well 

Use 

Method Construction ID: 961500396 

Method Construction Code: 1 

Method Construction: Cable Tool 

Other Method Construction: 


Pipe Information 

Pipe ID: 10571011 

Casing No: 1 

Comment: 


576 
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Alt Name: 


Construction Record - Casing 


Casing ID: 930037815 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 28.00 

Casing Diameter: 4.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 
Depth From: 

Depth To: 

Casing Diameter: 
Casing Diameter UOM: 
Casing Depth UOM: 


930037816 


OPEN HOLE 

51.00 

4.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 991500396 

Pump Set At: 

Static Level: 6.00 

Final Level After Pumping: 6.00 

Recommended Pump Depth: 

Pumping Rate: 8.00 

Flowing Rate: 

Recommended Pump Rate: 8.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 2 

Pumping Duration HR: 0 

Pumping Duration MIN: 30 

Flowing: N 


Water ID: 933452913 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 51.00 

Water Found Depth UOM: ft 


Site: 




lot 8 ON 




Well ID: 

1525907 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

12/6/1991 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

92145 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 


577 
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Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Site Info: 

Lot: 008 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


9 

unknown UTM 
na 

11/12/1991 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931062636 


GREY 

05 

CLAY 

12 

STONES 


0.00 

4.00 

ft 

931062637 

2 

2 

GREY 

18 

SANDSTONE 


Method of Construction & Well 

Use 

Method Construction ID: 961525907 

Method Construction Code: 5 

Method Construction: Air Percussion 

Other Method Construction: 


578 
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Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596212 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083439 

1 

1 

STEEL 

25.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083440 

2 

4 

OPEN HOLE 

83.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991525907 

10.00 

60.00 

60.00 

20.00 

15.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105683 

15 

60.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389317 

30 

60.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

934649843 

45 
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Test Level: 60.00 

Test Level UOM: ft 

Pump Test Detail ID: 934907458 

Test Type: 

Test Duration: 60 

Test Level: 60.00 

Test Level UOM: ft 

Water Details 

Water ID: 933485039 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 60.00 

Water Found Depth UOM: ft 

Water ID: 933485040 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 78.00 

Water Found Depth UOM: ft 


Site: 


lot 8 ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1531627 
Domestic 
Water Supply 

200305 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


12/4/2000 

3749 

1 

OTTAWA-CARLETON 
TORBOLTON TOWNSHIP 


CON 


Bore Hole Information 


9 

unknown UTM 
na 

11/15/1999 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


580 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 








Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931079070 

1 

6 

BROWN 

08 

FINE SAND 

0.00 

18.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931079071 

2 

6 

BROWN 

10 

COARSE SAND 

18.00 

21.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931079072 

3 

2 

GREY 

05 

CLAY 

21.00 

23.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931079073 

4 

2 

GREY 

15 

LIMESTONE 

23.00 

80.00 

ft 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116798 

1 

0.00 

27.00 

ft 
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Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531627 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601731 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093093 

1 

1 

STEEL 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093094 

2 

4 

OPEN HOLE 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991531627 

75.00 

5.00 

ft 

GPM 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933492161 

1 

1 

FRESH 

41.00 

ft 
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Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1522816 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/26/1988 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Recharge Well 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

27054 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

008 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10044623 

Spatial Status: 


DP2BR: 

67 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

8/8/1988 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 


583 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

2 

2 

GREY 

14 

HARDPAN 

GRAVEL 

28.00 

67.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052666 

3 

2 

GREY 

15 

LIMESTONE 

90 

VERY 

85 

SOFT 

67.00 

90.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052667 

4 

2 

GREY 

15 

LIMESTONE 

90.00 

100.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522816 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593193 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

930078054 

1 

1 

STEEL 

69.00 

6.00 
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Casing Depth UOM: 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930078055 

2 

4 

OPEN HOLE 

100.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991522816 

7.00 

60.00 

60.00 

20.00 

15.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934111556 

15 

60.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934386979 

30 

60.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934647962 

45 

60.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934905170 

60 

60.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933480846 

1 

1 

FRESH 

75.00 

ft 
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Water ID: 933480847 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 94.00 

Water Found Depth UOM: ft 


Well ID: 1528401 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Abandoned-Quality 

Water Type: 

Casing Material: 

Audit No: 147796 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


1/26/1995 

1558 

1 

OTTAWA-CARLETON 
NEPEAN TOWNSHIP 

008 


Bore Hole Information 


9 

unknown UTM 
na 

12/9/1994 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Annular Space/Abandonment 

Sealing Record 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM 


933113303 

1 

0.00 

41.00 

ft 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


No formation data 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Method of Construction & Well 

Use 

Method Construction ID: 961528401 

Method Construction Code: 0 

Method Construction: Not Known 

Other Method Construction: 


586 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Pipe Information 


Pipe ID: 10598508 

Casing No: 1 

Comment: 

Alt Name: 


Site: 

lot 7 ON 

Database: 

WWIS 

Well ID: 1523775 

Construction Date: 

Primary Water Use: Commerical 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 45179 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 

Data Entry Status: 

Data Src: 1 

Date Received: 9/27/1989 

Selected Flag: 1 

Abandonment Rec: 

Contractor: 4879 

Form Version: 1 

Owner: 

Street Name: 

County: OTTAWA-CARLETON 

Municipality: HUNTLEY TOWNSHIP 

Site Info: 

Lot: 007 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


Bore Hole ID: 10045548 

DP2BR: 0 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 

Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 8/21/1989 

Overburden and Bedrock 

Materials Interval 


Formation ID: 931055673 

Layer: 1 

Color: 2 

General Color: GREY 

Matt: 15 

Most Common Material: LIMESTONE 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 200.00 

Formation End Depth UOM: ft 



Annular Space/Abandonment 
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933110424 


Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961523775 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594118 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930079712 

1 

1 

STEEL 

20.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930079713 

2 

4 

OPEN HOLE 

200.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991523775 

17.00 

199.00 

180.00 

10.00 

9.00 

ft 

GPM 

1 

1 

0 

N 


Draw Down & Recovery 
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Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934106130 

Recovery 

15 

38.00 

ft 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934390778 

Recovery 

30 

20.00 

ft 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934651333 

Recovery 

45 

17.00 

ft 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934908539 

Recovery 

60 

17.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

933482169 

1 

1 

FRESH 


Water Found Depth: 130.00 

Water Found Depth UOM: ft 


Water ID: 

Layer: 

Kind Code: 

Kind: 

933482170 

2 

1 

FRESH 


Water Found Depth: 190.00 

Water Found Depth UOM: ft 


Site: 

lot 7 ON 

Database: 

WWIS 

Well ID: 

Construction Date: 
Primary Water Use: 

Sec. Water Use: 

Final Well Status: 

Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 
Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 

1535447 Data Entry Status: 

Data Src: 

Domestic Date Received: 4/22/2005 

Selected Flag: 1 

Water Supply Abandonment Rec: 

Contractor: 6574 

Form Version: 2 

261144 Owner: 

Street Name: 

County: OTTAWA-CARLETON 

Municipality: TORBOLTON TOWNSHIP 

Site Info: 

Lot: 007 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 
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11315986 


Bore Hole ID: 

DP2BR: 

Code OB: o 

Code OB Desc: Overburden 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 

UTMRC Desc: 

Location Method: na 

Org CS: 

Date Completed: 9/20/2003 


Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


932996353 

1 

6 

BROWN 

28 

SAND 

08 

FINE SAND 


0.00 

22.00 

ft 

932996354 

2 

2 

GREY 

28 

SAND 

09 

MEDIUM SAND 


22.00 

37.00 

ft 


Annular Soace/Abandonment 

Sealing Record 

Plug ID: 933267893 

Layer: 1 

Plug From: 0.00 

Plug To: 20.00 

Plug Depth UOM: ft 


Method of Construction & Well 

Use 

Method Construction ID: 961535447 

Method Construction Code: 5 

Method Construction: Air Percussion 

Other Method Construction: 


Pipe Information 
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Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11330841 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930855240 

1 

1 

STEEL 

0.00 

29.00 

6.25 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930855241 

2 

1 

STEEL 

20.00 

33.00 

5.50 

inch 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

933412421 

1 

12 

33.00 

37.00 

1 

ft 

5.50 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

11345429 

33.00 

28.00 

33.00 

33.00 

4.00 

4.00 

ft 

GPM 

CLEAR 

2 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

11377647 

Draw Down 

15 

5.00 
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Test Level UOM: 


Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1525910 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

12/6/1991 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

92153 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

007 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (YIN): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10047645 

Spatial Status: 


DP2BR: 

10 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

11/20/1991 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
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Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062642 

1 

2 

GREY 

05 

CLAY 

12 

STONES 

11 

GRAVEL 

0.00 

10.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062643 

2 

2 

GREY 

18 

SANDSTONE 

10.00 

62.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525910 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596215 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083445 

1 

1 

STEEL 

25.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

930083446 

2 

4 
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OPEN HOLE 


Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

OPEN HOLE 

62.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991525910 

8.00 

40.00 

40.00 

30.00 

15.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105686 

15 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389320 

30 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934650264 

45 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934907461 

60 

40.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933485043 

1 

1 

FRESH 

45.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

933485044 

2 

1 

FRESH 

58.00 
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Water Found Depth UOM: 


Well ID: 

1522650 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

9/27/1988 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

4879 

Casing Material: 


Form Version: 

1 

Audit No: 

33645 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

007 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 

CON 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10044460 

Spatial Status: 


DP2BR: 

2 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

8/23/1988 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
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Mat2: 

Other Materials: 
Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

2.00 

75.00 

ft 

Annular SDace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109972 

1 

0.00 

21.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522650 

4 

Rotary (Air) 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593030 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077759 

1 

1 

STEEL 

21.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077760 

2 

4 

OPEN HOLE 

75.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

991522650 

5.00 

74.00 

60.00 

10.00 

8.00 

ft 
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Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 

Draw Down & Recovery 

Pump Test Detail ID: 934110982 

Test Type: Recovery 

Test Duration: 15 

Test Level: 6.00 

Test Level UOM: ft 

Pump Test Detail ID: 934386407 

Test Type: Recovery 

Test Duration: 30 

Test Level: 5.00 

Test Level UOM: ft 

Pump Test Detail ID: 934656201 

Test Type: Recovery 

Test Duration: 45 

Test Level: 5.00 

Test Level UOM: ft 

Pump Test Detail ID: 934904598 

Test Type: Recovery 

Test Duration: 60 

Test Level: 5.00 

Test Level UOM: ft 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933480617 


FRESH 

55.00 

ft 


Database: 

WWIS 


Well ID: 

1527226 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

8/13/1993 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1558 

Casing Material: 


Form Version: 

1 

Audit No: 

135469 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

007 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 


UTM Reliability: 


Clear/Cloudy: 
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Bore Hole Information 


Bore Hole ID: 10048889 

DP2BR: 5 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 7/5/1993 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931066300 

1 

2 

GREY 

11 

GRAVEL 

77 

LOOSE 


0.00 

2.00 

ft 

931066301 

2 

6 

BROWN 

05 

CLAY 

11 

GRAVEL 

13 

BOULDERS 

2.00 

5.00 

ft 

931066302 

3 

2 

GREY 

15 

LIMESTONE 

74 

LAYERED 

73 

HARD 

5.00 

90.00 

ft 


Method of Construction & Well 

Use 
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Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527226 

1 

Cable Tool 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597459 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085488 

1 

1 

STEEL 

21.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085489 

2 

4 

OPEN HOLE 

90.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991527226 

8.00 

60.00 

80.00 

20.00 

ft 

GPM 

2 

CLOUDY 

2 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934110152 

Draw Down 

15 

60.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934384971 

Draw Down 

30 

60.00 
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Test Level UOM: 


Pump Test Detail ID: 934654296 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 60.00 

Test Level UOM: ft 


Pump Test Detail ID: 934903089 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 60.00 

Test Level UOM: ft 


Water Details 


Water ID: 933486732 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 67.00 

Water Found Depth UOM: ft 

Water ID: 933486733 

Layer: 2 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 84.00 

Water Found Depth UOM: ft 


Site: 


lot 7 ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1534032 
Domestic 
Water Supply 

248541 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


8/1/2003 

3323 

1 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

007 


Bore Hole Information 


Bore Hole ID: 10543147 

DP2BR: 6 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/16/2003 
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Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932924883 

1 

6 

BROWN 

28 

SAND 

0.00 

6.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932924884 

2 

1 

WHITE 

18 

SANDSTONE 

6.00 

100.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933240918 

1 

0.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961534032 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11091717 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

930098127 

1 

1 
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STEEL 


Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

STEEL 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991534032 

9.00 

100.00 

40.00 

50.00 

50.00 

ft 

GPM 

1 

CLEAR 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934113566 

Recovery 

15 

21.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934396763 

Recovery 

30 

12.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934657140 

Recovery 

45 

9.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934914587 

Recovery 

60 

9.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

934036919 

1 

1 

FRESH 

95.00 

ft 

Site: 

lot 7 ON 

Database: 

WWIS 


Well ID: 1525909 Data Entry Status: 

Construction Date: Data Src: 
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12/6/1991 


Primary Water Use: 

Domestic 

Date Received: 

Sec. Water Use: 


Selected Flag: 

Final Well Status: 

Water Supply 

Abandonment Rec: 

Water Type: 


Contractor: 

Casing Material: 


Form Version: 

Audit No: 

92147 

Owner: 

Tag: 


Street Name: 

Construction Method: 


County: 

Elevation (m): 


Municipality: 

Elevation Reliability: 


Site Info: 

Depth to Bedrock: 


Lot: 

Well Depth: 


Concession: 

Overburden/Bedrock: 


Concession Name: 

Pump Rate: 


Easting NAD83: 

Static Water Level: 


Northing NAD83: 

Flowing (Y/N): 


Zone: 

Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 

Bore Hole Information 

Bore Hole ID: 

10047644 

Spatial Status: 

DP2BR: 

10 

Cluster Kind: 

Code OB: 

r 

UTMRC: 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

Open Hole: 


Location Method: 

Elevation: 


Org CS: 

Elevrc: 


Date Completed: 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


3644 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

007 


9 

unknown UTM 
na 

11/13/1991 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931062640 

1 

2 

GREY 

05 

CLAY 

11 

GRAVEL 


0.00 

10.00 

ft 

931062641 


GREY 

18 

SANDSTONE 


10.00 

63.00 

ft 


603 
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Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525909 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596214 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083443 

1 

1 

STEEL 

26.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083444 

2 

4 

OPEN HOLE 

63.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991525909 

8.00 

40.00 

40.00 

30.00 

15.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105685 

15 

40.00 

ft 

Pump Test Detail ID: 

934389319 
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Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


30 

40.00 

ft 

934649845 

45 

40.00 

ft 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1521407 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

6/3/1987 

Sec. Water Use: 

Public 

Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

07073 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

007 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10043229 

Spatial Status: 


DP2BR: 

60 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

5/5/1987 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


605 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 








Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931047930 

1 

2 

GREY 

05 

CLAY 

13 

BOULDERS 

77 

LOOSE 

0.00 

8.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931047931 

2 

2 

GREY 

05 

CLAY 

79 

PACKED 

8.00 

12.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931047932 

3 

3 

BLUE 

05 

CLAY 

91 

WATER-BEARING 

12.00 

60.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931047933 

4 

1 

WHITE 

20 

QUARTZITE 

73 

HARD 

60.00 

78.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

933109445 

1 

0.00 

62.00 
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Plug Depth UOM: 


Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521407 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591799 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075484 

1 

1 

STEEL 

62.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075485 

2 

4 

OPEN HOLE 

78.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991521407 

21.00 

70.00 

70.00 

14.00 

14.00 

ft 

GPM 

1 

7 

0 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

933478948 

1 

1 

FRESH 

72.00 
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Water Found Depth UOM: 


Site: 


lot 7 ON 


Database: 

WWIS 


Well ID: 

1519895 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

9/18/1985 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 

Audit No: 

Tag: 


Form Version: 

Owner: 

Street Name: 

1 

Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 

Elevation Reliability: 


Municipality: 

Site Info: 

MARCH TOWNSHIP 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 

007 

Bore Hole Information 

Bore Hole ID: 

10041748 

Spatial Status: 


DP2BR: 

6 

Cluster Kind: 


Code OB: 

y 

UTMRC: 

9 

Code OB Desc: 

Unknown type (bedrock encountered) 

UTMRC Desc: 

unknown UTM 

Open Hole: 

Elevation: 


Location Method: 

Org CS: 

na 

Elevrc: 


Date Completed: 

9/2/1985 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 


931043078 

1 

6 

BROWN 

28 

SAND 

79 

PACKED 


0.00 

6.00 

ft 

931043079 

2 

6 

BROWN 

18 

SANDSTONE 
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Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

73 

HARD 

6.00 

13.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931043080 

3 

1 

WHITE 

18 

SANDSTONE 

73 

HARD 

13.00 

20.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931043081 

4 

00 

UNKNOWN TYPE 

20.00 

76.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933108937 

1 

0.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961519895 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10590318 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

930072888 

1 

1 
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STEEL 


Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930072889 

2 

4 

OPEN HOLE 

76.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991519895 

15.00 

50.00 

50.00 

75.00 

15.00 

ft 

GPM 

1 

CLEAR 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109769 

Draw Down 

15 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934376153 

Draw Down 

30 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934654343 

Draw Down 

45 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934895240 

Draw Down 

60 

50.00 

ft 


Water Details 


Water ID: 

Layer: 

933476995 

1 


erisinfo.com | Environmental Risk Information Services Order No: 20180221105 








Kind Code: 1 

Kind: FRESH 

Water Found Depth: 46.00 

Water Found Depth UOM: ft 

Water ID: 933476996 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 58.00 

Water Found Depth UOM: ft 

Water ID: 933476997 

Layer: 3 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 66.00 

Water Found Depth UOM: ft 

Water ID: 933476998 

Layer: 4 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 72.00 

Water Found Depth UOM: ft 


Site: 


lot 7 ON 


Well ID: 1531837 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 199437 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4/6/2001 

3749 

1 

OTTAWA-CARLETON 
TORBOLTON TOWNSHIP 

007 


Bore Hole Information 


9 

unknown UTM 
na 

5/9/2000 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


611 
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Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931079657 

1 

6 

BROWN 

08 

FINE SAND 

0.00 

18.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931079658 

2 

6 

BROWN 

10 

COARSE SAND 

18.00 

21.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931079659 

3 

2 

GREY 

05 

CLAY 

21.00 

23.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931079660 

4 

2 

GREY 

15 

LIMESTONE 

23.00 

80.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116974 

1 

0.00 

31.00 

ft 
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Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531837 

4 

Rotary (Air) 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601941 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093511 

1 

1 

STEEL 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093512 

2 

4 

OPEN HOLE 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991531837 

75.00 

12.00 

ft 

GPM 

1 

1 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933492429 

1 

1 

FRESH 

43.00 

ft 


erisinfo.com | Environmental Risk Information Services Order No: 20180221105 









Water ID: 933492430 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 72.00 

Water Found Depth UOM: ft 


Site: 


lot 7 ON 


Database: 

WWIS 


Well ID: 1530997 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 210771 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4879 

1 

OTTAWA-CARLETON 
TORBOLTON TOWNSHIP 

007 

CON 


Bore Hole Information 


Bore Hole ID: 10052531 

DP2BR: 3 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 12/18/1999 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931077198 

Layer: 1 

Color: 6 

General Color: BROWN 

Matt: 02 

Most Common Material: TOPSOIL 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 3.00 

Formation End Depth UOM: ft 


614 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931077199 

2 

6 

BROWN 

17 

SHALE 

3.00 

5.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931077200 

3 

6 

BROWN 

15 

LIMESTONE 

5.00 

10.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931077201 

4 

2 

GREY 

15 

LIMESTONE 

74 

LAYERED 

17 

SHALE 

10.00 

120.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116172 

1 

0.00 

19.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961530997 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601101 

1 
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Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930091776 

1 

1 

STEEL 

19.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930091777 

2 

4 

OPEN HOLE 

120.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991530997 

10.00 

119.00 

110.00 

5.00 

5.00 

ft 

GPM 

1 

CLEAR 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934120575 

Recovery 

15 

57.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934395431 

Recovery 

30 

12.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934664713 

Recovery 

45 

10.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934903892 

Recovery 

60 

10.00 

ft 
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Water Details 


Water ID: 933491319 

Layer: 1 

Kind Code: 2 

Kind: SALTY 

Water Found Depth: 83.00 

Water Found Depth UOM: ft 


Site: 


lot 7 ON 


Well ID: 1533265 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 248488 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


10/11/2002 

1 

3323 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

007 


Bore Hole Information 


Bore Hole ID: 10530012 

DP2BR: 5 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 9/26/2002 


Overburden and Bedrock 

Materials Interval 


Formation ID: 932880613 

Layer: 1 

Color: 2 

General Color: GREY 

Matl: 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 5.00 


617 
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Formation End Depth UOM: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932880614 

2 

2 

GREY 

18 

SANDSTONE 

5.00 

60.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932880615 

3 

8 

BLACK 

21 

GRANITE 

60.00 

80.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933230332 

1 

0.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961533265 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11078582 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930096578 

1 

1 

STEEL 

6.00 

ft 
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Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991533265 

20.00 

80.00 

40.00 

15.00 

20.00 

ft 

GPM 

1 

CLEAR 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934119617 

Recovery 

15 

28.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934394469 

Recovery 

30 

22.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934663751 

Recovery 

45 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934911319 

Recovery 

60 

20.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

934022683 

1 

1 

FRESH 

35.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

934022684 

2 

1 

FRESH 

75.00 

ft 

Site: 

lot 7 ON 

Database: 

WWIS 


Well ID: 1524618 Data Entry Status: 
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Construction Date: 


Data Src: 

1 

Primary Water Use: 

Cooling And A/C 

Date Received: 

6/21/1990 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Test Hole 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

84331 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

OTTAWA CITY 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

007 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10046366 

Spatial Status: 


DP2BR: 

12 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

6/13/1990 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931058525 

1 

6 

BROWN 

28 

SAND 

77 

LOOSE 


0.00 

6.00 

ft 

931058526 


GREY 

28 

SAND 

08 

FINE SAND 


6.00 

12.00 

ft 
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Formation ID: 931058527 

Layer: 3 

Color: 8 

General Color: BLACK 

Matl: 17 

Most Common Material: SHALE 

Mat2: 85 

Other Materials: SOFT 

Mat3: 

Other Materials: 

Formation Top Depth: 12.00 

Formation End Depth: 21.00 

Formation End Depth UOM: ft 


Method of Construction & Well 

Use 

Method Construction ID: 961524618 

Method Construction Code: 5 

Method Construction: Air Percussion 

Other Method Construction: 


Pipe Information 

Pipe ID: 10594936 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 930081182 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 10.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 


Site: 


lot 7 ON 


Well ID: 

1528794 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

11/7/1995 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1558 

Casing Material: 


Form Version: 

1 

Audit No: 

153180 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

GOULBOURN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

007 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 


UTM Reliability: 


Clear/Cloudy: 
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Bore Hole Information 


9 

unknown UTM 
na 

9/9/1995 

nemams: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931070813 

1 

6 

BROWN 

28 

SAND 

12 

STONES 


0.00 

9.00 

ft 

931070814 

2 

2 

GREY 

15 

LIMESTONE 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933113760 

1 

0.00 

21.00 

ft 


Method of Construction & Well 

Use 


Method Construction ID: 961528794 

Method Construction Code: 5 

Method Construction: Air Percussion 

Other Method Construction: 
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Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598900 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087947 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087948 

2 

4 

OPEN HOLE 

123.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991528794 

8.00 

50.00 

100.00 

5.00 

5.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105269 

15 

120.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934388895 

30 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934649412 

45 

75.00 
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Test Level UOM: 


Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1524137 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/26/1990 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

56269 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

007 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045909 

Spatial Status: 


DP2BR: 

8 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

8/22/1989 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 
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Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056967 

1 

2 

GREY 

05 

CLAY 

12 

STONES 

0.00 

8.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056968 

2 

2 

GREY 

18 

SANDSTONE 

8.00 

63.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524137 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594479 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080371 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080372 

2 

4 

OPEN HOLE 

63.00 

6.00 

ft 
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Results of Well Yield Testing 


Pump Test ID: 991524137 

Pump Set At: 

Static Level: 10.00 

Final Level A fter Pumping: 50.00 

Recommended Pump Depth: 50.00 

Pumping Rate: 20.00 

Flowing Rate: 

Recommended Pump Rate: 10.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 

Draw Down & Recovery 

Pump Test Detail ID: 934107718 

Test Type: 

Test Duration: 15 

Test Level: 50.00 

Test Level UOM: ft 

Pump Test Detail ID: 934391947 

Test Type: 

Test Duration: 30 

Test Level: 50.00 

Test Level UOM: ft 

Pump Test Detail ID: 934652497 

Test Type: 

Test Duration: 45 

Test Level: 50.00 

Test Level UOM: ft 

Pump Test Detail ID: 934910117 

Test Type: 

Test Duration: 60 

Test Level: 50.00 

Test Level UOM: ft 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933482680 


FRESH 

56.00 

ft 


Site: 




lot 6 ON 




Well ID: 

1520819 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

9/3/1986 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1558 

Casing Material: 


Form Version: 

1 

Audit No: 

NA 

Owner: 
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Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
NEPEAN TOWNSHIP 

006 

RF 


Bore Hole Information 

Bore Hole ID: 10042660 

DP2BR: 48 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 1/30/1986 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931045919 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 79 

Other Materials: PACKED 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 7.00 

Formation End Depth UOM: ft 

Formation ID: 931045920 

Layer: 2 

Color: 6 

General Color: BROWN 

Matl: 05 

Most Common Material: CLAY 

Mat2: 79 

Other Materials: PACKED 

Mat3: 

Other Materials: 

Formation Top Depth: 7.00 

Formation End Depth: 17.00 

Formation End Depth UOM: ft 

Formation ID: 931045921 

Layer: 3 

Color: 3 

General Color: BLUE 

Matl: 05 

Most Common Material: CLAY 
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Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

85 

SOFT 

17.00 

39.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931045922 

4 

2 

GREY 

28 

SAND 

13 

BOULDERS 

11 

GRAVEL 

39.00 

48.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931045923 

5 

2 

GREY 

15 

LIMESTONE 

78 

MEDIUM-GRAINED 

48.00 

100.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961520819 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591230 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074460 

1 

1 

STEEL 

52.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

930074461 

2 

4 
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OPEN HOLE 


Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

OPEN HOLE 

100.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991520819 

28.00 

50.00 

75.00 

10.00 

5.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934104859 

Draw Down 

15 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934388398 

Draw Down 

30 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934649555 

Draw Down 

45 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934906636 

Draw Down 

60 

50.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933478188 

1 

1 

FRESH 

60.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

933478189 

2 

1 

FRESH 

96.00 
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Water Found Depth UOM: 


Well ID: 

1520572 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

7/15/1986 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

NA 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 

PLAN 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10042414 

Spatial Status: 


DP2BR: 


Cluster Kind: 


Code OB: 

0 

UTMRC: 

9 

Code OB Desc: 

Overburden 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

6/15/1986 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
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Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

11 

GRAVEL 

90 

VERY 

4.00 

35.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931045179 

3 

2 

GREY 

28 

SAND 

08 

FINE SAND 

35.00 

51.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961520572 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10590984 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074028 

1 

1 

STEEL 

47.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074029 

2 

1 

STEEL 

47.00 

6.00 

inch 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

933326064 

1 

006 

48.00 
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Screen End Depth: 51.00 

Screen Material: 

Screen Depth UOM: ft 

Screen Diameter UOM: inch 

Screen Diameter: 6.00 

Results of Well Yield Testing 

Pump Test ID: 991520572 

Pump Set At: 

Static Level: 21.00 

Final Level After Pumping: 45.00 

Recommended Pump Depth: 40.00 

Pumping Rate: 10.00 

Flowing Rate: 

Recommended Pump Rate: 8.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 

Water Details 

Water ID: 933477852 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 51.00 

Water Found Depth UOM: ft 


Site: 


lot 6 ON 


Well ID: 

1520988 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

11/27/1986 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

02089 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10042829 

Spatial Status: 


DP2BR: 

3 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 



632 
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Date Completed: 


9/25/1986 


Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 931046489 

Layer: 1 

Color: 2 

General Color: GREY 

Matl: 11 

Most Common Material: GRAVEL 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 3.00 

Formation End Depth UOM: ft 

Formation ID: 931046490 


Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


2 


GREY 

18 

SANDSTONE 


3.00 

65.00 

ft 


Method of Construction & Well 

Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


961520988 

5 

Air Percussion 


Pipe Information 


Pipe ID: 
Casing No: 
Comment: 
Alt Name: 


10591399 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 
Depth From: 

Depth To: 

Casing Diameter: 
Casing Diameter UOM: 


930074754 


STEEL 


22.00 

6.00 
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Casing Depth UOM: 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074755 

2 

65.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991520988 

15.00 

55.00 

55.00 

10.00 

10.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934104313 

15 

55.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389530 

30 

55.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934650543 

45 

55.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934907770 

60 

55.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933478414 

1 

5 

Not stated 

40.00 

ft 
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Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1521391 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

6/22/1987 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

13910 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10043213 

Spatial Status: 


DP2BR: 

120 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

6/12/1987 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 


635 
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Layer: 2 

Color: 2 

General Color: GREY 

Matl: 05 

Most Common Material: CLAY 

Mat2: 73 

Other Materials: HARD 

Mat3: 

Other Materials: 

Formation Top Depth: 4.00 

Formation End Depth: 24.00 

Formation End Depth UOM: ft 

Formation ID: 931047861 

Layer: 3 

Color: 3 

General Color: BLUE 

Matl: 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 24.00 

Formation End Depth: 55.00 

Formation End Depth UOM: ft 

Formation ID: 931047862 

Layer: 4 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 06 

Other Materials: SILT 

Mat3: 

Other Materials: 

Formation Top Depth: 55.00 

Formation End Depth: 112.00 

Formation End Depth UOM: ft 

Formation ID: 931047863 

Layer: 5 

Color: 2 

General Color: GREY 

Matl: 11 

Most Common Material: GRAVEL 

Mat2: 79 

Other Materials: PACKED 

Mat3: 

Other Materials: 

Formation Top Depth: 112.00 

Formation End Depth: 120.00 

Formation End Depth UOM: ft 

Formation ID: 931047864 

Layer: 6 

Color: 4 

General Color: GREEN 

Matl: 21 

Most Common Material: G RAN ITE 

Mat2: 85 

Other Materials: SOFT 

Mat3: 

Other Materials: 

Formation Top Depth: 120.00 

Formation End Depth: 146.00 

Formation End Depth UOM: ft 


636 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 





Formation ID: 

Layer: 

Color: 

General Color: 

Matt: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931047865 

7 

8 

BLACK 

21 

GRANITE 

73 

HARD 

146.00 

187.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931047866 

8 

7 

RED 

21 

GRANITE 

73 

HARD 

187.00 

196.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109429 

1 

4.00 

59.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521391 

5 

Air Percussion 


Pine Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591783 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075453 

1 

1 

STEEL 

120.00 

6.00 

inch 

ft 

Casing ID: 

930075454 
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Layer: 2 

Material: 4 

Open Hole or Material: OPEN HOLE 

Depth From: 

Depth To: 196.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 

Results of Well Yield Testing 

Pump Test ID: 991521391 

Pump Set At: 

Static Level: 49.00 

Final Level After Pumping: 180.00 

Recommended Pump Depth: 100.00 

Pumping Rate: 25.00 

Flowing Rate: 

Recommended Pump Rate: 15.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 


Water Details 


Water ID: 933478922 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 140.00 

Water Found Depth UOM: ft 

Water ID: 933478923 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 189.00 

Water Found Depth UOM: ft 


Site: 


lot 6 ON 


Well ID: 

1520594 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

7/21/1986 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

NA 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 


UTM Reliability: 



638 
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Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10042436 

DP2BR: 21 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS : 

Date Completed: 6/20/1986 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 


931045252 

1 

6 

BROWN 

05 

CLAY 

66 

DENSE 


0.00 

13.00 

ft 

931045253 


GREY 

05 

CLAY 

00 

UNKNOWN TYPE 


13.00 

18.00 

ft 

931045254 

3 

2 

GREY 

14 

HARDPAN 
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General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

GREY 

21 

GRANITE 

73 

HARD 

21.00 

45.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931045256 

5 

2 

GREY 

21 

GRANITE 

21 

GRANITE 

73 

HARD 

45.00 

58.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931045257 

6 

2 

GREY 

21 

GRANITE 

73 

HARD 

58.00 

70.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931045258 

7 

2 

GREY 

21 

GRANITE 

46 

QUARTZ 

73 

HARD 

70.00 

105.00 

ft 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933109165 

1 

0.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 

961520594 

5 
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Method Construction: 

Other Method Construction: 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591006 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074067 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930074068 

2 

4 

OPEN HOLE 

105.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991520594 

4.00 

95.00 

95.00 

8.00 

8.00 

ft 

GPM 

1 

CLEAR 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934112481 

Draw Down 

15 

95.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934387344 

Draw Down 

30 

95.00 

ft 
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Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1525286 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/16/1991 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

68492 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (YIN): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10047026 

Spatial Status: 


DP2BR: 

5 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

9/18/1990 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 


642 
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Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931060687 

1 

2 

GREY 

05 

CLAY 

12 

STONES 

0.00 

5.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931060688 

2 

8 

BLACK 

21 

GRANITE 

5.00 

285.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525286 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10595596 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930082326 

1 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

930082327 

2 

4 

OPEN HOLE 
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Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

285.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991525286 

40.00 

250.00 

250.00 

5.00 

10.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934111700 

15 

250.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934387104 

30 

250.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934648068 

45 

250.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934905248 

60 

250.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933484238 

1 

1 

FRESH 

280.00 

ft 

Site: 

lot 6 ON 

Database: 

WWIS 


Well ID: 1522316 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 6/21/1988 
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Water Supply 


Sec. Water Use: 

Final Well Status: 

Water Type: 

Casing Material: 

Audit No: 22042 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


5222 

1 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

006 


Bore Hole Information 

Bore Hole ID: 10044128 

DP2BR: 63 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 12/5/1987 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931050929 

Layer: 1 

Color: 6 

General Color: BROWN 

Matt: 02 

Most Common Material: TOPSOIL 

Mat2: 79 

Other Materials: PACKED 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 1.00 

Formation End Depth UOM: ft 

Formation ID: 931050930 

Layer: 2 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 77 

Other Materials: LOOSE 

Mat3: 

Other Materials: 

Formation Top Depth: 1.00 

Formation End Depth: 12.00 

Formation End Depth UOM: ft 

Formation ID: 931050931 
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Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

3 

6 

BROWN 

05 

CLAY 

84 

SILTY 

12.00 

14.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931050932 

4 

2 

GREY 

05 

CLAY 

06 

SILT 

91 

WATER-BEARING 

14.00 

59.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931050933 

5 

8 

BLACK 

14 

HARDPAN 

12 

STONES 

59.00 

63.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931050934 

6 

1 

WHITE 

46 

QUARTZ 

21 

GRANITE 

73 

HARD 

63.00 

115.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

931050935 

7 

1 

WHITE 

18 

SANDSTONE 

90 

VERY 

73 

HARD 

115.00 

123.00 

ft 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matt: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931050936 

8 

8 

BLACK 

21 

GRANITE 

46 

QUARTZ 

73 

HARD 

123.00 

130.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522316 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592698 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077184 

1 

1 

STEEL 

66.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077185 

2 

4 

OPEN HOLE 

130.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

991522316 

57.00 

120.00 

120.00 

4.00 

4.00 

ft 

GPM 

CLEAR 
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Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934109842 

Test Type: Draw Down 

Test Duration: 15 

Test Level: 120.00 

Test Level UOM: ft 


Pump Test Detail ID: 934385825 

Test Type: Draw Down 

Test Duration: 30 

Test Level: 120.00 

Test Level UOM: ft 


Pump Test Detail ID: 934655074 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 120.00 

Test Level UOM: ft 


Pump Test Detail ID: 934903485 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 120.00 

Test Level UOM: ft 


Water Details 


Water ID: 933480156 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 75.00 

Water Found Depth UOM: ft 

Water ID: 933480157 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 120.00 

Water Found Depth UOM: ft 


Site: 

lot 6 ON 

Well ID: 1535511 

Data Entry Status: 


Construction Date: 

Data Src: 


Primary Water Use: 

Date Received: 

5/28/2005 

Sec. Water Use: 

Selected Flag: 

1 

Final Well Status: 

Abandonment Rec: 


Water Type: 

Contractor: 

6907 

Casing Material: 

Form Version: 

3 

Audit No: Z17640 

Owner: 


Tag: 

Street Name: 


Construction Method: 

County: 

OTTAWA-CARLETON 

Elevation (m): 

Municipality: 

15000 

Elevation Reliability: 

Site Info: 


Depth to Bedrock: 

Lot: 

006 

Well Depth: 

Concession: 


Overburden/Bedrock: 

Concession Name: 


Pump Rate: 

Easting NAD83: 
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Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


Bore Hole ID: 11316050 

DP2BR: 

Code OB: 

Code OB Desc: No formation data 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 

Spatial Status: 

Cluster Kind: 

UTMRC: 

UTMRC Desc: 

Location Method: na 

Org CS: 

Date Completed: 4/11/2005 

Method of Construction & Well 

Use 


Method Construction ID: 961535511 

Method Construction Code: B 

Method Construction: Other Method 

Other Method Construction: 



Pipe Information 


Pipe ID: 11330905 

Casing No: 1 

Comment: 

Alt Name: 


Site: 

lot 6 ON 

Database: 

WWIS 

Well ID: 1533889 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 263120 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 

Data Entry Status: 

Data Src: 1 

Date Received: 7/9/2003 

Selected Flag: 1 

Abandonment Rec: 

Contractor: 6006 

Form Version: 1 

Owner: 

Street Name: 

County: OTTAWA-CARLETON 

Municipality: MARCH TOWNSHIP 

Site Info: 

Lot: 006 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Bore Hole Information 


Bore Hole ID: 10543004 

DP2BR: 0 

Spatial Status: 

Cluster Kind: 
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9 

unknown UTM 
na 

4/10/2003 

nemams: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


932924516 

1 

6 

BROWN 

17 

SHALE 

11 

GRAVEL 

77 

LOOSE 

0.00 

22.00 

ft 

932924517 

2 

2 

GREY 

18 

SANDSTONE 

73 

HARD 


22.00 

150.00 

ft 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933240788 

1 

0.00 

27.00 

ft 


Method of Construction & Well 

Use 

Method Construction ID: 961533889 

Method Construction Code: 4 

Method Construction: Rotary (Air) 

Other Method Construction: 


Pipe Information 

Pipe ID: 11091574 

Casing No: 1 
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Comment: 
Alt Name: 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930097805 

1 

1 

STEEL 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930097806 

2 

4 

OPEN HOLE 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991533889 

16.00 

130.00 

130.00 

12.00 

10.00 

ft 

GPM 

CLEAR 

2 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934113024 

Draw Down 

15 

130.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934396638 

Draw Down 

30 

130.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934656598 

Draw Down 

45 

130.00 

ft 

Pump Test Detail ID: 

Test Type: 

934914045 

Draw Down 
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Test Duration: 60 

Test Level: 130.00 

Test Level UOM: ft 

Water Details 

Water ID: 934036707 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 80.00 

Water Found Depth UOM: ft 

Water ID: 934036708 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 127.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 

1527317 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

8/11/1993 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3323 

Casing Material: 


Form Version: 

1 

Audit No: 

126443 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10048980 

Spatial Status: 


DP2BR: 


Cluster Kind: 


Code OB: 

0 

UTMRC: 

9 

Code OB Desc: 

Overburden 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

6/4/1991 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931066345 

Layer: 1 
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Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

3 

BLUE 

05 

CLAY 

0.00 

39.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931066346 

2 

6 

BROWN 

GRAVEL 

39.00 

41.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931066347 

3 

2 

GREY 

12 

STONES 

41.00 

150.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112375 

1 

44.00 

6.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527317 

5 

Air Percussion 


Pine Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597550 

1 


Construction Record - Casing 
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Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085522 

1 

1 

STEEL 

44.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991527317 

18.00 

150.00 

5.00 

5.00 

ft 

GPM 

1 

CLEAR 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934110167 

Recovery 

15 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934384986 

Recovery 

30 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934654311 

Recovery 

45 

20.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934903104 

Recovery 

60 

18.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933486755 

1 

1 

FRESH 

145.00 

ft 
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Site: 


lot 6 ON 


Database: 

WWIS 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1532010 
Domestic 
Water Supply 

223506 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


6/25/2001 

1 

3323 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

006 


Bore Hole Information 


Bore Hole ID: 10053543 

DP2BR: 4 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/13/2001 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 


931080183 

1 

2 

GREY 

05 

CLAY 


0.00 

4.00 

ft 



GREY 

18 

SANDSTONE 


655 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 








Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


Annular Soace/Abandonment 
Sealing Record 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


Method of Construction & Well 

Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


Pipe Information 

Pipe ID: 

Casing No: 
Comment: 

Alt Name: 


Construction Record - Casing 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 


Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 
Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 
Pumping Duration MIN: 
Flowing: 


Draw Down & Recovery 

Pump Test Detail ID: 
Test Type: 


4.00 

60.00 

ft 


933117137 

1 

0.00 

22.00 

ft 


961532010 

5 

Air Percussion 


10602113 


930093910 

1 

1 

STEEL 


6.00 

ft 


991532010 

7.00 

60.00 

40.00 

2.00 

20.00 

ft 

GPM 

1 

CLEAR 


N 


934115184 

Recovery 
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Test Duration: 15 

Test Level: 25.00 

Test Level UOM: ft 

Pump Test Detail ID: 934398244 

Test Type: Recovery 

Test Duration: 30 

Test Level: 15.00 

Test Level UOM: ft 

Pump Test Detail ID: 934659320 

Test Type: Recovery 

Test Duration: 45 

Test Level: 7.00 

Test Level UOM: ft 

Pump Test Detail ID: 934916625 

Test Type: Recovery 

Test Duration: 60 

Test Level: 7.00 

Test Level UOM: ft 

Water Details 

Water ID: 933492690 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 55.00 

Water Found Depth UOM: ft 


Site: 


lot 6 ON 


Well ID: 1531833 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 221955 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4/6/2001 

3749 

1 

OTTAWA-CARLETON 
TORBOLTON TOWNSHIP 

006 


Bore Hole Information 


Bore Hole ID: 10053367 

DP2BR: 28 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 8/28/2000 


657 
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Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079645 

1 

6 

BROWN 

28 

SAND 

0.00 

21.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079646 

2 

2 

GREY 

05 

CLAY 

21.00 

28.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079647 

3 

2 

GREY 

15 

LIMESTONE 

28.00 

80.00 

ft 

Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116970 

1 

0.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

961531833 

4 

Rotary (Air) 
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Other Method Construction: 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601937 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093506 

1 

1 

STEEL 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093507 

2 

4 

OPEN HOLE 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991531833 

75.00 

10.00 

10.00 

ft 

GPM 

2 

CLOUDY 

1 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933492424 

1 

1 

FRESH 

42.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933492425 

2 

1 

FRESH 

68.00 

ft 
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Site: 


lot 6 ON 


Database: 

WWIS 


Well ID: 

1525698 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/21/1991 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

92003 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10047433 

Spatial Status: 


DP2BR: 

98 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

6/17/1991 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 


931062042 

1 

2 

GREY 

05 

CLAY 


0.00 

80.00 

ft 

931062043 

2 

2 

GREY 

HARDPAN 


660 
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Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

80.00 

98.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062044 

3 

2 

GREY 

26 

ROCK 

71 

FRACTURED 

98.00 

100.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525698 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596003 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083032 

1 

1 

STEEL 

99.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991525698 

0.00 

80.00 

80.00 

18.00 

18.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 
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Draw Down & Recovery 


Pump Test Detail ID: 934105073 

Test Type: 

Test Duration: 15 

Test Level: 80.00 

Test Level UOM: ft 

Pump Test Detail ID: 934388732 

Test Type: 

Test Duration: 30 

Test Level: 80.00 

Test Level UOM: ft 

Pump Test Detail ID: 934649270 

Test Type: 

Test Duration: 45 

Test Level: 80.00 

Test Level UOM: ft 

Pump Test Detail ID: 934906868 

Test Type: 

Test Duration: 60 

Test Level: 80.00 

Test Level UOM: ft 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM 


Well ID: 1526923 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 126362 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


12/20/1992 

1 

3323 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

006 


Bore Hole Information 


Bore Hole ID: 10048611 

DP2BR: 42 

Code OB: r 

Code OB Desc: Bedrock 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 


662 
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na 

6/4/1991 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Open Hole: 
Elevation: 
Elevrc: 


Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931065556 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 11 

Most Common Material: GRAVEL 

Mat2: 81 

Other Materials: SANDY 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 42.00 

Formation End Depth UOM: ft 

Formation ID: 931065557 

Layer: 2 

Color: 2 

General Color: GREY 

Matl: 21 

Most Common Material: G RAN ITE 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 42.00 

Formation End Depth: 150.00 

Formation End Depth UOM: ft 


Annular Space/Abandonment 

Sealing Record 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM 


Method of Construction & Well 

Use 

Method Construction ID: 961526923 

Method Construction Code: 5 

Method Construction: Air Percussion 

Other Method Construction: 


933112060 

1 

5.00 

44.00 

ft 


Pipe ID: 10597181 

Casing No: 1 

Comment: 

Alt Name: 


663 
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Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085077 

1 

1 

STEEL 

44.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991526923 

12.00 

120.00 

130.00 

10.00 

10.00 

ft 

GPM 

CLEAR 

1 

1 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109083 

Recovery 

15 

12.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934392717 

Recovery 

30 

12.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934653647 

Recovery 

45 

12.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934910839 

Recovery 

60 

12.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

933486392 

1 

1 

FRESH 

145.00 
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Water Found Depth UOM: 


Site: 


lot 6 ON 


Database: 

WWIS 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1525617 

Domestic 
Cooling And A/C 
Water Supply 


108228 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


9/12/1991 

4879 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

006 


Bore Hole Information 


Bore Hole ID: 10047352 

DP2BR: 10 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 8/22/1991 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931061805 

Layer: 1 

Color: 8 

General Color: BLACK 

Matt: 02 

Most Common Material: TOPSOIL 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 1.00 

Formation End Depth UOM: ft 

Formation ID: 931061806 

Layer: 2 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 


665 
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Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

02 

TOPSOIL 

1.00 

2.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931061807 

3 

6 

BROWN 

05 

CLAY 

2.00 

8.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931061808 

4 

8 

BLACK 

11 

GRAVEL 

8.00 

10.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931061809 

5 

2 

GREY 

15 

LIMESTONE 

71 

FRACTURED 

10.00 

12.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931061810 

6 

2 

GREY 

15 

LIMESTONE 

18 

SANDSTONE 

74 

LAYERED 

12.00 

148.00 

ft 


Annular Space/Abandonment 


Plug ID: 

933111336 
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Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525617 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10595922 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930082885 

STEEL 

20.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930082886 

2 

4 

OPEN HOLE 

148.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991525617 

69.00 

147.00 

135.00 

10.00 

10.00 

ft 

GPM 

1 

CLEAR 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

934104576 

Recovery 
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Test Duration: 15 

Test Level: 75.00 

Test Level UOM: ft 

Pump Test Detail ID: 934388234 

Test Type: Recovery 

Test Duration: 30 

Test Level: 72.00 

Test Level UOM: ft 

Pump Test Detail ID: 934649191 

Test Type: Recovery 

Test Duration: 45 

Test Level: 71.00 

Test Level UOM: ft 

Pump Test Detail ID: 934906371 

Test Type: Recovery 

Test Duration: 60 

Test Level: 70.00 

Test Level UOM: ft 

Water Details 

Water ID: 933484661 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 42.00 

Water Found Depth UOM: ft 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM 


Well ID: 1522996 

Data Entry Status: 


Construction Date: 

Data Src: 

1 

Primary Water Use: 

Date Received: 

10/20/1988 

Sec. Water Use: 

Selected Flag: 

1 

Final Well Status: 

Abandonment Rec: 


Water Type: 

Contractor: 

3749 

Casing Material: 

Form Version: 

1 

Audit No: 37712 

Owner: 


Tag: 

Street Name: 


Construction Method: 

County: 

OTTAWA-CARLETON 

Elevation (m): 

Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 

Site Info: 


Depth to Bedrock: 

Lot: 

006 

Well Depth: 

Concession: 


Overburden/Bedrock: 

Concession Name: 


Pump Rate: 

Easting NAD83: 


Static Water Level: 

Northing NAD83: 


Flowing (Y/N): 

Zone: 


Flow Rate: 

UTM Reliability: 


Clear/Cloudy: 




Bore Hole Information 

Bore Hole ID: 10044802 Spatial Status: 

DP2BR: 16 Cluster Kind: 
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9 

unknown UTM 
na 

10/5/1988 

nemams: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 


8 

BLACK 

02 

TOPSOIL 

85 

SOFT 


0.00 

1.00 

ft 

931053183 

2 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

77 

LOOSE 

1.00 

9.00 

ft 

931053184 

3 

2 

GREY 

05 

CLAY 

85 

SOFT 


9.00 

16.00 

ft 

931053185 

4 

2 

GREY 

15 

LIMESTONE 

85 

SOFT 

80 

POROUS 


669 
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Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

16.00 

103.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522996 

0 

Not Known 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593372 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930078386 

1 

1 

STEEL 

20.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991522996 

44.00 

44.00 

95.00 

7.00 

ft 

GPM 

1 

CLEAR 

1 

1 

15 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934112152 

Draw Down 

15 

32.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934387994 

Draw Down 

30 

44.00 

ft 

Pump Test Detail ID: 

934648557 
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Test Type: 

Test Duration: 
Test Level: 

Test Level UOM: 


Draw Down 
45 

44.00 

ft 


Water Details 


Water ID: 933481088 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 101.00 

Water Found Depth UOM: ft 

Water ID: 933481089 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 93.00 

Water Found Depth UOM: ft 

Water ID: 933481090 

Layer: 3 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 46.00 

Water Found Depth UOM: ft 


Site: 


lot 6 ON 


Well ID: 1528581 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 153255 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


8/23/1995 

1 

1119 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

006 


Bore Hole Information 


Bore Hole ID: 10050117 

DP2BR: 4 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/26/1995 


671 
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Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931070095 

1 

05 

CLAY 

0.00 

4.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931070096 

2 

2 

GREY 

18 

SANDSTONE 

4.00 

42.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933113491 

1 

2.00 

24.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961528581 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598687 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

930087600 

1 

1 

STEEL 
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Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

24.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087601 

2 

4 

OPEN HOLE 

22.00 

9.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087602 

3 

4 

OPEN HOLE 

42.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991528581 

16.00 

30.00 

30.00 

18.00 

18.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934104740 

Draw Down 

15 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934388365 

Draw Down 

30 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934649303 

Draw Down 

45 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

934906485 

Draw Down 

60 
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30.00 


Water Details 


Water ID: 
Layer: 


Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1528633 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

8/28/1995 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

149564 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10050169 

Spatial Status: 


DP2BR: 

12 

Cluster Kind: 


Code OB: 

V 

UTMRC: 

9 

Code OB Desc: 

Overburden below Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

11/24/1993 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 
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Overburden and Bedrock 

Materials Interval 


Formation ID: 931070300 

Layer: 1 

Color: 6 

General Color: BROWN 

Matt: 01 

Most Common Material: FILL 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 5.00 

Formation End Depth UOM: ft 

Formation ID: 931070301 

Layer: 2 

Color: 6 

General Color: BROWN 

Matl: 02 

Most Common Material: TOPSOIL 

Mat2: 81 

Other Materials: SANDY 

Mat3: 79 

Other Materials: PACKED 

Formation Top Depth: 5.00 

Formation End Depth: 8.00 

Formation End Depth UOM: ft 

Formation ID: 931070302 

Layer: 3 

Color: 2 

General Color: GREY 

Matl: 05 

Most Common Material: CLAY 

Mat2: 66 

Other Materials: DENSE 

Mat3: 

Other Materials: 

Formation Top Depth: 8.00 

Formation End Depth: 12.00 

Formation End Depth UOM: ft 

Formation ID: 931070303 

Layer: 4 

Color: 2 

General Color: GREY 

Matl: 21 

Most Common Material: G RAN ITE 

Mat2: 13 

Other Materials: BOULDERS 

Mat3: 08 

Other Materials: FINE SAND 

Formation Top Depth: 12.00 

Formation End Depth: 25.00 

Formation End Depth UOM: ft 

Formation ID: 931070304 

Layer: 5 

Color: 8 

General Color: BLACK 

Matl: 34 

Most Common Material: TILL 

Mat2: 79 

Other Materials: PACKED 
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Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

25.00 

30.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931070305 

6 

8 

BLACK 

15 

LIMESTONE 

78 

MEDIUM-GRAINED 

30.00 

75.00 

ft 

Annular SDace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933113550 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961528633 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598739 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087694 

1 

1 

STEEL 

34.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087695 

2 

4 

OPEN HOLE 

75.00 

6.00 

ft 
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Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991528633 

15.00 

30.00 

30.00 

10.00 

8.00 

ft 

GPM 

1 

CLEAR 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105174 

Draw Down 

15 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934388379 

Draw Down 

30 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934649317 

Draw Down 

45 

30.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934906499 

Draw Down 

60 

30.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933488418 

1 

1 

FRESH 

43.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933488419 

2 

1 

FRESH 

48.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

933488420 

3 

1 

FRESH 
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Water Found Depth: 
Water Found Depth UOM: 


62.00 


Well ID: 

1500388 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

2/26/1948 

Sec. Water Use: 

0 

Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1107 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

OTTAWA CITY (GLOUCESTER) 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 

JG 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10022433 

Spatial Status: 


DP2BR: 

25 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

10/14/1947 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


Formation ID: 
Layer: 

Color: 

General Color: 
Matl: 
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CLAY 


Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


20.00 

25.00 

ft 


26 

ROCK 


25.00 

59.00 

ft 


Method of Construction & Well 

Use 

Method Construction ID: 961500388 

Method Construction Code: 1 

Method Construction: Cable Tool 

Other Method Construction: 


Pipe ID: 10571003 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 930037800 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 25.00 

Casing Diameter: 4.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 

Casing ID: 930037801 

Layer: 2 


679 
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Material: 4 

Open Hole or Material: OPEN HOLE 

Depth From: 

Depth To: 59.00 

Casing Diameter: 4.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 

Results of Well Yield Testing 

Pump Test ID: 991500388 

Pump Set At: 

Static Level: 1.00 

Final Level After Pumping: 1.00 

Recommended Pump Depth: 

Pumping Rate: 8.00 

Flowing Rate: 

Recommended Pump Rate: 8.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 2 

Pumping Duration HR: 0 

Pumping Duration MIN: 30 

Flowing: N 


Water ID: 933452905 

Layer: 1 

Kind Code: 3 

Kind: SULPHUR 

Water Found Depth: 59.00 

Water Found Depth UOM: ft 


Well ID: 1527794 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 110513 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4/5/1994 

1 

5222 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

006 


Bore Hole Information 


Bore Hole ID: 10049385 

DP2BR: 20 

Code OB: r 

Code OB Desc: Bedrock 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 
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Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 


Location Method: na 

Org CS: 

Date Completed: 7/13/1992 


931067670 

1 

6 

BROWN 

01 

FILL 

79 

PACKED 

0.00 

5.00 

ft 

931067671 

2 

2 

GREY 

05 

CLAY 

79 

PACKED 

5.00 

14.00 

ft 

931067672 

3 

28 

SAND 

11 

GRAVEL 

34 

TILL 

14.00 

20.00 

ft 

931067673 

4 

2 

GREY 

15 

LIMESTONE 

71 

FRACTURED 

20.00 

25.00 


681 
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Formation End Depth UOM: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067674 

5 

2 

GREY 

15 

LIMESTONE 

46 

QUARTZ 

74 

LAYERED 

25.00 

75.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112712 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527794 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597955 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086267 

1 

1 

STEEL 

28.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 

991527794 

10.00 

65.00 

65.00 

6.00 

5.00 

ft 

GPM 

1 
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Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 

Water Details 

Water ID: 933487322 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 35.00 

Water Found Depth UOM: ft 

Water ID: 933487323 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 67.00 

Water Found Depth UOM: ft 


Site: 


lot 6 ON 


Well ID: 1527853 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 110546 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4/5/1994 

1 

5222 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

006 


Bore Hole Information 


Bore Hole ID: 10049436 

DP2BR: 4 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/16/1993 


Overburden and Bedrock 

Materials Interval 


683 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 










Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067892 

1 

01 

FILL 

79 

PACKED 

0.00 

4.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067893 

2 

2 

GREY 

21 

GRANITE 

73 

HARD 

4.00 

47.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931067894 

3 

2 

GREY 

21 

GRANITE 

20 

QUARTZITE 

73 

HARD 

47.00 

75.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112764 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527853 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598006 

1 
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Construction Record - Casing 


Casing ID: 930086367 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 22.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 
Depth From: 

Depth To: 

Casing Diameter: 
Casing Diameter UOM: 
Casing Depth UOM: 


930086368 

2 

4 

OPEN HOLE 

75.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 991527853 

Pump Set At: 

Static Level: 1.00 

Final Level After Pumping: 50.00 

Recommended Pump Depth: 50.00 

Pumping Rate: 18.00 

Flowing Rate: 

Recommended Pump Rate: 10.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 


Water Details 


Water ID: 933487410 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 51.00 

Water Found Depth UOM: ft 

Water ID: 933487411 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 67.00 

Water Found Depth UOM: ft 


Site: 


lot 6 ON 


1524132 
Domestic 
Water Supply 

Water Type: 


Data Entry Status: 

Data Src: 1 

Date Received: 1/26/1990 

Selected Flag: 1 

Abandonment Rec: 

Contractor: 3644 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 
Final Well Status: 


685 
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Casing Material: 

Audit No: 56499 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

006 


Bore Hole Information 


Bore Hole ID: 10045904 

DP2BR: 19 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 9/27/1989 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931056957 


GREY 

05 

CLAY 


0.00 

19.00 

ft 

931056958 

2 

2 

GREY 

15 

LIMESTONE 

82 

SHALY 


19.00 

142.00 

ft 


Method of Construction & Well 

Use 
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Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524132 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594474 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080361 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080362 

2 

4 

OPEN HOLE 

142.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991524132 

20.00 

120.00 

120.00 

8.00 

8.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934107713 

15 

120.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934391942 

30 

120.00 


687 
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Test Level UOM: 


Pump Test Detail ID: 934652492 

Test Type: 

Test Duration: 45 

Test Level: 120.00 

Test Level UOM: ft 

Pump Test Detail ID: 934910112 

Test Type: 

Test Duration: 60 

Test Level: 120.00 

Test Level UOM: ft 

Water Details 

Water ID: 933482674 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 138.00 

Water Found Depth UOM: ft 


Well ID: 

1528730 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

9/21/1995 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3323 

Casing Material: 


Form Version: 

1 

Audit No: 

153018 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10050266 

Spatial Status: 


DP2BR: 

3 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

8/14/1995 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931070613 

1 

2 

GREY 

05 

CLAY 

01 

FILL 

0.00 

3.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931070614 

2 

2 

GREY 

18 

SANDSTONE 

3.00 

60.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931070615 

3 

7 

RED 

21 

GRANITE 

60.00 

100.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933113670 

1 

7.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961528730 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598836 

1 
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Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087845 

1 

1 

STEEL 

20.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991528730 

6.00 

100.00 

85.00 

8.00 

8.00 

ft 

GPM 

CLEAR 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105225 

Recovery 

15 

35.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934388851 

Recovery 

30 

21.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934649368 

Recovery 

45 

11.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934906550 

Recovery 

60 

6.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

933488549 

1 

1 

FRESH 

45.00 
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Water Found Depth UOM: 


Water ID: 933488550 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 75.00 

Water Found Depth UOM: ft 

Water ID: 933488551 

Layer: 3 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 95.00 

Water Found Depth UOM: ft 


Well ID: 1530896 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 210572 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


12/17/1999 

1 

1119 

OTTAWA-CARLETON 
GOULBOURN TOWNSHIP 

006 

CON 


Bore Hole Information 


Bore Hole ID: 10052430 

DP2BR: 7 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 10/29/1999 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 


931076895 


GRAVEL 


691 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 









Mat2: 

Other Materials: 
Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

7.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931076896 

2 

2 

GREY 

15 

LIMESTONE 

7.00 

97.00 

ft 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116070 

1 

2.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961530896 

5 

Air Percussion 


Pine Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601000 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930091558 

1 

4 

OPEN HOLE 

20.00 

8.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

930091559 

2 

1 

STEEL 

22.00 

6.00 
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Casing Diameter UOM: 
Casing Depth UOM: 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 
Depth From: 

Depth To: 

Casing Diameter: 
Casing Diameter UOM: 
Casing Depth UOM: 


Results of Well Yield Testing 

Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 
Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 
Pumping Duration MIN: 
Flowing: 


Draw Down & Recovery 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


ft 

930091560 

3 

4 

OPEN HOLE 

97.00 

6.00 

ft 


991530896 

7.00 

80.00 

80.00 

35.00 

35.00 

ft 

GPM 

2 

CLOUDY 


N 


934119511 

Recovery 

15 

7.00 

ft 

934386249 

Recovery 

30 

7.00 

ft 

934663649 

Recovery 

45 

7.00 

ft 

934903801 

Recovery 

60 

7.00 

ft 


933491184 


FRESH 

91.00 

ft 


693 
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lot 6 ON 


Well ID: 

1529378 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

4/23/1997 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1119 

Casing Material: 


Form Version: 

1 

Audit No: 

175306 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

006 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 

Nl 

Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10050914 

Spatial Status: 


DP2BR: 

54 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

3/10/1997 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 


BOULDERS 

0.00 

54.00 
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Other Materials: 
Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

54.00 

127.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931072535 

3 

2 

GREY 

18 

SANDSTONE 

127.00 

160.00 

ft 

Annular Space/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933114389 

1 

2.00 

61.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961529378 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10599484 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930088855 

1 

1 

STEEL 

61.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

930088856 

2 

4 

OPEN HOLE 

160.00 

6.00 
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Casing Depth UOM: 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991529378 

14.00 

80.00 

80.00 

22.00 

22.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934115581 

Recovery 

15 

14.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934390549 

Recovery 

30 

14.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934659159 

Recovery 

45 

14.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934908249 

Recovery 

60 

14.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933489326 

1 

1 

FRESH 

77.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933489327 

2 

1 

FRESH 

92.00 

ft 

Water ID: 

Layer: 

Kind Code: 

933489328 

3 

1 
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Kind: FRESH 

Water Found Depth: 149.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 

1522770 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/26/1988 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

27110 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

005 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10044579 

Spatial Status: 


DP2BR: 

26 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

9/16/1988 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 


931052524 

1 

2 

GREY 

05 

CLAY 


0.00 

10.00 

ft 

931052525 


GREY 


697 
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Math 14 

Most Common Material: HARDPAN 

Mat2: 12 

Other Materials: STONES 

Mat3: 

Other Materials: 

Formation Top Depth: 10.00 

Formation End Depth: 26.00 

Formation End Depth UOM: ft 


Formation ID: 931052526 

Layer: 3 

Color: 7 

General Color: RED 

Math 21 

Most Common Material: GRANITE 

Mat2: 71 

Other Materials: FRACTURED 

Mat3: 

Other Materials: 

Formation Top Depth: 26.00 

Formation End Depth: 60.00 

Formation End Depth UOM: ft 


Formation ID: 931052527 

Layer: 4 

Color: 7 

General Color: RED 

Math. 21 

Most Common Material: G RAN ITE 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 60.00 

Formation End Depth: 183.00 

Formation End Depth UOM: ft 


Method of Construction & Well 

Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


961522770 

5 

Air Percussion 


Pipe Information 

Pipe ID: 10593149 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 930077967 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 29.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 

Casing ID: 930077968 
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OPEN HOLE 


Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

2 

4 

OPEN HOLE 

183.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991522770 

10.00 

160.00 

160.00 

4.00 

4.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934111512 

15 

160.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934386935 

30 

160.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934647918 

45 

160.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934905126 

60 

160.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933480790 

1 

1 

FRESH 

60.00 

ft 

Water ID: 

Layer: 

Kind Code: 

933480791 

2 

1 
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Kind: FRESH 

Water Found Depth: 178.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 1533888 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 251166 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


7/9/2003 

1 

6006 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

005 


Bore Hole Information 


Bore Hole ID: 10543003 

DP2BR: 9 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/9/2003 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 


932924514 

1 

6 

BROWN 

05 

CLAY 

13 

BOULDERS 

77 

LOOSE 

0.00 

9.00 

ft 

932924515 


GREY 
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Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

16 

DOLOMITE 

73 

HARD 

9.00 

95.00 

ft 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933240787 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961533888 

4 

Rotary (Air) 


Pine Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11091573 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930097803 

1 

STEEL 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930097804 

2 

4 

OPEN HOLE 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

991533888 

6.00 

20.00 

55.00 

50.00 
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Recommended Pump Rate: 10.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 2 

Pumping Duration HR: 1 

Pumping Duration MIN: 30 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934113023 

Test Type: Draw Down 

Test Duration: 15 

Test Level: 55.00 

Test Level UOM: ft 


Pump Test Detail ID: 934396637 

Test Type: Draw Down 

Test Duration: 30 

Test Level: 55.00 

Test Level UOM: ft 


Pump Test Detail ID: 934656597 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 55.00 

Test Level UOM: ft 


Pump Test Detail ID: 934914044 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 55.00 

Test Level UOM: ft 


Water Details 


Water ID: 934036705 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 30.00 

Water Found Depth UOM: ft 

Water ID: 934036706 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 80.00 

Water Found Depth UOM: ft 


Site: 


lot5 ON 


Database: 

WWIS 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 


1532190 
Domestic 
Water Supply 

234539 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 


8/28/2001 

4609 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 
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Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10516640 

DP2BR: 2 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Site Info: 

Lot: 005 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 7/10/2001 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


932832120 

1 

6 

BROWN 

28 

SAND 

77 

LOOSE 


0.00 

2.00 

ft 

932832121 

2 

2 

GREY 

18 

SANDSTONE 

74 

LAYERED 


2.00 

60.00 

ft 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933219645 

1 

0.00 

20.00 

ft 
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Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961532190 

4 

Rotary (Air) 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11065210 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930094293 

1 

1 

STEEL 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930094294 

2 

4 

OPEN HOLE 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991532190 

15.00 

60.00 

40.00 

25.00 

25.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934115766 

Recovery 

15 

20.00 

ft 
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Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


934660320 

Recovery 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1522765 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/26/1988 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

18352 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

005 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10044574 

Spatial Status: 


DP2BR: 

45 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

5/16/1988 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
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Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052512 

1 

2 

GREY 

HARDPAN 

12 

STONES 

0.00 

45.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052513 

2 

8 

BLACK 

21 

GRANITE 

45.00 

223.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522765 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593144 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077957 

1 

1 

STEEL 

48.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

930077958 

2 
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Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

223.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991522765 

20.00 

200.00 

200.00 

6.00 

6.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934111507 

15 

200.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934386930 

30 

200.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934647913 

45 

200.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934905121 

60 

200.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933480784 

1 

1 

FRESH 

116.00 

ft 

Site: 

lot5 ON 

Database: 

WWIS 


Well ID: 1500377 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 2/26/1948 

Sec. Water Use: 0 Selected Flag: 1 
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Water Supply 


1107 


Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


Bore Hole Information 

Bore Hole ID: 10022422 

DP2BR: 28 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 


930989112 

1 

2 

GREY 

09 

MEDIUM SAND 


15.00 

28.00 

ft 


OTTAWA-CARLETON 
OTTAWA CITY (GLOUCESTER) 

005 

JG 


9 

unknown UTM 
na 

7/24/1947 
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GREY 


Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

2 

GREY 

19 

SLATE 

28.00 

89.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961500377 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10570992 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930037777 

1 

1 

STEEL 

28.00 

4.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930037778 

2 

4 

OPEN HOLE 

89.00 

4.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

991500377 

12.00 

24.00 

8.00 

8.00 

ft 

GPM 

2 

CLOUDY 

2 

0 
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Pumping Duration MIN: 30 

Flowing: N 

Water Details 

Water ID: 933452894 

Layer: 1 

Kind Code: 4 

Kind: MINERIAL 

Water Found Depth: 89.00 

Water Found Depth UOM: ft 


Site: 


lot5 ON 


Well ID: 

1524133 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

1/26/1990 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

56384 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

005 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045905 

Spatial Status: 


DP2BR: 

10 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

11/22/1989 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 


931056959 

1 

2 

GREY 

14 

HARDPAN 
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Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

10.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931056960 

2 

2 

GREY 

15 

LIMESTONE 

10.00 

144.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961524133 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10594475 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080363 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930080364 

2 

4 

OPEN HOLE 

144.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 

991524133 

20.00 

80.00 

80.00 

1.00 

10.00 
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Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 

Draw Down & Recovery 

Pump Test Detail ID: 934107714 

Test Type: 

Test Duration: 15 

Test Level: 80.00 

Test Level UOM: ft 

Pump Test Detail ID: 934391943 

Test Type: 

Test Duration: 30 

Test Level: 80.00 

Test Level UOM: ft 

Pump Test Detail ID: 934652493 

Test Type: 

Test Duration: 45 

Test Level: 80.00 

Test Level UOM: ft 

Pump Test Detail ID: 934910113 

Test Type: 

Test Duration: 60 

Test Level: 80.00 

Test Level UOM: ft 


Water Details 


Water ID: 933482675 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 60.00 

Water Found Depth UOM: ft 

Water ID: 933482676 

Layer: 2 

Kind Code: 3 

Kind: SULPHUR 

Water Found Depth: 138.00 

Water Found Depth UOM: ft 


Well ID: 

1528634 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

8/28/1997 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

149567 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 
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Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10050170 

DP2BR: 31 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Lot: 005 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 12/5/1993 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931070306 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 01 

Most Common Material: FILL 

Mat2: 79 

Other Materials: PACKED 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 13.00 

Formation End Depth UOM: ft 

Formation ID: 931070307 

Layer: 2 

Color: 2 

General Color: GREY 

Matl: 05 

Most Common Material: CLAY 

Mat2: 66 

Other Materials: DENSE 

Mat3: 

Other Materials: 

Formation Top Depth: 13.00 

Formation End Depth: 21.00 

Formation End Depth UOM: ft 

Formation ID: 931070308 

Layer: 3 

Color: 2 

General Color: GREY 

Matl: 05 

Most Common Material: CLAY 

Mat2: 12 

Other Materials: STONES 

Mat3: 84 

Other Materials: SILTY 
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Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


21.00 

31.00 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931070309 

4 

2 

GREY 

15 

LIMESTONE 

78 

MEDIUM-GRAINED 

73 

HARD 

31.00 

150.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933113551 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961528634 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598740 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087696 

1 

1 

STEEL 

35.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087697 

2 

4 

OPEN HOLE 

150.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


erisinfo.com | Environmental Risk Information Services Order No: 20180221105 











Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991528634 

15.00 

130.00 

130.00 

8.00 

5.00 

ft 

GPM 

CLEAR 

1 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105175 

Draw Down 

15 

130.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934388380 

Draw Down 

30 

130.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934649318 

Draw Down 

45 

130.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934906500 

Draw Down 

60 

130.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933488421 

1 

1 

FRESH 

90.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933488422 

2 

1 

FRESH 

141.00 

ft 

Site: 

lot5 ON 

Database: 

WWIS 


Well ID: 1527810 Data Entry Status: 

Construction Date: Data Src: 1 

Primary Water Use: Domestic Date Received: 4/5/1994 
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Recharge Well 


Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


5222 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

005 


Bore Hole Information 


9 

unknown UTM 
na 

6/23/1992 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931067747 

1 

6 

BROWN 

28 

SAND 

77 

LOOSE 


0.00 

2.00 

ft 

931067748 

2 

2 

GREY 

18 

SANDSTONE 

20 

QUARTZITE 

73 

HARD 

2.00 

75.00 

ft 
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Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112728 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527810 

5 

Air Percussion 


Pine Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597971 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086297 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930086298 

2 

4 

OPEN HOLE 

75.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991527810 

8.00 

65.00 

65.00 

15.00 

10.00 

ft 

GPM 

1 

2 

0 

N 
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Draw Down & Recovery 


Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934111771 

Draw Down 

15 

65.00 

ft 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934386581 

Draw Down 

30 

65.00 

ft 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934655910 

Draw Down 

45 

65.00 

ft 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934904281 

Draw Down 

60 

65.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

933487352 

1 

1 

FRESH 


Water Found Depth: 43.00 

Water Found Depth UOM: ft 


Water ID: 

Layer: 

Kind Code: 

Kind: 

933487353 

2 

1 

FRESH 


Water Found Depth: 68.00 

Water Found Depth UOM: ft 


Site: 

lot5 ON 

Database: 

WWIS 

Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 

Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 

Elevation Reliability: 
Depth to Bedrock: 

Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 

1528947 Data Entry Status: 

Data Src: 1 

Domestic Date Received: 5/16/1996 

Selected Flag: 1 

Water Supply Abandonment Rec: 

Contractor: 3749 

Form Version: 1 

167354 Owner: 

Street Name: 

County: OTTAWA-CARLETON 

Municipality: MARCH TOWNSHIP 

Site Info: 

Lot: 005 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 
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Bore Hole Information 


Bore Hole ID: 10050483 

DP2BR: 11 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


9 

unknown UTM 
na 

2/15/1996 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931071264 

1 

6 

BROWN 

28 

SAND 

01 

FILL 

77 

LOOSE 

0.00 

5.00 

ft 

931071265 

2 

6 

BROWN 

HARDPAN 

79 

PACKED 


5.00 

11.00 

ft 

931071266 

3 

WHITE 

18 

SANDSTONE 

73 

HARD 


11.00 

55.00 

ft 


Annular Soace/Abandonment 


Plug ID: 933113945 

Layer: 1 
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Plug From: 

Plug To: 

Plug Depth UOM: 

5.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961528947 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10599053 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930088214 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930088215 

2 

4 

OPEN HOLE 

55.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991528947 

12.00 

24.00 

24.00 

30.00 

25.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

934105800 

Recovery 

15 
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Test Level: 17.00 

Test Level UOM: ft 

Pump Test Detail ID: 934389426 

Test Type: Recovery 

Test Duration: 30 

Test Level: 16.00 

Test Level UOM: ft 

Pump Test Detail ID: 934658601 

Test Type: Recovery 

Test Duration: 45 

Test Level: 14.00 

Test Level UOM: ft 

Pump Test Detail ID: 934907126 

Test Type: Recovery 

Test Duration: 60 

Test Level: 13.00 

Test Level UOM: ft 

Water Details 

Water ID: 933488838 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 27.00 

Water Found Depth UOM: ft 

Water ID: 933488839 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 43.00 

Water Found Depth UOM: ft 


Site: 


lot5 ON 


Database: 

WWIS 


Well ID: 

1531834 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

4/6/2001 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3749 

Casing Material: 


Form Version: 

1 

Audit No: 

221952 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

005 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10053368 

Spatial Status: 


DP2BR: 

36 

Cluster Kind: 


Code OB: 


UTMRC: 

9 
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Bedrock 


Code OB Desc: 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


UTMRC Desc: unknown UTM 

Location Method: na 

Ore/ CS: 

Date Completed: 8/30/2000 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931079648 

1 

6 

BROWN 

28 

SAND 


0.00 

25.00 

ft 

931079649 

2 

2 

GREY 

05 

CLAY 

06 

SILT 


25.00 

36.00 

ft 

931079650 

3 

2 

GREY 

15 

LIMESTONE 


Annular Soace/Abandonment 
Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933116971 

1 

0.00 

20.00 

ft 
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Method of Construction & Well 


Use 

Method Construction ID: 961531834 

Method Construction Code: 4 

Method Construction: Rotary (Air) 

Other Method Construction: 


Pipe Information 

Pipe ID: 10601938 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 930093508 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 


Results of Well Yield Testing 


Pump Test ID: 991531834 

Pump Set At: 

Static Level: 

Final Level After Pumping: 

Recommended Pump Depth: 144.00 

Pumping Rate: 5.00 

Flowing Rate: 

Recommended Pump Rate: 5.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933492426 

1 

1 

FRESH 

145.00 

ft 


Site: 


lot5 ON 


Well ID: 1526362 

Construction Date: 

Primary Water Use: Irrigation 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 


7/20/1992 

3644 
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111839 


Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
NEPEAN TOWNSHIP 

005 


Bore Hole Information 


Bore Hole ID: 10048075 

DP2BR: 10 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 7/6/1992 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 


931063951 


GREY 

14 

HARDPAN 

12 

STONES 


0.00 

10.00 

ft 

931063952 


GREY 

15 

LIMESTONE 


10.00 

60.00 

ft 

931063953 

3 

2 

GREY 

18 
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SANDSTONE 


Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 60.00 

Formation End Depth: 263.00 

Formation End Depth UOM: ft 


Method of Construction & Well 

Use 

Method Construction ID: 961526362 

Method Construction Code: 5 

Method Construction: Air Percussion 

Other Method Construction: 


Pipe Information 

Pipe ID: 10596645 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 930084162 

Layer: 1 

Material: 1 

Open Hole or Material: STEEL 

Depth From: 

Depth To: 22.00 

Casing Diameter: 6.00 

Casing Diameter UOM: inch 

Casing Depth UOM: ft 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 
Depth From: 

Depth To: 

Casing Diameter: 
Casing Diameter UOM: 
Casing Depth UOM: 


930084163 

2 

4 

OPEN HOLE 

263.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 991526362 

Pump Set At: 

Static Level: 20.00 

Final Level After Pumping: 260.00 

Recommended Pump Depth: 260.00 

Pumping Rate: 5.00 

Flowing Rate: 

Recommended Pump Rate: 5.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 
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Draw Down & Recovery 


Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


934107344 

15 

185.00 

ft 

934390979 

30 

120.00 

ft 

934651499 

45 

75.00 

ft 


Water Details 


Water ID: 933485661 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 140.00 

Water Found Depth UOM: ft 

Water ID: 933485662 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 235.00 

Water Found Depth UOM: ft 


Site: 


lot5 ON 


Well ID: 

1530405 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

12/10/1998 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

7024 

Casing Material: 


Form Version: 

1 

Audit No: 

191363 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

005 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 


UTM Reliability: 


Clear/Cloudy: 
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Bore Hole Information 


Bore Hole ID: 10051940 

DP2BR: 2 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 10/10/1998 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931075386 

1 

8 

BLACK 

02 

TOPSOIL 

91 

WATER-BEARING 


0.00 

2.00 

ft 

931075387 

2 

2 

GREY 

46 

QUARTZ 

73 

HARD 


2.00 

70.00 

ft 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933115549 

1 

20.00 

0.00 

ft 


Method of Construction & Well 

Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


961530405 

5 

Air Percussion 
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Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10600510 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930090562 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930090563 

2 

4 

OPEN HOLE 

70.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991530405 

4.00 

50.00 

50.00 

12.00 

10.00 

ft 

GPM 

1 

CLEAR 

2 

0 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933490524 

1 

5 

Not stated 

41.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933490525 

2 

5 

Not stated 

62.00 

ft 

Site: 

Database: 

WWIS 
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lot 5 ON 


Well ID: 

1525695 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/21/1991 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

68596 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

005 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10047430 

Spatial Status: 


DP2BR: 

43 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

5/29/1991 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931062032 

Layer: 1 

Color: 2 

General Color: GREY 

Matt: 05 

Most Common Material: CLAY 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 25.00 

Formation End Depth UOM: ft 

Formation ID: 931062033 

Layer: 2 

Color: 2 

General Color: GREY 

Matl: 14 

Most Common Material: HARDPAN 

Mat2: 12 

Other Materials: STONES 

Mat3: 

Other Materials: 
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Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

25.00 

43.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062034 

3 

2 

GREY 

15 

LIMESTONE 

43.00 

105.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062035 

4 

1 

WHITE 

18 

SANDSTONE 

15 

LIMESTONE 

105.00 

223.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525695 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596000 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083026 

1 

1 

STEEL 

46.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

930083027 

2 

4 

OPEN HOLE 

223.00 

6.00 
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Casing Diameter UOM: 
Casing Depth UOM: 


Results of Well Yield Testing 


Pump Test ID: 991525695 

Pump Set At: 

Static Level: 30.00 

Final Level A fter Pumping: 80.00 

Recommended Pump Depth: 80.00 

Pumping Rate: 25.00 

Flowing Rate: 

Recommended Pump Rate: 20.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934105070 

Test Type: 

Test Duration: 15 

Test Level: 80.00 

Test Level UOM: ft 

Pump Test Detail ID: 934388729 

Test Type: 

Test Duration: 30 

Test Level: 80.00 

Test Level UOM: ft 

Pump Test Detail ID: 934649267 

Test Type: 

Test Duration: 45 

Test Level: 80.00 

Test Level UOM: ft 

Pump Test Detail ID: 934906865 

Test Type: 

Test Duration: 60 

Test Level: 80.00 

Test Level UOM: ft 


Water Details 


Water ID: 933484757 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 60.00 

Water Found Depth UOM: ft 

Water ID: 933484758 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 218.00 

Water Found Depth UOM: ft 

Water ID: 933484759 

Layer: 3 
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Kind Code: 1 

Kind: FRESH 

Water Found Depth: 120.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 

1525696 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/21/1991 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Recharge Well 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

68595 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

005 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10047431 

Spatial Status: 


DP2BR: 

43 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

5/29/1991 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 


931062036 


GREY 

05 

CLAY 


732 
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General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

GREY 

14 

HARDPAN 

12 

STONES 

31.00 

43.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062038 

3 

2 

GREY 

15 

LIMESTONE 

43.00 

60.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525696 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596001 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083028 

1 

1 

STEEL 

46.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083029 

2 

4 

OPEN HOLE 

60.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

991525696 
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Pump Set At: 

Static Level: 30.00 

Final Level A fter Pumping: 40.00 

Recommended Pump Depth: 40.00 

Pumping Rate: 15.00 

Flowing Rate: 

Recommended Pump Rate: 10.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 

Draw Down & Recovery 

Pump Test Detail ID: 934105071 

Test Type: 

Test Duration: 15 

Test Level: 40.00 

Test Level UOM: ft 

Pump Test Detail ID: 934388730 

Test Type: 

Test Duration: 30 

Test Level: 40.00 

Test Level UOM: ft 

Pump Test Detail ID: 934649268 

Test Type: 

Test Duration: 45 

Test Level: 40.00 

Test Level UOM: ft 

Pump Test Detail ID: 934906866 

Test Type: 

Test Duration: 60 

Test Level: 40.00 

Test Level UOM: ft 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933484760 


FRESH 

54.00 

ft 


Well ID: 

1521445 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

7/9/1987 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

13921 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 
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Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10043267 

DP2BR: 

Code OB: o 

Code OB Desc: Overburden 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 

Supplier Comment: 


Lot: 005 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/24/1987 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931048083 

1 

6 

BROWN 

08 

FINE SAND 


0.00 

20.00 

ft 

931048084 

2 

6 

BROWN 

28 

SAND 

10 

COARSE SAND 


20.00 

30.00 

ft 


Method of Construction & Well 

Use 

Method Construction ID: 961521445 

Method Construction Code: 4 

Method Construction: Rotary (Air) 

Other Method Construction: 
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Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591837 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075561 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075562 

2 

1 

STEEL 

24.00 

6.00 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

933326102 

1 

012 

24.00 

27.00 

ft 

6.00 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991521445 

8.00 

20.00 

20.00 

25.00 

10.00 

ft 

GPM 

CLEAR 

1 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

934106514 

Draw Down 

15 
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Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1526746 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

12/3/1992 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1119 

Casing Material: 


Form Version: 

1 

Audit No: 

60475 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

005 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10048437 

Spatial Status: 


DP2BR: 

15 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

11/3/1992 


Remarks: 

Elevrc Desc: 

Location Source Date: 
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Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931065055 

1 

05 

CLAY 

11 

GRAVEL 

0.00 

15.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931065056 

2 

2 

GREY 

15 

LIMESTONE 

15.00 

120.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933111935 

1 

2.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961526746 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597007 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

930084812 

1 

1 
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STEEL 


Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930084813 

2 

4 

OPEN HOLE 

20.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930084814 

3 

120.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991526746 

6.00 

50.00 

60.00 

45.00 

45.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934108494 

Draw Down 

15 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934392129 

Draw Down 

30 

50.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934653063 

Draw Down 

45 

50.00 

ft 

Pump Test Detail ID: 

934910259 
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Test Type: 

Test Duration: 
Test Level: 

Test Level UOM: 


Draw Down 
60 

50.00 

ft 


Water Details 


Water ID: 933486159 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 108.00 

Water Found Depth UOM: ft 

Water ID: 933486160 

Layer: 2 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 111.00 

Water Found Depth UOM: ft 

Water ID: 933486161 

Layer: 3 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 118.00 

Water Found Depth UOM: ft 


Site: 


lot 4 ON 


Well ID: 

1522755 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/26/1988 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

27038 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

004 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (YIN): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10044564 

Spatial Status: 


DP2BR: 

9 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

7/26/1988 


Remarks: 

Eievrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
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Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052481 

1 

2 

GREY 

05 

CLAY 

0.00 

9.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931052482 

2 

2 

GREY 

15 

LIMESTONE 

82 

SHALY 

9.00 

184.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961522755 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593134 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077939 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

930077940 

2 

4 

OPEN HOLE 
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Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

185.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991522755 

5.00 

100.00 

100.00 

20.00 

20.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934111497 

15 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934386920 

30 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934647904 

45 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934905113 

60 

100.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933480764 

1 

3 

SULPHUR 

55.00 

ft 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933480765 

2 

1 

FRESH 

180.00 

ft 
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OTTAWA ON 


Well ID: 

1536346 

Data Entry Status: 


Construction Date: 


Data Src: 


Primary Water Use: 


Date Received: 

5/9/2006 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 


Abandonment Rec: 


Water Type: 


Contractor: 

6894 

Casing Material: 


Form Version: 

3 

Audit No: 

Z33673 

Owner: 


Tag: 


Street Name: 

MOODIE DRIVE 

Construction Method: 


County: 

RUSSELL 

Elevation (m): 


Municipality: 

RUSSELL TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 


Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

11550412 

Spatial Status: 


DP2BR: 


Cluster Kind: 


Code OB: 


UTMRC: 

9 

Code OB Desc: 

No formation data 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

1/25/2006 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Annular Space/Abandonment 

Sealing Record 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


Method of Construction & Well 

Use 

Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


Pipe Information 
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Hole Diameter 


Hole ID: 

Diameter: 

Depth From: 

Depth To: 

Hole Depth UOM: 
Hole Diameter UOM: 


11681114 

0.24 

0.00 

15.24 


Well ID: 

1516502 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

6/16/1978 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

2101 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10038414 

Spatial Status: 


DP2BR: 

7 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

5/23/1978 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 
Formation Top Depth: 
Formation End Depth: 
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Formation End Depth UOM: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931032325 

2 

2 

GREY 

15 

LIMESTONE 

7.00 

130.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961516502 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10586984 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930067500 

1 

1 

STEEL 

21.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991516502 

28.00 

72.00 

95.00 

12.00 

ft 

GPM 

2 

0 

N 


Water Details 


Water ID: 

933472818 
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Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 90.00 

Water Found Depth UOM: ft 


Site: 


lot 9 ON 


Well ID: 1532483 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 234729 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


12/4/2001 

1 

3323 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

009 


Bore Hole Information 


Bore Hole ID: 10516933 

DP2BR: 4 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 10/30/2001 


Overburden and Bedrock 

Materials Interval 


Formation ID: 932832976 

Layer: 1 

Color: 6 

General Color: BROWN 

Matl: 28 

Most Common Material: SAND 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 4.00 

Formation End Depth UOM: ft 

Formation ID: 932832977 

Layer: 2 


746 
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Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

1 

WHITE 

18 

SANDSTONE 

4.00 

25.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

932832978 

3 

2 

GREY 

18 

SANDSTONE 

25.00 

62.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933219919 

1 

0.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961532483 

5 

Air Percussion 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

11065503 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930094926 

1 

1 

STEEL 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

991532483 
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Pump Set At: 

Static Level: 8.00 

Final Level A fter Pumping: 60.00 

Recommended Pump Depth: 30.00 

Pumping Rate: 50.00 

Flowing Rate: 

Recommended Pump Rate: 20.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934116866 

Test Type: Recovery 

Test Duration: 15 

Test Level: 11.00 

Test Level UOM: ft 

Pump Test Detail ID: 934401034 

Test Type: Recovery 

Test Duration: 30 

Test Level: 9.00 

Test Level UOM: ft 

Pump Test Detail ID: 934661001 

Test Type: Recovery 

Test Duration: 45 

Test Level: 8.00 

Test Level UOM: ft 


Pump Test Detail ID: 934917747 

Test Type: Recovery 

Test Duration: 60 

Test Level: 8.00 

Test Level UOM: ft 


Water Details 


Water ID: 934008701 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 57.00 

Water Found Depth UOM: ft 


Well ID: 

1517704 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

2/11/1982 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3504 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 



748 
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Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10039576 

DP2BR: 4 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Lot: 009 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 6/17/1981 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931036036 


05 

CLAY 


0.00 

4.00 

ft 

931036037 


15 

LIMESTONE 


4.00 

98.00 


ft 


Method of Construction & Well 

Use 

Method Construction ID: 961517704 

Method Construction Code: 4 

Method Construction: Rotary (Air) 

Other Method Construction: 


749 
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Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10588146 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930069180 

1 

1 

STEEL 

22.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991517704 

16.00 

95.00 

80.00 

3.00 

3.00 

ft 

GPM 

CLEAR 

1 

0 

30 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934376120 

Recovery 

30 

16.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934646372 

Recovery 

45 

16.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934895647 

Recovery 

60 

16.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

933474229 

1 

1 

FRESH 

90.00 
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Water Found Depth UOM: 


Site: 


lot 9 ON 


Database: 

WWIS 


Well ID: 1527475 

Construction Date: 

Primary Water Use: 

Sec. Water Use: 

Final Well Status: 

Water Type: 

Casing Material: 

Audit No: 135689 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


10/7/1993 

1119 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

009 


Bore Hole Information 


Bore Hole ID: 10049114 

DP2BR: 6 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 9/21/1993 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 


931066759 


05 

CLAY 


0.00 

6.00 

ft 

931066760 

2 

2 

GREY 

15 

LIMESTONE 


751 
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Mat2: 

Other Materials: 
Mat3: 


Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

6.00 

84.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931066761 

3 

2 

GREY 

18 

SANDSTONE 

84.00 

160.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961527475 

0 

Not Known 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597684 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085766 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085767 

2 

4 

OPEN HOLE 

20.00 

9.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

930085768 

3 

160.00 

6.00 
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Casing Diameter UOM: inch 

Casing Depth UOM: ft 

Water Details 

Water ID: 933486935 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 140.00 

Water Found Depth UOM: ft 


Site: 


lot 9 ON 


Well ID: 1531839 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 221956 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


4/6/2001 

3749 

1 

OTTAWA-CARLETON 
TORBOLTON TOWNSHIP 

009 


Bore Hole Information 


Bore Hole ID: 10053373 

DP2BR: 28 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 7/25/2000 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 


931079664 

1 

6 

BROWN 

08 

FINE SAND 


753 
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Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

0.00 

21.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079665 

2 

6 

BROWN 

10 

COARSE SAND 

21.00 

24.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079666 

3 

2 

GREY 

11 

GRAVEL 

24.00 

28.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931079667 

4 

2 

GREY 

15 

LIMESTONE 

71 

FRACTURED 

28.00 

30.00 

ft 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116976 

1 

0.00 

26.00 

ft 

Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116977 

2 

26.00 

30.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

961531839 

4 

Rotary (Air) 


754 
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Other Method Construction: 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601943 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093514 

1 

1 

STEEL 

6.00 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

933326866 

1 

025 

26.00 

31.00 

ft 

5.00 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991531839 

24.00 

5.00 

5.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933492432 

1 

1 

FRESH 

28.00 

ft 

Site: 

lot 9 ON 

Database: 

WWIS 
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Well ID: 

1520053 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/8/1985 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 


Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10041903 

Spatial Status: 


DP2BR: 


Cluster Kind: 


Code OB: 

0 

UTMRC: 

9 

Code OB Desc: 

Overburden 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

8/29/1985 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 


931043586 


GREY 

05 

CLAY 


0.00 

49.00 

ft 

931043587 

2 

2 

GREY 

14 

HARDPAN 

11 

GRAVEL 


49.00 

78.00 


756 
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Formation End Depth UOM: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931043588 

3 

2 

GREY 

11 

GRAVEL 

78.00 

82.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961520053 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10590473 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930073156 

1 

1 

STEEL 

79.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991520053 

1.00 

20.00 

20.00 

100.00 

10.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

934110331 
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Test Type: 

Test Duration: 15 

Test Level: 20.00 

Test Level UOM: ft 

Pump Test Detail ID: 934376713 

Test Type: 

Test Duration: 30 

Test Level: 20.00 

Test Level UOM: ft 

Pump Test Detail ID: 934655464 

Test Type: 

Test Duration: 45 

Test Level: 20.00 

Test Level UOM: ft 

Pump Test Detail ID: 934904433 

Test Type: 

Test Duration: 60 

Test Level: 20.00 

Test Level UOM: ft 

Water Details 

Water ID: 933477201 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 82.00 

Water Found Depth UOM: ft 


Well ID: 1530478 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 182459 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


3/2/1999 

1 

1119 

OTTAWA-CARLETON 
NEPEAN TOWNSHIP 

009 


Bore Hole Information 


Bore Hole ID: 10052013 

DP2BR: 49 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 11/18/1998 
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Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931075625 


28 

SAND 


0.00 

4.00 

ft 

931075626 

2 


05 

CLAY 

13 

BOULDERS 


4.00 

49.00 

ft 

931075627 

3 

2 

GREY 

15 

LIMESTONE 


49.00 

117.00 

ft 

931075628 

4 

2 

GREY 

18 

SANDSTONE 


Annular Space/Abandonment 
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Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933115625 

1 

2.00 

54.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961530478 

5 

Air Percussion 


Pine Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10600583 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930090709 

1 

4 

OPEN HOLE 

52.00 

8.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930090710 

2 

1 

STEEL 

54.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930090711 

3 

4 

OPEN HOLE 

190.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 

991530478 

36.00 

180.00 

180.00 

4.00 

4.00 


erisinfo.com | Environmental Risk Information Services Order No: 20180221105 










Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 2 

Water State After Test: CLOUDY 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 

Draw Down & Recovery 

Pump Test Detail ID: 934118874 

Test Type: Recovery 

Test Duration: 15 

Test Level: 130.00 

Test Level UOM: ft 

Pump Test Detail ID: 934385050 

Test Type: Recovery 

Test Duration: 30 

Test Level: 84.00 

Test Level UOM: ft 

Pump Test Detail ID: 934663013 

Test Type: Recovery 

Test Duration: 45 

Test Level: 36.00 

Test Level UOM: ft 

Pump Test Detail ID: 934902183 

Test Type: Recovery 

Test Duration: 60 

Test Level: 36.00 

Test Level UOM: ft 


Water Details 


Water ID: 933490629 

Layer: 1 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 170.00 

Water Found Depth UOM: ft 

Water ID: 933490630 

Layer: 2 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 172.00 

Water Found Depth UOM: ft 


Well ID: 

1531838 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

4/6/2001 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3749 

Casing Material: 


Form Version: 

1 

Audit No: 

221953 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 
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Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10053372 

DP2BR: 25 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Lot: 009 

Concession: 

Concession Name: 

Easting NAD83: 

Northing NAD83: 

Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 8/24/2000 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 


931079661 

1 

6 

BROWN 

28 

SAND 


0.00 

23.00 

ft 

931079662 

2 

2 

GREY 

11 

GRAVEL 


23.00 

25.00 

ft 

931079663 

3 

2 

GREY 

15 

LIMESTONE 


762 
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Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


25.00 


Annular Space/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116975 

1 

0.00 

30.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531838 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601942 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930093513 

1 

1 

STEEL 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991531838 

170.00 

4.00 

4.00 

ft 

GPM 

2 

CLOUDY 

1 

1 

N 


Water Details 


Water ID: 

Layer: 

Kind Code: 

933492431 

1 

1 
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Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1521953 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

11/2/1987 

Sec. Water Use: 

Cooling And A/C 

Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1558 

Casing Material: 


Form Version: 

1 

Audit No: 

19330 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10043766 

Spatial Status: 


DP2BR: 

6 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

9/26/1987 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


Formation ID: 
Layer: 

Color: 

General Color: 


PACKED 

0.00 

6.00 
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Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

15 

LIMESTONE 

78 

MEDIUM-GRAINED 

85 

SOFT 

6.00 

170.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931049765 

3 

2 

GREY 

18 

SANDSTONE 

78 

MEDIUM-GRAINED 

170.00 

275.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521953 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592336 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930076486 

1 

1 

STEEL 

21.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930076487 

2 

4 

OPEN HOLE 

275.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

991521953 
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Static Level: 12.00 

Final Level After Pumping: 125.00 

Recommended Pump Depth: 160.00 

Pumping Rate: 20.00 

Flowing Rate: 

Recommended Pump Rate: 5.00 

Levels UOM: ft 

Rate UOM: GPM 

Water State After Test Code: 1 

Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934108234 

Test Type: Draw Down 

Test Duration: 15 

Test Level: 125.00 

Test Level UOM: ft 


Pump Test Detail ID: 934392338 

Test Type: Draw Down 

Test Duration: 30 

Test Level: 125.00 

Test Level UOM: ft 


Pump Test Detail ID: 934653477 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 125.00 

Test Level UOM: ft 


Pump Test Detail ID: 934902869 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 125.00 

Test Level UOM: ft 


Water Details 


Water ID: 933479686 

Layer: 1 

Kind Code: 2 

Kind: SALTY 

Water Found Depth: 270.00 

Water Found Depth UOM: ft 


Site: 


lot 9 ON 


Well ID: 

1530461 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

2/2/1999 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3749 

Casing Material: 


Form Version: 

1 

Audit No: 

199428 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 
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Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Bore Hole Information 

Bore Hole ID: 10051996 

DP2BR: 5 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 12/12/1998 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 


931075570 

1 

8 

BLACK 

02 

TOPSOIL 

12 

STONES 

77 

LOOSE 

0.00 

2.00 

ft 

931075571 

2 

6 

BROWN 

14 

HARDPAN 

73 

HARD 


2.00 

5.00 

ft 

931075572 

3 

2 

GREY 

15 

LIMESTONE 

18 

SANDSTONE 

73 

HARD 

5.00 


767 
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Formation End Depth: 

Formation End Depth UOM: 

80.00 

ft 

Annular Space/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933115608 

1 

5.00 

24.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961530461 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10600566 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930090671 

1 

1 

STEEL 

24.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991530461 

19.00 

80.00 

75.00 

15.00 

15.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934118859 

15 

42.00 
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Test Level UOM: 


Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


934385035 

30 

24.00 

ft 

934662998 

45 

21.00 

ft 

934902168 

60 

20.00 

ft 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1521954 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

11/2/1987 

Sec. Water Use: 

Cooling And A/C 

Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1558 

Casing Material: 


Form Version: 

1 

Audit No: 

19331 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

NEPEAN TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10043767 

Spatial Status: 


DP2BR: 

6 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 
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Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


Method of Construction & Well 

Use 

Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


Pipe Information 


Location Method: na 

Org CS: 

Date Completed: 9/28/1987 


931049766 

1 

6 

BROWN 

05 

CLAY 

12 

STONES 

79 

PACKED 

0.00 

6.00 

ft 

931049767 

2 

2 

GREY 

15 

LIMESTONE 

78 

MEDIUM-GRAINED 

85 

SOFT 

6.00 

170.00 

ft 

931049768 

3 

2 

GREY 

18 

SANDSTONE 

78 

MEDIUM-GRAINED 

170.00 

275.00 

ft 

961521954 

5 

Air Percussion 


770 
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Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10592337 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930076488 

1 

21.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930076489 

2 

255.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930076490 

3 

275.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991521954 

12.00 

125.00 

175.00 

25.00 

5.00 

ft 

GPM 

CLEAR 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934108235 

Draw Down 

15 

125.00 

ft 

Pump Test Detail ID: 

Test Type: 

934392339 

Draw Down 


771 
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Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Water Details 


Water ID: 
Layer: 


Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1525906 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

12/6/1991 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Recharge Well 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

92144 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10047641 

Spatial Status: 


DP2BR: 

15 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

11/12/1991 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


111 
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Overburden and Bedrock 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062632 

1 

2 

GREY 

05 

CLAY 

12 

STONES 

0.00 

15.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062633 

2 

2 

GREY 

18 

SANDSTONE 

15.00 

95.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062634 

3 

2 

GREY 

21 

GRANITE 

71 

FRACTURED 

85 

SOFT 

95.00 

180.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062635 

4 

8 

BLACK 

21 

GRANITE 

180.00 

203.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525906 

5 

Air Percussion 
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Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596211 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083437 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083438 

2 

4 

OPEN HOLE 

203.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991525906 

10.00 

150.00 

150.00 

7.00 

7.00 

ft 

GPM 

2 

CLOUDY 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105682 

15 

150.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389316 

30 

150.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

934649842 

45 

150.00 
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Test Level UOM: 


Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1523578 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

7/14/1989 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

4879 

Casing Material: 


Form Version: 

1 

Audit No: 

45140 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10045352 

Spatial Status: 


DP2BR: 


Cluster Kind: 


Code OB: 

0 

UTMRC: 

9 

Code OB Desc: 

Overburden 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

6/30/1989 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Overburden and Bedrock 


erisinfo.com | Environmental Risk Information Services 


Order No:20180221105 









Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931055086 

1 

6 

BROWN 

09 

MEDIUM SAND 

0.00 

10.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931055087 

2 

2 

GREY 

08 

FINE SAND 

10.00 

33.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931055088 

3 

2 

GREY 

09 

MEDIUM SAND 

33.00 

39.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931055089 

4 

2 

GREY 

05 

CLAY 

85 

SOFT 

66 

DENSE 

39.00 

83.00 

ft 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933110388 

1 

8.00 

21.00 

ft 
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Method of Construction & Well 


Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 

961523578 

4 

Rotary (Air) 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10593922 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930079340 

1 

1 

STEEL 

33.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930079341 

2 

1 

STEEL 

83.00 

5.00 

inch 

ft 


Construction Record - Screen 


Screen ID: 

Layer: 

Slot: 

Screen Top Depth: 

Screen End Depth: 

Screen Material: 

Screen Depth UOM: 

Screen Diameter UOM: 

Screen Diameter: 

933326194 

1 

006 

33.00 

36.00 

ft 

5.00 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

991523578 

29.00 

78.00 

2.00 

2.00 

ft 

GPM 

1 

CLEAR 

8 
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Pumping Duration MIN: 


Draw Down & Recovery 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

Pump Test Detail ID: 
Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 


934105518 

Recovery 

15 

32.00 

ft 

934389745 

Recovery 

30 

29.00 

ft 

934650725 

Recovery 

45 

29.00 

ft 

934907929 

Recovery 

60 

29.00 

ft 


Water Details 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 



FRESH 

33.00 

ft 


Site: 


lot 9 ON 


Well ID: 

1525911 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

12/6/1991 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

92152 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

MARCH TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10047646 

Spatial Status: 


DP2BR: 

15 

Cluster Kind: 



778 
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9 

unknown UTM 
na 

11/20/1991 

nemams: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 


931062644 

1 

2 

GREY 

05 

CLAY 

11 

GRAVEL 

12 

STONES 

0.00 

15.00 

ft 

931062645 

2 

2 

GREY 

18 

SANDSTONE 


15.00 

90.00 

ft 

931062646 

3 

7 

RED 

21 

GRANITE 

71 

FRACTURED 

85 

SOFT 

90.00 

180.00 

ft 

931062647 

4 

8 

BLACK 

21 

GRANITE 


779 
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Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

180.00 

203.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525911 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596216 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083447 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083448 

2 

4 

OPEN HOLE 

203.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991525911 

10.00 

150.00 

150.00 

18.00 

15.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

934105687 

15 
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Test Level: 150.00 

Test Level UOM: ft 

Pump Test Detail ID: 934389321 

Test Type: 

Test Duration: 30 

Test Level: 150.00 

Test Level UOM: ft 

Pump Test Detail ID: 934650265 

Test Type: 

Test Duration: 45 

Test Level: 150.00 

Test Level UOM: ft 

Pump Test Detail ID: 934907462 

Test Type: 

Test Duration: 60 

Test Level: 150.00 

Test Level UOM: ft 

Water Details 

Water ID: 933485045 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 95.00 

Water Found Depth UOM: ft 

Water ID: 933485046 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 194.00 

Water Found Depth UOM: ft 


Site: 


lot 9 ON 


Database: 

WWIS 


Well ID: 

1522399 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

6/21/1988 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

5222 

Casing Material: 


Form Version: 

1 

Audit No: 

21671 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10044211 

Spatial Status: 


DP2BR: 

3 

Cluster Kind: 


Code OB: 


UTMRC: 

9 


781 
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Bedrock 


Code OB Desc: 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 2/16/1988 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931051290 

1 

6 

BROWN 

28 

SAND 

11 

GRAVEL 

79 

PACKED 

0.00 

3.00 

ft 

931051291 

2 

2 

GREY 

15 

LIMESTONE 

74 

LAYERED 


3.00 

70.00 

ft 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933109866 


0.00 

21.00 

ft 


Method of Construction & Well 

Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


961522399 

5 

Air Percussion 


Pipe Information 

Pipe ID: 10592781 

Casing No: 1 

Comment: 
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Alt Name: 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077323 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930077324 

2 

4 

OPEN HOLE 

70.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991522399 

12.00 

35.00 

35.00 

20.00 

5.00 

ft 

GPM 

CLEAR 

2 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109910 

Draw Down 

15 

35.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934385195 

Draw Down 

30 

35.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934655139 

Draw Down 

45 

35.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

934903966 

Draw Down 

60 
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35.00 


Water Details 


Water ID: 
Layer: 


Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 

Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


Well ID: 

1526878 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

10/20/1992 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

3323 

Casing Material: 


Form Version: 

1 

Audit No: 

NA 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

HUNTLEY TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10048566 

Spatial Status: 


DP2BR: 

0 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Elevrc: 


Date Completed: 

8/2/1988 


Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 
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General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

BROWN 

18 

SANDSTONE 

0.00 

25.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931065418 

2 

2 

GREY 

21 

GRANITE 

25.00 

85.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Math. 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931065419 

3 

8 

BLACK 

21 

GRANITE 

85.00 

105.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933112018 

1 

5.00 

30.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961526878 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10597136 

1 


Construction Record - Casing 


785 
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Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085023 

1 

1 

STEEL 

30.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991526878 

10.00 

45.00 

80.00 

10.00 

10.00 

ft 

GPM 

CLEAR 

1 

6 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934109042 

15 

22.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934392676 

30 

10.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934653189 

45 

10.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934910799 

60 

10.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933486333 

1 

1 

FRESH 

105.00 

ft 

Site: 

Database: 

WWIS 
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lot 9 ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1527474 
Domestic 
Water Supply 

135688 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


10/7/1993 

1119 

1 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

009 


Bore Hole Information 


Bore Hole ID: 10049113 

DP2BR: 6 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 9/21/1993 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 


931066755 


05 

CLAY 


0.00 

6.00 

ft 

931066756 

2 

2 

GREY 

15 

LIMESTONE 
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Formation Top Depth: 6.00 

Formation End Depth: 68.00 

Formation End Depth UOM: ft 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931066757 

3 

2 

GREY 

18 

SANDSTONE 


Formation ID: 931066758 

Layer: 4 

Color: 1 

General Color: WHITE 

Matl: 21 

Most Common Material: G RAN ITE 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 197.00 

Formation End Depth: 260.00 

Formation End Depth UOM: ft 


Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 


933112483 

1 

0.00 

20.00 

ft 


Method of Construction & Well 

Use 


Method Construction ID: 
Method Construction Code: 
Method Construction: 

Other Method Construction: 


961527474 

5 

Air Percussion 


Pipe ID: 10597683 

Casing No: 1 

Comment: 

Alt Name: 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 
Depth From: 

Depth To: 

Casing Diameter: 


930085763 

1 

1 

STEEL 


22.00 

6.00 
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Casing Diameter UOM: 

Casing Depth UOM: 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085764 

2 

20.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930085765 

3 

260.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991527474 

20.00 

180.00 

200.00 

4.00 

5.00 

ft 

GPM 

1 

0 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934110715 

Draw Down 

15 

180.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934385530 

Draw Down 

30 

180.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934654856 

Draw Down 

45 

180.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934903650 

Draw Down 

60 

180.00 

ft 
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Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933486932 

1 

1 

FRESH 

89.00 


ft 


Water ID: 933486933 

Layer: 2 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 130.00 

Water Found Depth UOM: ft 


Water ID: 933486934 

Layer: 3 

Kind Code: 5 

Kind: Not stated 

Water Found Depth: 197.00 

Water Found Depth UOM: ft 


Site: 


lot 9 ON 


Well ID: 

Construction Date: 
Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


1525949 
Domestic 
Recharge Well 


100474 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


12/16/1991 

1119 

1 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

009 


Bore Hole Information 


Bore Hole ID: 10047684 

DP2BR: 6 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 5/13/1991 


Overburden and Bedrock 
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Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931062751 

1 

01 

FILL 

0.00 

6.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931062752 

2 

2 

GREY 

15 

LIMESTONE 

6.00 

83.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931062753 

3 

7 

RED 

26 

ROCK 

83.00 

97.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 
Formation End Depth UOM: 

931062754 

4 

2 

GREY 

15 

LIMESTONE 

97.00 

120.00 

ft 


Annular Soace/Abandonment 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933111449 

1 

4.00 

22.00 

ft 
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Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525949 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596254 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083520 

1 

1 

STEEL 

22.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991525949 

4.00 

100.00 

110.00 

13.00 

13.00 

ft 

GPM 

1 

CLEAR 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105724 

Draw Down 

15 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389358 

Draw Down 

30 

100.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934650302 

Draw Down 

45 

100.00 

ft 
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Pump Test Detail ID: 934907499 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 100.00 

Test Level UOM: ft 


Water Details 


Water ID: 933485097 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 26.00 

Water Found Depth UOM: ft 

Water ID: 933485098 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 74.00 

Water Found Depth UOM: ft 

Water ID: 933485099 

Layer: 3 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 113.00 

Water Found Depth UOM: ft 


Site: 


lot 9 ON 


Well ID: 

1521278 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

2/6/1987 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Water Supply 

Abandonment Rec: 


Water Type: 


Contractor: 

1558 

Casing Material: 


Form Version: 

1 

Audit No: 

NA 

Owner: 


Tag: 


Street Name: 


Construction Method: 


County: 

OTTAWA-CARLETON 

Elevation (m): 


Municipality: 

TORBOLTON TOWNSHIP 

Elevation Reliability: 


Site Info: 


Depth to Bedrock: 


Lot: 

009 

Well Depth: 


Concession: 


Overburden/Bedrock: 


Concession Name: 


Pump Rate: 


Easting NAD83: 


Static Water Level: 


Northing NAD83: 


Flowing (Y/N): 


Zone: 


Flow Rate: 
Clear/Cloudy: 


UTM Reliability: 


Bore Hole Information 




Bore Hole ID: 

10043100 

Spatial Status: 


DP2BR: 

0 

Cluster Kind: 


Code OB: 

r 

UTMRC: 

9 

Code OB Desc: 

Bedrock 

UTMRC Desc: 

unknown UTM 

Open Hole: 


Location Method: 

na 

Elevation: 


Org CS: 


Eievrc: 


Date Completed: 

9/18/1986 


Remarks: 

Eievrc Desc: 

Location Source Date: 
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Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 

Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931047422 

1 

6 

BROWN 

17 

SHALE 

71 

FRACTURED 

0.00 

4.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931047423 

2 

6 

BROWN 

17 

SHALE 

85 

SOFT 

4.00 

14.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931047424 

3 

2 

GREY 

15 

LIMESTONE 

14.00 

125.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961521278 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10591670 

1 
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Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075254 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930075255 

2 

4 

OPEN HOLE 

125.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991521278 

20.00 

75.00 

100.00 

10.00 

5.00 

ft 

GPM 

1 

CLEAR 

1 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105960 

Draw Down 

15 

75.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389079 

Draw Down 

30 

75.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934651207 

Draw Down 

45 

75.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934909415 

Draw Down 

60 

75.00 

ft 
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Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 
Water Found Depth UOM: 


933478766 


FRESH 

120.00 

ft 


Database: 

WWIS 


Well ID: 1525952 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 100473 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


12/16/1991 

1 

1119 

OTTAWA-CARLETON 
HUNTLEY TOWNSHIP 

009 


Bore Hole Information 


Bore Hole ID: 10047687 

DP2BR: 7 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


9 

unknown UTM 
na 

5/14/1991 


Overburden and Bedrock 


Formation ID: 931062761 

Layer: 1 

Color: 

General Color: 

Matl: 02 

Most Common Material: TOPSOIL 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 0.00 

Formation End Depth: 7.00 

Formation End Depth UOM: ft 
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Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931062762 

2 

2 

GREY 

15 

LIMESTONE 

7.00 

100.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933111452 

1 

7.00 

22.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961525952 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596257 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083523 

1 

1 

STEEL 

22.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

991525952 

5.00 

80.00 

90.00 

15.00 

15.00 

ft 

GPM 
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Pumping Test Method: 1 

Pumping Duration HR: 1 

Pumping Duration MIN: 0 

Flowing: N 


Draw Down & Recovery 


Pump Test Detail ID: 934105727 

Test Type: Draw Down 

Test Duration: 15 

Test Level: 80.00 

Test Level UOM: ft 


Pump Test Detail ID: 934389361 

Test Type: Draw Down 

Test Duration: 30 

Test Level: 80.00 

Test Level UOM: ft 


Pump Test Detail ID: 934650305 

Test Type: Draw Down 

Test Duration: 45 

Test Level: 80.00 

Test Level UOM: ft 


Pump Test Detail ID: 934907502 

Test Type: Draw Down 

Test Duration: 60 

Test Level: 80.00 

Test Level UOM: ft 


Water Details 


Water ID: 933485103 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 78.00 

Water Found Depth UOM: ft 

Water ID: 933485104 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 86.00 

Water Found Depth UOM: ft 

Water ID: 933485105 

Layer: 3 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 95.00 

Water Found Depth UOM: ft 


Site: 




lot 8 ON 




Well ID: 

1525908 

Data Entry Status: 


Construction Date: 


Data Src: 

1 

Primary Water Use: 

Domestic 

Date Received: 

12/6/1991 

Sec. Water Use: 


Selected Flag: 

1 

Final Well Status: 

Recharge Well 

Abandonment Rec: 


Water Type: 


Contractor: 

3644 

Casing Material: 


Form Version: 

1 

Audit No: 

92146 

Owner: 


Tag: 


Street Name: 



798 
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Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

008 


Bore Hole Information 

Bore Hole ID: 10047643 

DP2BR: 5 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 11 /13/1991 


Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931062638 

1 

2 

GREY 

05 

CLAY 

12 

STONES 


0.00 

5.00 

ft 

931062639 

2 

2 

GREY 

18 

SANDSTONE 


Method of Construction & Well 

Use 


Method Construction ID: 961525908 

Method Construction Code: 5 

Method Construction: Air Percussion 


799 
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Other Method Construction: 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10596213 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083441 

1 

1 

STEEL 

26.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930083442 

2 

4 

OPEN HOLE 

63.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991525908 

10.00 

40.00 

40.00 

50.00 

15.00 

ft 

GPM 

2 

CLOUDY 

1 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934105684 

15 

40.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934389318 

30 

40.00 

ft 

Pump Test Detail ID: 

934649844 
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Test Type: 

Test Duration: 45 

Test Level: 40.00 

Test Level UOM: ft 

Pump Test Detail ID: 934907459 

Test Type: 

Test Duration: 60 

Test Level: 40.00 

Test Level UOM: ft 

Water Details 

Water ID: 933485041 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 56.00 

Water Found Depth UOM: ft 


Database: 

WWIS 


Well ID: 1531175 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 206815 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


6/12/2000 

1 

6006 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

008 

CON 


Bore Hole Information 


Bore Hole ID: 10052709 

DP2BR: 8 

Code OB: r 

Code OB Desc: Bedrock 

Open Hole: 

Elevation: 

Elevrc: 

Remarks: 

Elevrc Desc: 

Location Source Date: 
Improvement Location Source: 
Improvement Location Method: 
Source Revision Comment: 
Supplier Comment: 


Spatial Status: 

Cluster Kind: 

UTMRC: 9 

UTMRC Desc: unknown UTM 

Location Method: na 

Org CS: 

Date Completed: 5/30/2000 


Overburden and Bedrock 

Materials Interval 


Formation ID: 931077736 

Layer: 1 


801 
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Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

6 

BROWN 

05 

CLAY 

85 

SOFT 

0.00 

8.00 

ft 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 

Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

931077737 

2 

1 

WHITE 

21 

GRANITE 

73 

HARD 

8.00 

60.00 

ft 

Annular Soace/Abandonment 

Sealina Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116346 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531175 

4 

Rotary (Air) 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601279 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930092144 

1 

1 

STEEL 

20.00 

6.00 

inch 

ft 

Casing ID: 

Layer: 

Material: 

930092145 

2 

4 
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OPEN HOLE 


Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

OPEN HOLE 

60.00 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 
Pumping Test Method: 
Pumping Duration HR: 

Pumping Duration MIN: 
Flowing: 

991531175 

12.00 

55.00 

58.00 

10.00 

8.00 

ft 

GPM 

1 

CLEAR 

0 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934121142 

Recovery 

15 

12.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934396553 

Recovery 

30 

12.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934665279 

Recovery 

45 

12.00 

ft 

Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934913407 

Recovery 

60 

12.00 

ft 


Water Details 


Water ID: 

Layer: 

Kind Code: 

Kind: 

Water Found Depth: 

Water Found Depth UOM: 

933491538 

1 

1 

FRESH 

40.00 

ft 

Site: 

lot 8 ON 

Database: 

WWIS 


Well ID: 1531461 Data Entry Status: 

Construction Date: Data Src: 


803 
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Domestic 


10/26/2000 


Primary Water Use: 
Sec. Water Use: 

Final Well Status: 
Water Type: 

Casing Material: 

Audit No: 

Tag: 

Construction Method: 
Elevation (m): 
Elevation Reliability: 
Depth to Bedrock: 
Well Depth: 
Overburden/Bedrock: 
Pump Rate: 

Static Water Level: 
Flowing (Y/N): 

Flow Rate: 
Clear/Cloudy: 


Water Supply 

223452 


Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 


3323 

OTTAWA-CARLETON 
MARCH TOWNSHIP 

008 

CON 


Bore Hole Information 


9 

unknown UTM 
na 

9/27/2000 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


Overburden and Bedrock 

Materials Interval 


Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 


931078556 

1 

2 

GREY 

05 

CLAY 


0.00 

20.00 

ft 

931078557 


GREY 

18 

SANDSTONE 


20.00 

42.00 

ft 
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Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933116632 

1 

0.00 

27.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961531461 

1 

Cable Tool 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10601565 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930092746 

1 

1 

STEEL 

6.00 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 
Water State After Test: 

Pumping Test Method: 

Pumping Duration HR: 

Pumping Duration MIN: 

Flowing: 

991531461 

10.00 

42.00 

20.00 

25.00 

25.00 

ft 

GPM 

CLEAR 

1 

1 

N 


Draw Down & Recovery 


Pump Test Detail ID: 

Test Type: 

Test Duration: 

Test Level: 

Test Level UOM: 

934112908 

Recovery 

15 

16.00 

ft 

Pump Test Detail ID: 

934397080 
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Test Type: Recovery 

Test Duration: 30 

Test Level: 12.00 

Test Level UOM: ft 

Pump Test Detail ID: 934657598 

Test Type: Recovery 

Test Duration: 45 

Test Level: 10.00 

Test Level UOM: ft 

Pump Test Detail ID: 934914489 

Test Type: Recovery 

Test Duration: 60 

Test Level: 10.00 

Test Level UOM: ft 

Water Details 

Water ID: 933491929 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 35.00 

Water Found Depth UOM: ft 


Well ID: 1528693 

Construction Date: 

Primary Water Use: Domestic 

Sec. Water Use: 

Final Well Status: Water Supply 

Water Type: 

Casing Material: 

Audit No: 152972 

Tag: 

Construction Method: 

Elevation (m): 

Elevation Reliability: 

Depth to Bedrock: 

Well Depth: 

Overburden/Bedrock: 

Pump Rate: 

Static Water Level: 

Flowing (Y/N): 

Flow Rate: 

Clear/Cloudy: 


Data Entry Status: 
Data Src: 

Date Received: 
Selected Flag: 
Abandonment Rec: 
Contractor: 

Form Version: 
Owner: 

Street Name: 

County: 

Municipality: 

Site Info: 

Lot: 

Concession: 
Concession Name: 
Easting NAD83: 
Northing NAD83: 
Zone: 

UTM Reliability: 



5222 


OTTAWA-CARLETON 
MARCH TOWNSHIP 

008 


Bore Hole Information 


9 

unknown UTM 
na 

3/2/1995 

Remarks: 

Elevrc Desc: 

Location Source Date: 

Improvement Location Source: 

Improvement Location Method: 

Source Revision Comment: 

Supplier Comment: 


Bore Hole ID: 
DP2BR: 

Code OB: 

Code OB Desc: 
Open Hole: 
Elevation: 
Elevrc: 


Spatial Status: 
Cluster Kind: 
UTMRC: 

UTMRC Desc: 
Location Method: 
Org CS: 

Date Completed: 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180221105 







Overburden and Bedrock 

Materials Interval 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 

Mat3: 

Other Materials: 

Formation Top Depth: 
Formation End Depth: 
Formation End Depth UOM: 

Formation ID: 

Layer: 

Color: 

General Color: 

Matl: 

Most Common Material: 
Mat2: 

Other Materials: 


931070508 


01 

FILL 


0.00 

3.00 

ft 

931070509 

2 

6 

BROWN 

05 

CLAY 

81 

SANDY 

66 

DENSE 

3.00 

4.00 

ft 

931070510 

3 
2 

GREY 

13 

BOULDERS 

05 

CLAY 

77 

LOOSE 

4.00 

9.00 

ft 

931070511 

4 
2 

GREY 

21 

GRANITE 

73 

HARD 


9.00 

49.00 

ft 

931070512 

5 

2 

GREY 

21 

GRANITE 

46 

QUARTZ 


807 
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Mat3: 

Other Materials: 

Formation Top Depth: 

Formation End Depth: 

Formation End Depth UOM: 

73 

HARD 

49.00 

60.00 

ft 

Annular Space/Abandonment 

Sealing Record 


Plug ID: 

Layer: 

Plug From: 

Plug To: 

Plug Depth UOM: 

933113622 

1 

0.00 

20.00 

ft 

Method of Construction & Well 

Use 


Method Construction ID: 

Method Construction Code: 
Method Construction: 

Other Method Construction: 

961528693 

5 

Air Percussion 


Pipe Information 


Pipe ID: 

Casing No: 

Comment: 

Alt Name: 

10598799 

1 


Construction Record - Casing 


Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087786 

1 

1 

STEEL 

22.00 

6.00 

ft 

Casing ID: 

Layer: 

Material: 

Open Hole or Material: 

Depth From: 

Depth To: 

Casing Diameter: 

Casing Diameter UOM: 

Casing Depth UOM: 

930087787 

2 

4 

OPEN HOLE 

60.00 

6.00 

inch 

ft 


Results of Well Yield Testing 


Pump Test ID: 

Pump Set At: 

Static Level: 

Final Level After Pumping: 
Recommended Pump Depth: 
Pumping Rate: 

Flowing Rate: 

Recommended Pump Rate: 
Levels UOM: 

Rate UOM: 

Water State After Test Code: 

991528693 

12.00 

50.00 

50.00 

12.00 

10.00 

ft 

GPM 

1 
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Water State After Test: CLEAR 

Pumping Test Method: 1 

Pumping Duration HR: 2 

Pumping Duration MIN: 0 

Flowing: N 

Water Details 

Water ID: 933488507 

Layer: 1 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 48.00 

Water Found Depth UOM: ft 

Water ID: 933488508 

Layer: 2 

Kind Code: 1 

Kind: FRESH 

Water Found Depth: 51.00 

Water Found Depth UOM: ft 
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Appendix: Database Descriptions 


Environmental Risk Information Services (ERIS) can search the following databases. The extent of historical information varies with 
each database and current information is determined by what is publicly available to ERIS at the time of update. Note: Databases 
denoted with " *" indicates that the database will no longer be updated. See the individual database description for more information. 

Abandoned Aggregate Inventory: Provincial AAGR 

The MAAP Program maintains a database of abandoned pits and quarries. Please note that the database is only referenced by lot and concession and 
city/town location. The database provides information regarding the location, type, size, land use, status and general comments.* 

Government Publication Date: Sept 2002 * 

Aggregate Inventory: Provincial AGR 

The Ontario Ministry of Natural Resources maintains a database of all active pits and quarries. The database provides information regarding the 
registered owner/operator, location name, operation type, approval type, and maximum annual tonnage. 

Government Publication Date: Up to Sep 2017 

Abandoned Mine Information System: Provincial AMIS 

The Abandoned Mines Information System contains data on known abandoned and inactive mines located on both Crown and privately held lands. The 
information was provided by the Ministry of Northern Development and Mines (MNDM), with the following disclaimer: "the database provided has been 
compiled from various sources, and the Ministry of Northern Development and Mines makes no representation and takes no responsibility that such 
information is accurate, current or complete". Reported information includes official mine name, status, background information, mine start/end date, 
primary commodity, mine features, hazards and remediation. 

Government Publication Date: 1800-Nov 2016 


Anderson's Waste Disposal Sites: Private ANDR 

The information provided in this database was collected by examining various historical documents which aimed to characterize the likely position of 
former waste disposal sites from 1860 to present. The research initiative behind the creation of this database was to identify those sites that are missing 
from the Ontario MOE Waste Disposal Site Inventory, as well as to provide revisions and corrections to the positions and descriptions of sites currently 
listed in the MOE inventory. In addition to historic waste disposal facilities, the database also identifies certain auto wreckers and scrap yards that have 
been extrapolated from documentary sources. Please note that the data is not warranted to be complete, exhaustive or authoritative. The information 
was collected for research purposes only. 

Government Publication Date: 1860s-Present 


Automobile Wrecking & Supplies: Private AUWR 

This database provides an inventory of known locations that are involved in the scrap metal, automobile wrecking/recycling, and automobile parts & 
supplies industry. Information is provided on the company name, location and business type. 

Government Publication Date: 1999-Jan 31, 2018 

Borehole: Provincial BORE 

A borehole is the generalized term for any narrow shaft drilled in the ground, either vertically or horizontally. The information here includes geotechnical 
investigations or environmental site assessments, mineral exploration, or as a pilot hole for installing piers or underground utilities. Information is from 
many sources such as the Ministry of Transportation (MTO) boreholes from engineering reports and projects from the 1950 to 1990's in Southern 
Ontario. Boreholes from the Ontario Geological Survey (OGS) including The Urban Geology Analysis Information System (UGAIS) and the York Peel 
Durham Toronto (YPDT) database of the Conservation Authority Moraine Coalition. This database will include fields such as location, stratigraphy, 
depth, elevation, year drilled, etc. For all water well data or oil and gas well data for Ontario please refer to WWIS and OOGW. 

Government Publication Date: 1875-Jul 2014 


Certificates of Approval: Provincial CA 

This database contains the following types of approvals: Air & Noise, Industrial Sewage, Municipal & Private Sewage, Waste Management Systems and 
Renewable Energy Approvals. The MOE in Ontario states that any facility that releases emissions to the atmosphere, discharges contaminants to 
ground or surface water, provides potable water supplies, or stores, transports or disposes of waste, must have a Certificate of Approval before it can 
operate lawfully. Fields include approval number, business name, address, approval date, approval type and status. This database will no longer be 
updated, as CofA's have been replaced by either Environmental Activity and Sector Registry (EASR) or Environmental Compliance Approval (ECA). 
Please refer to those individual databases for any information after Oct.31,2011. 

Government Publication Date: 1985-Oct 30, 201V 
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Commercial Fuel Oil Tanks: 


Provincial 


CFOT 


Since May 2002, Ontario developed a new act where it became mandatory for fuel oil tanks to be registered with Technical Standards & Safety Authority 
(TSSA). This data would include all commercial underground fuel oil tanks in Ontario with fields such as location, registration number, tank material, 
age of tank and tank size. 

Government Publication Date: Feb 28, 2017 


Chemical Register: 


Private 


CHEM 


This database includes information from both a one time study conducted in 1992 and private source and is a listing of facilities that manufacture or 
distribute chemicals. The production of these chemical substances may involve one or more chemical reactions and/or chemical separation processes 
(i.e. fractionation, solvent extraction, crystallization, etc.). 

Government Publication Date: 1999-Jan 31, 2018 


Compressed Natural Gas Stations: 


Private 


CNG 


Canada has a network of public access compressed natural gas (CNG) refuelling stations. These stations dispense natural gas in compressed form at 
3,000 pounds per square inch (psi), the pressure which is allowed within the current Canadian codes and standards. The majority of natural gas 
refuelling is located at existing retail gasoline that have a separate refuelling island for natural gas. This list of stations is made available by the 
Canadian Natural Gas Vehicle Alliance. 

Government Publication Date: Dec 31, 2012 

Inventory of Coal Gasification Plants and Coal Tar Sites: Provincial COAL 

This inventory includes both the "Inventory of Coal Gasification Plant Waste Sites in Ontario-April 1987" and the Inventory of Industrial Sites Producing 
or Using Coal Tar and Related Tars in Ontario-November 1988) collected by the MOE. It identifies industrial sites that produced and continue to produce 
or use coal tar and other related tars. Detailed information is available and includes: facility type, size, land use, information on adjoining properties, soil 
condition, site operators/occupants, site description, potential environmental impacts and historic maps available. This was a one-time inventory.* 
Government Publication Date: Apr 1987 and Nov 1988 * 

Compliance and Convictions: Provincial CONV 

This database summarizes the fines and convictions handed down by the Ontario courts beginning in 1989. Companies and individuals named here 
have been found guilty of environmental offenses in Ontario courts of law. 

Government Publication Date: 1989-Nov 2017 

Certificates of Property Use: Provincial CPU 

This is a subset taken from Ontario's Environmental Registry (EBR) database. It will include all CPU's on the registry such as (EPA s. 168.6) - 
Certificate of Property Use. 

Government Publication Date: 1994-Oct 2017 

Drill Hole Database: Provincial DRL 

The Ontario Drill Hole Database contains information on more than 113,000 percussion, overburden, sonic and diamond drill holes from assessment 
files on record with the department of Mines and Minerals. Please note that limited data is available for southern Ontario, as it was the last area to be 
completed. The database was created when surveys submitted to the Ministry were converted in the Assessment File Research Image Database 
(AFRI) project. However, the degree of accuracy (coordinates) as to the exact location of drill holes is dependent upon the source document submitted 
to the MNDM. Levels of accuracy used to locate holes are: centering on the mining claim; a sketch of the mining claim; a 1:50,000 map; a detailed 
company map; or from submitted a "Report of Work". 

Government Publication Date: 1886-Nov30, 2017 

Environmental Activity and Sector Registry: Provincial EASR 

On October 31,2011, a smarter, faster environmental approvals system came into effect in Ontario. The EASR allows businesses to register certain 
activities with the ministry, rather than apply for an approval. The registry is available for common systems and processes, to which preset rules of 
operation can be applied. The EASR is currently available for: heating systems, standby power systems and automotive refinishing. Businesses whose 
activities aren't subject to the EASR may apply for an ECA (Environmental Compliance Approval), Please see our ECA database. 

Government Publication Date: Oct 2011-Oct 2017 


Environmental Registry: Provincial EBR 

The Environmental Registry lists proposals, decisions and exceptions regarding policies, Acts, instruments, or regulations that could significantly affect 
the environment. Through the Registry, thirteen provincial ministries notify the public of upcoming proposals and invite their comments. For example, if a 
local business is requesting a permit, license, or certificate of approval to release substances into the air or water; these are notified on the registry. Data 
includes: Approval for discharge into the natural environment other than water (i.e. Air) - EPA s. 9, Approval for sewage works - OWRA s. 53(1), and 
EPA s. 27 - Approval for a waste disposal site. For information regarding Permit to Take Water (PTTW), Certificate of Property Use (CPU) and (ORD) 
Orders please refer to those individual databases. 

Government Publication Date: 1994-Oct 2017 
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Environmental Compliance Approval: 


Provincial 


ECA 


On October 31,2011, a smarter, faster environmental approvals system came into effect in Ontario. In the past, a business had to apply for multiple 
approvals (known as certificates of approval) for individual processes and pieces of equipment. Today, a business either registers itself, or applies for a 
single approval, depending on the types of activities it conducts. Businesses whose activities aren't subject to the EASR may apply for an ECA. A single 
ECA addresses all of a business's emissions, discharges and wastes. Separate approvals for air, noise and waste are no longer required. This database 
will also include Renewable Energy Approvals. For certificates of approval prior to Nov 1 st, 2011, please refer to the CA database. For all Waste 
Disposal Sites please refer to the WDS database. 

Government Publication Date: Oct 2011-Oct 2017 

Environmental Effects Monitoring: Federal EEM 

The Environmental Effects Monitoring program assesses the effects of effluent from industrial or other sources on fish, fish habitat and human usage of 
fisheries resources. Since 1992, pulp and paper mills have been required to conduct EEM studies under the Pulp and Paper Effluent Regulations. This 
database provides information on the mill name, geographical location and sub-lethal toxicity data. 

Government Publication Date: 1992-2007" 

ERIS Historical Searches: Private EHS 

ERIS has compiled a database of all environmental risk reports completed since March 1999. Available fields for this database include: site location, 
date of report, type of report, and search radius. As per all other databases, the ERIS database can be referenced on both the map and "Statistical 
Profile" page. 

Government Publication Date: 1999-Aug 2016 

Environmental Issues Inventory System: Federal El IS 

The Environmental Issues Inventory System was developed through the implementation of the Environmental Issues and Remediation Plan. This plan 
was established to determine the location and severity of contaminated sites on inhabited First Nation reserves, and where necessary, to remediate 
those that posed a risk to health and safety; and to prevent future environmental problems. The EIIS provides information on the reserve under 
investigation, inventory number, name of site, environmental issue, site action (Remediation, Site Assessment), and date investigation completed. 
Government Publication Date: 1992-2001" 


Emergency Management Historical Event: Provincial EMHE 

List of locations of historical occurrences of emergency events, including those assigned to the Ministry of Natural Resources by Order-ln-Council (OIC) 
under the Emergency Management and Civil Protection Act, as well as events where MNR provided requested emergency response assistance. Many 
of these events will have involved community evacuations, significant structural loss, and/or involvement of MNR emergency response staff. These 
events fall into one often (10) type categories: Dam Failure; Drought / Low Water; Erosion; Flood; Forest Fire; Soil and Bedrock Instability; Petroleum 
Resource Center Event, EMO Requested Assistance, Continuity of Operations Event, Other Requested Assistance. EMHE record details are 
reproduced by ERIS under License with the Ontario Ministry of Natural Resources © Queen's Printer for Ontario, 2017. 

Government Publication Date: Dec 31, 2016 

List of TSSA Expired Facilities: Provincial EXP 

List of facilities with removed tanks which were once registered with the Fuels Safety Program of the Technical Standards and Safety Authority (TSSA). 
Includes private fuel outlets, bulk plants, fuel oil tanks, gasoline stations, marinas, propane filling stations, liquid fuel tanks, piping systems, etc. Tanks 
which have been removed automatically fall under the expired facilities inventory held by TSSA. 

Government Publication Date: Feb 28, 2017 

Federal Convictions: Federal FCON 

Environment Canada maintains a database referred to as the "Environmental Registry" that details prosecutions under the Canadian Environmental 
Protection Act (CEPA) and the Fisheries Act (FA). Information is provided on the company name, location, charge date, offence and penalty. 
Government Publication Date: 1988-Jun 2007" 

Contaminated Sites on Federal Land: Federal FCS 

The Federal Contaminated Sites Inventory includes information on known federal contaminated sites under the custodianship of departments, agencies 
and consolidated Crown corporations as well as those that are being or have been investigated to determine whether they have contamination arising 
from past use that could pose a risk to human health or the environment. The inventory also includes non-federal contaminated sites for which the 
Government of Canada has accepted some or all financial responsibility. It does not include sites where contamination has been caused by, and which 
are under the control of, enterprise Crown corporations, private individuals, firms or other levels of government. 

Government Publication Date: Jun 2000-Dec 2017 

Fisheries & Oceans Fuel Tanks: Federal FOFT 

Fisheries & Oceans Canada maintains an inventory of aboveground & underground fuel storage tanks located on Fisheries & Oceans property or 
controlled by DFO. Our inventory provides information on the site name, location, tank owner, tank operator, facility type, storage tank location, tank 
contents & capacity, and date of tank installation. 

Government Publication Date: 1964-Sep 2017 
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Fuel Storage Tank: Provincial FST 

The Technical Standards & Safety Authority (TSSA), under the Technical Standards & Safety Act of 2000 maintains a database of registered private and 
retail fuel storage tanks in Ontario with fields such as location, tank status, license date, tank type, tank capacity, fuel type, installation year and facility 
type. 

Government Publication Date: Feb 28, 2017 


Fuel Storage Tank - Historic: Provincial FSTH 

The Fuels Safety Branch of the Ontario Ministry of Consumer and Commercial Relations maintained a database of all registered private fuel storage 
tanks. Public records of private fuel storage tanks are only available since the registration became effective in September 1989. This information is now 
collected by the Technical Standards and Safety Authority. 

Government Publication Date: Pre-Jan 2010 * 


Ontario Regulation 347 Waste Generators Summary: Provincial GEN 

Regulation 347 of the Ontario EPA defines a waste generation site as any site, equipment and/or operation involved in the production, collection, 
handling and/or storage of regulated wastes. A generator of regulated waste is required to register the waste generation site and each waste produced, 
collected, handled, or stored at the site. This database contains the registration number, company name and address of registered generators including 
the types of hazardous wastes generated. It includes data on waste generating facilities such as: drycleaners, waste treatment and disposal facilities, 
machine shops, electric power distribution etc. This information is a summary of all years from 1986 including the most currently available data. Some 
records may contain, within the company name, the phrase "See & Use..." followed by a series of letters and numbers. This occurs when one company 
is amalgamated with or taken over by another registered company. The number listed as "See & Use", refers to the new ownership and the other 
identification number refers to the original ownership. This phrase serves as a link between the 2 companies until operations have been fully 
transferred. 

Government Publication Date: 1986-December 31, 2017 
Greenhouse Gas Emissions from Large Facilities: 

List of greenhouse gas emissions from large facilities made available by Environment Canada 
dioxide equivalents (kt C02 eq). 

Government Publication Date: 2013-Dec 2015 

TSSA Historic Incidents: Provincial HINC 

This database will cover all incidences recorded by TSSA with their older system, before they moved to their new management system. TSSA's Fuels 
Safety Program administers the Technical Standards & Safety Act 2000, providing fuel-related safety services associated with the safe transportation, 
storage, handling and use of fuels such as gasoline, diesel, propane, natural gas and hydrogen. Under this Act, TSSA regulates fuel suppliers, storage 
facilities, transport trucks, pipelines, contractors and equipment or appliances that use fuels. The TSSA works to protect the public, the environment and 
property from fuel-related hazards such as spills, fires and explosions. This database will include spills and leaks from pipelines, diesel, fuel oil, gasoline, 
natural gas, propane and hydrogen recorded by the TSSA. 

Government Publication Date: 2006-June 2009 * 


Federal GHG 

. Greenhouse gas emissions in kilotonnes of carbon 


Indian & Northern Affairs Fuel Tanks: Federal |AFT 

The Department of Indian & Northern Affairs Canada (INAC) maintains an inventory of aboveground & underground fuel storage tanks located on both 
federal and crown land. Our inventory provides information on the reserve name, location, facility type, site/facility name, tank type, material & ID 
number, tank contents & capacity, and date of tank installation. 

Government Publication Date: 1950-Aug 2003’ 

TSSA Incidents: Provincial INC 

TSSA's Fuels Safety Program administers the Technical Standards & Safety Act 2000, providing fuel-related safety services associated with the safe 
transportation, storage, handling and use of fuels such as gasoline, diesel, propane, natural gas and hydrogen. Under this Act, TSSA regulates fuel 
suppliers, storage facilities, transport trucks, pipelines, contractors and equipment or appliances that use fuels. Includes incidents from fuel-related 
hazards such as spills, fires and explosions. This database will include spills and leaks from diesel, fuel oil, gasoline, natural gas, propane and hydrogen 
recorded by the TSSA. 

Government Publication Date: Feb 28, 2017 


Landfill Inventory Management Ontario: Provincial LIMO 

The Landfill Inventory Management Ontario (LIMO) database is updated every year, as the ministry compiles new and updated information. The 
inventory will include small and large landfills. Additionally, each year the ministry will request operators of the larger landfills complete a landfill data 
collection form that will be used to update LIMO and will include the following information from the previous operating year. This will include additional 
information such as estimated amount of total waste received, landfill capacity, estimated total remaining landfill capacity, fill rates, engineering designs, 
reporting and monitoring details, size of location, service area, approved waste types, leachate of site treatment, contaminant attenuation zone and 
more. The small landfills will include information such as site owner, site location and certificate of approval # and status. 

Government Publication Date: Dec 31, 2013 
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Canadian Mine Locations: 


Private 


MINE 


This information is collected from the Canadian & American Mines Handbook. The Mines database is a national database that provides over 290 
listings on mines (listed as public companies) dealing primarily with precious metals and hard rocks. Listed are mines that are currently in operation, 
closed, suspended, or are still being developed (advanced projects). Their locations are provided as geographic coordinates (x, y and/or longitude, 
latitude). As of 2002, data pertaining to Canadian smelters and refineries has been appended to this database. 

Government Publication Date: 1998-2009 * 


Mineral Occurrences: Provincial MNR 

In the early 70's, the Ministry of Northern Development and Mines created an inventory of approximately 19,000 mineral occurrences in Ontario, in 
regard to metallic and industrial minerals, as well as some information on building stones and aggregate deposits. Please note that the "Horizontal 
Positional Accuracy" is approximately +/- 200 m. Many reference elements for each record were derived from field sketches using pace or chain/tape 
measurements against claim posts or topographic features in the area. The primary limiting factor for the level of positional accuracy is the scale of the 
source material. The testing of horizontal accuracy of the source materials was accomplished by comparing the plan metric (X and Y) coordinates of that 
point with the coordinates of the same point as defined from a source of higher accuracy. 

Government Publication Date: 1846-Feb 2017 


National Analysis of Trends in Emergencies System (NATES): Federal NATE 

In 1974 Environment Canada established the National Analysis of Trends in Emergencies System (NATES) database, for the voluntary reporting of 
significant spill incidents. The data was to be used to assist in directing the work of the emergencies program. NATES ran from 1974 to 1994. 

Extensive information is available within this database including company names, place where the spill occurred, date of spill, cause, reason and source 
of spill, damage incurred, and amount, concentration, and volume of materials released. 

Government Publication Date: 1974-1994 * 

Non-Compliance Reports: Provincial NCPL 

The Ministry of the Environment provides information about non-compliant discharges of contaminants to air and water that exceed legal allowable 
limits, from regulated industrial and municipal facilities. A reported non-compliance failure may be in regard to a Control Order, Certificate of Approval, 
Sectoral Regulation or specific regulation/act. 

Government Publication Date: Dec 31,2014 

National Defense & Canadian Forces Fuel Tanks: Federal NDFT 

The Department of National Defense and the Canadian Forces maintains an inventory of all aboveground & underground fuel storage tanks located on 
DND lands. Our inventory provides information on the base name, location, tank type & capacity, tank contents, tank class, date of tank installation, 
date tank last used, and status of tank as of May 2001. This database will no longer be updated due to the new National Security protocols which have 
prohibited any release of this database. 

Government Publication Date: Up to May 200V 

National Defense & Canadian Forces Spills: Federal NDSP 

The Department of National Defense and the Canadian Forces maintains an inventory of spills to land and water. All spill sites have been classified 
under the "Transportation of Dangerous Goods Act - 1992". Our inventory provides information on the facility name, location, spill ID #, spill date, type 
of spill, as well as the quantity of substance spilled & recovered. 

Government Publication Date: Mar 1999-Aug 2010 

National Defence & Canadian Forces Waste Disposal Sites: Federal NDWD 

The Department of National Defence and the Canadian Forces maintains an inventory of waste disposal sites located on DND lands. Where available, 
our inventory provides information on the base name, location, type of waste received, area of site, depth of site, year site opened/closed and status. 
Government Publication Date: 2001-Apr 2007 * 

National Energy Board Pipeline Incidents: Federal NEBI 

Locations of pipeline incidents from 2008 to present, made available by the National Energy Board (NEB). Includes incidents reported under the 
Onshore Pipeline Regulations and the Processing Plant Regulations related to pipelines under federal jurisdiction, does not include incident data related 
to pipelines under provincial or territorial jurisdiction. 

Government Publication Date: 2008-Dec 31, 2017 

National Energy Board Wells: Federal NEBW 

The NEBW database contains information on onshore & offshore oil and gas wells that are outside provincial jurisdiction(s) and are thereby regulated by 
the National Energy Board. Data is provided regarding the operator, well name, well ID No./UWI, status, classification, well depth, spud and release 
date. 

Government Publication Date: 1920-Feb 2003’ 
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National Environmental Emergencies System (NEES): Federal NEES 

In 2000, the Emergencies program implemented NEES, a reporting system for spills of hazardous substances. For the most part, this system only 
captured data from the Atlantic Provinces, some from Quebec and Ontario and a portion from British Columbia. Data for Alberta, Saskatchewan, 
Manitoba and the Territories was not captured. However, NEES is also a repository for previous Environment Canada spill datasets. NEES is 
composed of the historic datasets ' or Trends ' which dates from approximately 1974 to present. NEES Trends is a compilation of historic databases, 
which were merged and includes data from NATES (National Analysis of Trends in Emergencies System), ARTS (Atlantic Regional Trends System), 
and NEES. In 2001, the Emergencies Program determined that variations in reporting regimes and requirements between federal and provincial 
agencies made national spill reporting and trend analysis difficult to achieve. As a consequence, the department has focused efforts on capturing data 
on spills of substances which fall under its legislative authority only (CEPA and FA). As such, the NEES database will be decommissioned in December 
2004. 

Government Publication Date: 1974-2003" 

National PCB Inventory: Federal NPCB 

Environment Canada's National PCB inventory includes information on in-use PCB containing equipment in Canada including federal, provincial and 
private facilities. Federal out-of-service PCB containing equipment and PCB waste owned by the federal government or by federally regulated industries 
such as airlines, railway companies, broadcasting companies, telephone and telecommunications companies, pipeline companies, etc. are also listed. 
Although it is not Environment Canada's mandate to collect data on non-federal PCB waste, the National PCB inventory includes some information on 
provincial and private PCB waste and storage sites. Some addresses provided may be Head Office addresses and are not necessarily the location of 
where the waste is being used or stored. 

Government Publication Date: 1988-2008" 

National Pollutant Release Inventory: Federal NPRI 

Environment Canada has defined the National Pollutant Release Inventory ("NPRI") as a federal government initiative designed to collect 
comprehensive national data regarding releases to air, water, or land, and waste transfers for recycling for more than 300 listed substances. 

Government Publication Date: 1993-May 2017 


Oil and Gas Wells: Private OGW 

The Nickle's Energy Group (publisher of the Daily Oil Bulletin) collects information on drilling activity including operator and well statistics. The well 
information database includes name, location, class, status and depth. The main Nickle's database is updated on a daily basis, however, this database 
is updated on a monthly basis. More information is available at www.nickles.com. 

Government Publication Date: 1988-December 31, 2017 


Ontario Oil and Gas Wells: Provincial OOGW 

In 1998, the MNR handed over to the Ontario Oil, Gas and Salt Resources Corporation, the responsibility of maintaining a database of oil and gas wells 
drilled in Ontario. The OGSR Library has over 20,000+ wells in their database. Information available for all wells in the ERIS database include well 
owner/operator, location, permit issue date, and well cap date, license No., status, depth and the primary target (rock unit) of the well being drilled. All 
geology/stratigraphy table information, plus all water table information is also provide for each well record. 

Government Publication Date: 1800-Oct 2017 


Inventory of PCB Storage Sites: Provincial OPCB 

The Ontario Ministry of Environment, Waste Management Branch, maintains an inventory of PCB storage sites within the province. Ontario Regulation 
11/82 (Waste Management - PCB) and Regulation 347 (Generator Waste Management) under the Ontario EPA requires the registration of inactive PCB 
storage equipment and/or disposal sites of PCB waste with the Ontario Ministry of Environment. This database contains information on: 1) waste 
quantities; 2) major and minor sites storing liquid or solid waste; and 3) a waste storage inventory. 

Government Publication Date: 1987-Oct 2004; 2012-Dec 2013 


Orders: Provincial ORD 

This is a subset taken from Ontario's Environmental Registry (EBR) database. It will include all Orders on the registry such as (EPA s. 17) - Order for 
remedial work, (EPA s. 18) - Order for preventative measures, (EPA s. 43) - Order for removal of waste and restoration of site, (EPA s. 44) - Order for 
conformity with Act for waste disposal sites, (EPA s. 136) - Order for performance of environmental measures. 

Government Publication Date: 1994-Oct 2017 


Canadian Pulp and Paper: Private pap 

This information is part of the Pulp and Paper Canada Directory. The Directory provides a comprehensive listing of the locations of pulp and paper mills 
and the products that they produce. 

Government Publication Date: 1999, 2002, 2004, 2005, 2009 

Parks Canada Fuel Storage Tanks: Federal PCFT 

Canadian Heritage maintains an inventory of known fuel storage tanks operated by Parks Canada, in both National Parks and at National Historic Sites. 
The database details information on site name, location, tank install/removal date, capacity, fuel type, facility type, tank design and owner/operator. 
Government Publication Date: 1920-Jan 2005" 
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Pesticide Register: Provincial PES 

The Ontario Ministry of the Environment and Climate Change maintains a database of licensed operators and vendors of registered pesticides. 
Government Publication Date: 1988-Aug 2017 

TSSA Pipeline Incidents: Provincial p|NC 

TSSA's Fuels Safety Program administers the Technical Standards & Safety Act 2000, providing fuel-related safety services associated with the safe 
transportation, storage, handling and use of fuels such as gasoline, diesel, propane, natural gas and hydrogen. Under this Act, TSSA regulates fuel 
suppliers, storage facilities, transport trucks, pipelines, contractors and equipment or appliances that use fuels. This database will include spills, strike 
and leaks from recorded by the TSSA. 

Government Publication Date: Feb 28, 2017 


Private and Retail Fuel Storage Tanks: Provincial prt 

The Fuels Safety Branch of the Ontario Ministry of Consumer and Commercial Relations maintained a database of all registered private fuel storage 
tanks and licensed retail fuel outlets. This database includes an inventory of locations that have gasoline, oil, waste oil, natural gas and/or propane 
storage tanks on their property. The MCCR no longer collects this information. This information is now collected by the Technical Standards and Safety 
Authority (TSSA). 

Government Publication Date: 1989-1996’ 


Permit to Take Water: Provincial PTTW 

This is a subset taken from Ontario's Environmental Registry (EBR) database. It will include all PTTW's on the registry such as OWRA s. 34 - Permit to 
take water. 

Government Publication Date: 1994-Oct 2017 


Ontario Regulation 347 Waste Receivers Summary: Provincial rec 

Part V of the Ontario Environmental Protection Act f'EPA") regulates the disposal of regulated waste through an operating waste management system 
or a waste disposal site operated or used pursuant to the terms and conditions of a Certificate of Approval or a Provisional Certificate of Approval. 
Regulation 347 of the Ontario EPA defines a waste receiving site as any site or facility to which waste is transferred by a waste carrier. A receiver of 
regulated waste is required to register the waste receiving facility. This database represents registered receivers of regulated wastes, identified by 
registration number, company name and address, and includes receivers of waste such as: landfills, incinerators, transfer stations, PCB storage sites, 
sludge farms and water pollution control plants. This information is a summary of all years from 1986 including the most currently available data. 
Government Publication Date: 1986-2016 


Record of Site Condition: Provincial rsc 

The Record of Site Condition (RSC) is part of the Ministry of the Environment's Brownfields Environmental Site Registry. Protection from environmental 
cleanup orders for property owners is contingent upon documentation known as a record of site condition (RSC) being filed in the Environmental Site 
Registry. In order to file an RSC, the property must have been properly assessed and shown to meet the soil, sediment and groundwater standards 
appropriate for the use (such as residential) proposed to take place on the property. The Record of Site Condition Regulation (O. Reg. 153/04) details 
requirements related to site assessment and clean up. 

RSCs filed after July 1,2011 will also be included as part of the new (O.Reg. 511/09). 

Government Publication Date: 1997-Sept 2001, Oct 2004-Nov 2017 

Retail Fuel Storage Tanks: Private rst 

This database includes an inventory of retail fuel outlet locations (including marinas) that have on their property gasoline, oil, waste oil, natural gas and / 
or propane storage tanks. 

Government Publication Date: 1999-Jan 31, 2018 

Scott's Manufacturing Directory: Private SCT 

Scott's Directories is a data bank containing information on over 200,000 manufacturers across Canada. Even though Scott's listings are voluntary, it is 
the most comprehensive database of Canadian manufacturers available. Information concerning a company's address, plant size, and main products 
are included in this database. 

Government Publication Date: 1992-Mar 2011’ 

Ontario Spills: Provincial SPL 

This database identifies information such as location (approximate), type and quantity of contaminant, date of spill, environmental impact, cause, nature 
of impact, etc. Information from 1988-2002 was part of the ORIS (Occurrence Reporting Information System). The SAC (Spills Action Centre) handles 
all spills reported in Ontario. Regulations for spills in Ontario are part of the MOE's Environmental Protection Act, Part X. 

Government Publication Date: 1988-Sep 2017 
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Wastewater Discharger Registration Database: 


Provincial 


SRDS 


Information under this heading is combination of the following 2 programs. The Municipal/Industrial Strategy for Abatement (MISA) division of the 
Ontario Ministry of Environment maintained a database of all direct dischargers of toxic pollutants within nine sectors including: Electric Power 
Generation; Mining; Petroleum Refining; Organic Chemicals; Inorganic Chemicals; Pulp & Paper; Metal Casting; Iron & Steel; and Quarries. All 
sampling information is now collected and stored within the Sample Result Data Store (SRDS). 

Government Publication Date: 1990-Dec 31, 2016 

Anderson's Storage Tanks: Private TANK 

The information provided in this database was collected by examining various historical documents, which identified the location of former storage tanks, 
containing substances such as fuel, water, gas, oil, and other various types of miscellaneous products. Information is available in regard to business 
operating at tank site, tank location, permit year, permit & installation type, no. of tanks installed & configuration and tank capacity. Data contained 
within this database pertains only to the city of Toronto and is not warranted to be complete, exhaustive or authoritative. The information was collected 
for research purposes only. 

Government Publication Date: 1915-1953" 


Transport Canada Fuel Storage Tanks: Federal TCFT 

List of fuel storage tanks currently or previously owned or operated by Transport Canada. This inventory also includes tanks on The Pickering Lands, 
which refers to 7,530 hectares (18,600 acres) of land in Pickering, Markham, and Uxbridge owned by the Government of Canada since 1972; properties 
on this land has been leased by the government since 1975, and falls under the Site Management Policy of Transport Canada, but is administered by 
Public Works and Government Services Canada. This inventory provides information on the site name, location, tank age, capacity and fuel type. 
Government Publication Date: 1970-Aug 2017 

TSSA Variances for Abandonment of Underground Storage Tanks: Provincial VAR 

List of variances granted for abandoned tanks. Under the Technical Standards and Safety Authority (TSSA) Liquid Fuels Handling Code and Fuel Oil 
Code, all underground storage tanks must be removed within two years of disuse. If removal of a tank is not feasible, an application may be sought for a 
variance from this code requirement. 

Government Publication Date: Feb 28, 2017 

Waste Disposal Sites - MOE CA Inventory: Provincial WDS 

The Ontario Ministry of Environment, Waste Management Branch, maintains an inventory of known open (active or inactive) and closed disposal sites in 
the Province of Ontario. Active sites maintain a Certificate of Approval, are approved to receive and are receiving waste. Inactive sites maintain 
Certificate(s) of Approval but are not receiving waste. Closed sites are not receiving waste. The data contained within this database was compiled from 
the MOE's Certificate of Approval database. Locations of these sites may be cross-referenced to the Anderson database described under ERIS's Private 
Source Database section, by the CA number. All new Environmental Compliance Approvals handed out after Oct 31,2011 for Waste Disposal Sites will 
still be found in this database. 

Government Publication Date: Oct 31, 2017 

Waste Disposal Sites - MOE 1991 Historical Approval Inventory: Provincial WDSH 

In June 1991, the Ontario Ministry of Environment, Waste Management Branch, published the "June 1991 Waste Disposal Site Inventory", of all known 
active and closed waste disposal sites as of October 30st, 1990. For each "active" site as of October 31st 1990, information is provided on site location, 
site/CA number, waste type, site status and site classification. For each "closed" site as of October 31st 1990, information is provided on site location, 
site/CA number, closure date and site classification. Locations of these sites may be cross-referenced to the Anderson database described under 
ERIS's Private Source Database section, by the CA number. 

Government Publication Date: Up to Oct 1990" 

Water Well Information System: Provincial WWIS 

This database describes locations and characteristics of water wells found within Ontario in accordance with Regulation 903. It includes such 
information as coordinates, construction date, well depth, primary and secondary use, pump rate, static water level, well status, etc. Also included are 
detailed stratigraphy information, approximate depth to bedrock and the approximate depth to the water table. 

Government Publication Date: Mar 31, 2017 
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Definitions 


Database Descriptions: This section provides a detailed explanation for each database including: source, information available, time coverage, and 
acronyms used. They are listed in alphabetic order. 

Detail Report : This is the section of the report which provides the most detail for each individual record. Records are summarized by location, starting 
with the project property followed by records in closest proximity. 

Distance: The distance value is the distance between plotted points, not necessarily the distance between the sites' boundaries. All values are an 
approximation. 

Direction: The direction value is the compass direction of the site in respect to the project property and/or center point of the report. 

Elevation: The elevation value is taken from the location at which the records for the site address have been plotted. All values are an approximation. 
Source: Google Elevation API. 

Executive Summary: This portion of the report is divided into 3 sections: 

'Report Summary'- Displays a chart indicating how many records fall on the project property and, within the report search radii. 

'Site Report Summary'-Project Property'- This section lists all the records which fall on the project property. For more details, see the 'Detail Report' 
section. 

'Site Report Summary-Surrounding Properties'- This section summarizes all records on adjacent properties, listing them in order of proximity from the 
project property. For more details, see the 'Detail Report' section. 

Map Kev: The map key number is assigned according to closest proximity from the project property. Map Key numbers always start at #1. The project 
property will always have a map key of '1' if records are available. If there is a number in brackets beside the main number, this will indicate the number 
of records on that specific property. If there is no number in brackets, there is only one record for that property. 

The symbol and colour used indicates 'elevation': the red inverted triangle will dictate 'ERIS Sites with Lower Elevation', the yellow triangle will dictate 
'ERIS Sites with Higher Elevation' and the orange square will dictate 'ERIS Sites with Same Elevation.' 

Unplottables: These are records that could not be mapped due to various reasons, including limited geographic information. These records may or 
may not be in your study area, and are included as reference. 
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APPRENDIX E: SITE RECONNAISSANCE 
PHOTOGRAPHS 




Photo 1: Wesley Clover Park Turf Field along Corkstown Road (facing northwest). 



Photo 2: Wesley Clover Parks- Barn structures and large pile of fill along Corkstown Road. 














Photo 4: Wesley Clover Parks Campgrounds located at 411 Corkstown Road (facing west). 













Photo 5: Tiny Hoppers Daycare and DTSM Driving School located within strip mall along 
Colchester Square. 


Photo 6: Multiple businesses within strip mall along Colchester Square, including Select Tailor 
Dry Cleaning, Queensway West Animal Hospital, and Kanata Kash N Karry etc. 










Photo 7: Multiple residential high-rise buildings (apartment/condo buildings and hotels/inns) are 
located along Canadian Shield Avenue and Great Lakes Avenue (facing west). 


Photo 8: Multiple residential high-rise buildings (apartment/condo buildings and hotels/inns) are 
located along Maritime Way (facing south). 














Photo 9: Multiple commercial businesses within the Kanata Centrum Shopping Centre (facing 
south) from parking area off of Kanata Avenue. 


Photo 10: Canadian Tire Gas and Petro-Canada gas stations at 500 and 570 Terry Fox Drive 
(facing southeast). 


















ira 



Photo 11: Kanata Patrol Yard at 214 Didsbury (facing west from Roger Neilson Way). 



Photo 12: Canadian Tire located at 8181 Campeau Drive (facing northeast from Roger Neilson 
Way). 














Photo 13: Retail area including businesses such as The Brick, Kanata Commons, La-Z-Boy 
Home Furnishings & Decor, Royal Bank of Canada, Domino’s Pizza etc. along Campeau Drive 
(8211-8231) (facing northwest from Roger Neilson Way). 


Photo 14: The Bridge-Kanata church, along Roger Neilson Way (facing west). 










Photo 16: The Tanger Outlets mall at 8555 Campeau Drive (facing east from parking lot off of 
Campeau Drive). 












Photo 17: Esso gas station located at 225 Huntmar Drive and overflow parking area within 
Palladium Autopark (facing south from Autopark Private). 


Photo 18: Palladium Autopark, includes businesses such as Kanata Mazda, Myers 
Volkswagen, Myers Kanata, Capital Jeep Dodge, Kanata Honda, Kanata Toyota and Myers 
Kanata Hyundai (facing west from Autopark Private). 














Photo 20: Visible white above ground storage tanks within Maple Grove Works Yard and Snow 
Disposal Facility (facing north from Maple Grove Road). 












Photo 21: Lowe’s Home Improvement and other retail businesses within Grant’s Crossing 
Centre located on Hazeldean Road, between Huntmar Drive and Terry Fox Road (facing east 
from parking area adjacent to Lowe’s). 


Photo 22: Pickles and Poppets day care, Edward Jones Investments and other commercial 
businesses located at 200 Katimavik Road (facing south from within strip mall parking area). 


















Photo 22: Royal Canadian Legions located at 86 Aird Place (facing northwest from along Aird 
Place). 



Photo 23: Kanata Leisure Centre and Wave Pool at 70 Aird Place (facing northeast from along 
Aird Place). 
















Photo 24: Commercial businesses (including dance school, Food Basics, KOM Software, 
martial arts school etc.) within office building/strip mall located at 150 Katimavik Road (facing 
northwest from Katimavik Road). 


Photo 25: Commercial businesses (including Kanata Square, Irina Marshall-Verico Capital 
Mortgages, Kanata Surgicenter, Tommy’s Restaurant etc.) within commercial/office building 
located at 260 Hearst Way (facing north from Roberge Crescent Road). 















Photo 26: Franklin Empire electrical supply store located at 140 Hearst Way (facing north). 


Photo 27: Commercial businesses (including With Love Bridal Boutique, Long & McQuade 
Musical Instruments & Music Lessons, Beyond Yoga Studio and Wellness Centre, and Kids 
Kingdom day care) located at 66 Hearst Way (facing east). 





















Photo 28: Commercial, industrial and Provincial businesses or organizations (including Chubb 
Edwards Fire and Life Safety Solutions, Modern Niagara Group, TYP Tactical Canada, Ministry 
of Community Safety and Correctional Services Ontario, and CBCI Telecom) at 10 Hearst Way 
(facing north). 
















